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Vcrwcrf 7 

Grofi ist die* Xjhl der Mittel, die zur Gesundheits• und 
Korperpflege dienen und von alien werden Erfolge gemeldet 
fur den Laien isl es dahe r aufterordenthch schwer. sich zu ent• 
scheiden. welcher Heilmethode er sich zuwenden soil Er ist 
stels im Zweifel. ob fitr seine Krankheit die von der approbierten 
Aerzleschaft immer noch bevorzugte Allopalhie oder die Phar- 
made allein richtig isl, oder ob er sich der vielgepnesenen 
Biochemie und llomoopathie bedienen, oder das Naturheihren 
fahren bevorzugen soil. 

Es soil hier nun nicht beurteilt werden, welches der cr« 
wahnten Vecfahren am empfehlenswertesten ist. denn dieses 
hangt zu sehr von den naheren Umstanden ab Vo hi aber 

sei nachdriicklichst festgeslelll, daft a lie sich darin eirug 
die Elektro-Medizin und damit auch die Hoch/reguenzstrcne 
zur Hilfe zu nehmen. Das Helio-Lux-Heitverfahrenfindet daher 
bei alien Betufsgruppen, die irgend mil der Gesundheits• und 
auch Schonhcitspflege zu fun haben, zlnuendune und verbrettet 
sich naturgemaft auch in alien Privatkreisen durch die restaur* 
lichen Erfolge. Venn auch mancher Arzt, Idls aus Ruck • 
standigkeit, weil er den neuzeitlichen Emmgenschaften nicht 
gefolgl ist. teils aus Idcht verstandlichen Grunden natenellet 
Art, die Apparate nur ungern in Privathar.den sieht so **t 
darauf hingewiesen. dap diese Hcimbehandlung nicht etwa 
bezweckt, in schweren Fallen eon der Zairatezrehunc des 
zlrzfes abzuhalten, sondern sie soil vot alien rerahete hereri. 
bekannte Leiden und Schmerzen heilen und lir.dem Feta 
sollen die Helio-Lux*Apparate der gesamten Famhe bn .im 
vielen Krankheitcn leichle rer S’atur sofoelige Hilfe bringm 

Diese Broschiire ist in leicht verstandheher Veue am 
I’crmeidung schwieriger technischer und medi:im>e.Vn .<k»- 
driicke. geschrieben. Es ist daher jedet in de. lj*e. sach 
das Vesen und die Virkung der Hochfregueni scare ttbn .in 
Behandlung zu orienficren. Zu ueiieren ■uie'ufuheJtcn K*e* 
schlagen und Aufklarungcn stehen .he \'ttkaid%ste!ien ..tat 
Vertreter bcreitwilligst zur I’crAujfune 

linitu ' .Muttfws 

r.Miifmviri Af i 

fib Hr*lrfr*Ktrnst t * H 
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unken von der FUktrode llstig j ( { 
, er und schalte dann d«n Strom tin 
mg stattfinden, to entferne man die 
.indie durch tin I.einentuch hindurch. 
rlektrische Wcllcn erzeugen. so wird 
nk dadurch elwas gestftrt. E« wird 
darauf KUcksicht zu nehmen. 



Garantie. 

nsere Hochfrequenz.Apparate „Hclio-Lux" werden 
bestem Material hergcstellt und genau gepriift, 
einwandfreies Arbeiten der Apparate get 
:t. I Vir fiihren daher etwaige Reparaturen 
mes /ahres kestenlos aus, sofern diese auf 
oder Ronstruktionsfehler beruhen. 
eschlossen von der Garantie sind Schaden, 
unsachgemafie Behandlung, Offnen der 
raruren oder Anschlufi an falsche Ketzspannung 
luriickzufiihrcn sind. 

Auf hlektroden gibt es keine Garantie. 


A usge: 
auf 


HochirequenzsApparat 

Helio-Lux 



Type L 1 

110 oder 220 Volt, 1 SpesialDreifach-El u 
Skalcnscheiben Eeinregulicruntj 
Elegantes Etui mit Samttutterunc 
Apparatur hcrausnehmhai 


Gcwicht 2 kg 
Grofte 26'* 22 12 cm 


1 Saturate: 


KM 
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Neonslra hlung. 

,„il<h-n Sir,>m von *r«0ter lnl«ntil|| -fi 

\ St on Sr Ko.^Mrn.I.k.rod.n ,u v.rw.nd.,, b e ,o nd ,'" 
hr,, k*rp«rl»l< I'"*' ' v.und«r.n El.klrod.n .i„d roi , * 
N,.. n .r. i«lulll. *vlch«. crhBhtc «l.l<lri,ch, L 

hr.itrl ■ I' N.onol.ktroden ,i„ d 

.•* " ! ' u d,r . 

.»hQc ri „« i-hme r.mpliodung hervorzurufen. p- 

,1 dirwi Hrklr.-dtn j«l d«r, daO .it , o0 n.hMu u# b," 
«k»>l ke.nerlci zerKtzend* fci ( ' 

r. Hrn. bdrt|l J *> doppellc der rinlach.n EI«k| rodttL " 

hrKlektrode fur Dautrhehandlung. 

" ’ lach-B.klroda in Ndon it) n.ch Dr. m , d 

,,,l> > krl Sv.ln 17) tint D.tucrbehaodlunf msjljcb 
hr iu,c Erfolje email wurden. Dieie 
II bei Herzleiden. Magan. und Darn.. 
111. Kopfrchmarzcn u. a. n>. Man Itann 
,h "' “ cdcnken mil Dntcrbrcchunger, 

.„ ? l *“ n ««*l klcin. 

'Icbrlach.Ekklrode liflt sic h an j e d. r 
Abbildung und Prci, ,iaba Nr. 59 j m 


Die Zahnbi landlung. 

Jl h UnS e “ Wiehtt <*» “»<• unentbehrlichaa 
fiawordan. Daa Anwcndungagabiat 
• - arivnzaralbraada Wirkung w.rd banutzl z ur 

n end rCahnaitcrungen. Fernar dianl die 
. , '■* "*f b °P«f*lionan (Zahniiahan), ba. 

Di * Eneugung ainar alarkan 
rchwarmung, varbundan mil dar inlan- 
J V,. I" j di * Au ** ch '' d “"< krankar und 
lania. , V ti,tr «"«<*r- Ea aind .chnall. 

. 6 arz .,11 wordan. Abaza... |„„ 0 , ich 

, , „ ,, , "*“• Z * h,,n *'»cbwuchcrungan laaaan 

.d, , ';L, ' 1 Man kann mil dan 

• v • U K " l,f>ho, «»«» vornahman. dia 

*£, i d., P i * U,lrocl ‘“*' , r •■»*'« Zlhna 
,,r d dufei "* Pulp * *'"<*ch und aichar. A,.Oar 
•••ball, „ *",**' Zahnlleiachai aina waaanl- 
Cr.,ah babandalt *° D ^ tr> k *' Z * bn,l » , «Moek«™*| 


Behandlungsvorschriften. 

Abszcsse. Kre.sf6rm.gc Bewegung mil EUktrod* Nr. 0 un 
fchmcrzciide Stelle. Uglich 3 m.l j< 3 Minuten Zum cchaeUea Oett, 
dcr Abszess* Icichte Bestrahlung mit Nr. 10 

Adernvcrkalkung (Arleriosklerose). AulUdcn des Korpcr, du-cb 
Saturator tiglich 2roal. Jedan 2. Tag Bestrahleo des gauze* Kftrper, n 
drm Herzen zu m.t Elektrode Nr. 0 und dcr Nicrengcgcnd m.t Sr 2 
Allersschwichc. Aufladen den Korpers durch Saturator 2mai 10 
nuten taglich sowie Bentrahlung dc< Rtickgratcc m.t EUktrod* Nr. t, 
AngstzaslKndc $i*h« N*rv«nl*idco sowit Herzncurosc 
AppetiUotigkcil. Aufladca den K&rper. mit dea Satar.t r ab< 
10 Miouten iowi« Bestrahlung den Uotcrleibcc tighcb 5 Mtnuttn 

Asthma, a) Bronchialaslhma: Kriftig* Bestrahlung d«« Rflcke=s 
dcr Brust m.l EUktrod* Nr. 2 durch langtamcs Auf- und AbgU.tca 
halation mil Nr. KU schr zu empfehlcn Sichc OzoninhaUticm Sc re 
b| ncrvdscs Asthma. Kr«i.f6rmig* Bestrahlung der H*rcg*g««i 
Nr. 31 2mal thgl.ch 5 Mmuten. Hierauf Bestrahlung eon Brust and Ru 
m.l Nr. 0 S-10 Minuten. 

Aogenlciden: (AugcnentzQndung. Lidentzfindung). B«hsodkr.( 
Elektrode Nr. 8 od«r 9 be. schwachem Strom tigl.ch 5 Minolta D.e A 
sind d.bei zu schlieQeo. B«i Lidentrunduntf Behandlunf m.t Pick' 
Nr. 7. ‘ 

Augcoschwichc iKurzs.chtigkeit. gruner SUr Netz- ..nd Bade 
entztindungen). Behandlung mit Nr. 8 odcr Q be. gcscbiosse&cn A 
mit schwachem Strom taglich S Minuten. Aufierdem Bestrahlung dr 
Auge umgebenden Partien mit Elektrode Nr 0 1 5 Mmuten 

Ausscbligc. Bestrahlung mit Elektrode Nr. 0 Ugltcb 2ms J V 
mit starkern Strom. Das Einreibcn m.t Jodtioktur cor der Reha-dV: 
sehr zu empfehlcn. 

BartOechte. Bestrahlung mit EUktrod* Nr 0 3taal taglub > V 
Bestrahlung mit der WundhehandlungseUktrode Nr 48 Sr« ndr-« wu 
Rauchscbmcrzen. Bestrahlung mit Elektrode Nr 2 mehrmats *. 
5 -10 Minuten. 

Bauchlcllrcizung. Leichte Bestrahlung des Untrrleibr. m-t F cV 
Nr. 0 t&glich 2mal 5 Minuten sow-.e indirekte Massage 

Basedowschc Krankbcit taglich 2mal I't M.nuten d r Ha »d :•* 
Elektrode Nr. 3 bestrablcn 

Bclegte Zunge. Auflegen der Zungcnelektrode N» 14 »<ks ' v * 
sowe nachherige Bestrahlung der Magengegend m.t Flektr.'de V 
Bekiemmungszustlnde. Siehe Herrneuros* 

BlihhaU. ^iehe Kropi. 

Blasenlciden uod Blasenschwacke \euflc r Be*: »*•.. . k .it 
gegend mit Elektrode Nr. 1 odrr Nr. 2 2mal tkgls'b 10 Miuuteu 

Blinddarmrcizang. Bestrahlung der Bl.ndds ^>crc*cd m t be 
Nr. 0 2mal t&glich 5 Minuten 

Bleichsucht and Blularmut Best.abiuag des csr*»« V 
Elektrode Nr. 0 oder Nr I Feroer AufUdee dnrwh Sstsrtlst I 
10 Minuten 

Blolaodrang (HluWlhcrlQllung. Hlutatauoogl Bebaed ■ % d#* V 
mit Elektrode Nr ft bei mittleiem St.om d»n« it|M ^MttSlUsg mH 
trode Nr 2 des Unterlefbes. der OberurhenV* '-nd .*.• ' • *’ 

Strom Behandlungsdauer 10 Minuten 

Bronchitis Kr.llt.ge Best.ahlung der Brwl m>t 1'*k» «•* V 
5 10 Minuten Inhalation m.l Flektr.wte N. 80 sek* •«> eea^tek*** 

»' onfnl«.tl.ition ''»'•« Mr. '«>'*•'••• ■ I ' 1 IfcA* N 

Bruit und Rdi ken durch tin aulgeUgtes \ k 
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Unaere Flektroden. 


vorsichtig zu bebandcln, da sic aus 
Vor dem AnschluB ist die g e . 
H.uulgriff zu sleeken. Nach dem 
mem Was sc r abzuwaschcn und bci 
.rglaltig zu desinfizieren. 

>ic in die Kcirperhbhlen cinzufiihrenden Elektroden 20.30 
rber roil Vaseline einzufetten. 

nige EleklroJen sind mit einer Isolierung versehen, da. 
erzeugten II Mrf.|uenzstrahlen nur an den gcwiinschten 
die bchandclt w ten sollen, einwirken und sich nichl 


Haultluchen.El. 2ur Korper. und Gesichts. 
Bchandlung 


Jo. ^rossc Form 


\ crstarkcr»fcl. fur ticferliegcnde. chromsche 

Oder schmerzhaftc Krankhcitcn. wie 
'-cumatismus. Gicht, Ischias, Magen. 
J Iciden usw. 


Aupenlid.fc'l. fiir l.idcntzundungcn, 
_<*erstcnkorn 


AugcOfEJ. fiir Kurzsichtigkdt, 
nrrvotc Augcnleidra und zur ail* 
is Kcmcincn KrJftigung dcr Augen. 
Anwcndung bri gcschloMtnen 
Augen ! 


^ Hals*El. fiir Hals* und Kchlkopfleiden 


zur Kopfhautbehandlung bei 
Nopfschmcrzcn sowic Haarausfall. 
Schuppcn usw. 


do. in Rcchenform 


kSu 2Uf , h ” trah,un * dcs Kuikgrats 

Nervcnleidcn, Ruckcmnarkslelden 
(inifv^fcnz | usw. 
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Dr. M. E. 


Ia j, t Hfim ioIH* »»‘ h cm* 0 d*r*rti|#o Apparel _ , 

.. . .. . .thnfuben ublichen Gebrechen. wi« Hhei 

fit r Erk«»-n<— und K.nd.rkr.okhtitS^^iaiuV 

S.W.i.o.I./uoj.I l „,b.ugu.g.l.itt.l >i.d V,ol, tl .tr.M. 0 Ah 


n.,.kli. ir .iu.ir.iro. . r>j .*h< guteHdl.milleld.r phy.ik.li.cben The!' ,,Di a 
/if) hab. d.nnl be. newal^.ch.o Stfiruogen. *. B. e.ner Trie! 

Neoralgie. ifute Ergebaitie g*h*t»* **n>iom 

Dr m*d. Leo Hetier. Fr«u*o*r«l und Cbirurg in Offenbum i c, 

' kami diet* bequemcn \ 4'iic gar nichj nichr entbehren und I,* U 
•bn* dietelbea vor hi* * a V »*!<•/ "hne Mugcl. Furchterlicha Q • ® ,r 
koJiknhmerieo verschwindro auf i Ikchenbestrablung der GaIUn*«• 

Id Allen von mir beobaiM*ten Fallen auf 8 12 Stundan. Ich Bjf^N 

■IaiauI bioweueo. dab ban vi«l«o brauen, die fiber «« land* und 
K<f - ich..n r ,i ilig* Betundluno ntniim! i “'lark* 

.ornul iu tfe.l.llen “ ‘ ,e ’ um dl€ 


SeaiUlvr jI Ur. Hun m IMberg in Scbw.ben hal mil H w 
loro in alien Fallen ich 6a a Fr/olge erzielt ** n " 1 ” oc bfr«< 


• ... • ■Vbiwo. erzielt. “ 

/ ... f,ro * Dr Hirach. Cbaritc Berlin ITheran«nii«r-».. t . 

I ,|fM * ' s,, a^l«nlherjj-ie. Berlin 19201 , I),..’’ kl.i ^fjjenbucb der 

/ •ebandl-.uig H, ki be, V j'algieo. rbeumatuchen Mv*ld * e /v«* OC *** re 9uenz 

/ ... -. r \,«fc,.-VakenUoXn^ y . i ,tD 

/ ’ * r 1 ' ' . ernde Wirkun^.rb, ,chmer2,, nderi 

I Apelikalioa Hjhi. .. un i #c non unmittelh.r 


/ fill. l*n ipu-.n div ..hmv.i ! J*rnd* Wirkunn . i ' l,m *| I,,,,d «rnd. Vi«|, 
/ ‘ J durcb dit unailtt *Ib.r n»ch d,, 

I o- Kx’hlrequen/Harme .R on k fi*‘*OKontrahierende 

/ •* — Ml.r.ch und der, P.t.t^^^abrolo, 

I •••• 

/ ;>• K«n>*f**.l«. D,.'“ ? l '> , ‘ 0,0 l!‘«l>«r Anr.g,, |n r d “ ; r “"H'^nd.n 

I 

Dr. o«4 p ... * r, *° uod *“ wGo*ch«n. 

. .. . **&^^“*TSTOTK 

I Dr. Rmp1 qU * ni -App.r.l., ..H.liolui 

lunV” B Urcb dl * FUch 

p * u, « ■*.««?• br,n ‘*° M. p rV:x d :7 


,ch m'i HichHij!"; 8 S"blIfe5J," 1 %; , w /> r, f« F ‘"« 

.ond.r. loH*nd.. w ,|ch"dKkt b *"*- *"»•■»• icb b? 

well ihre Hcilung reap Beasertmd * n " *» '•erdeo verdieeea 

hervurgerulcn wurde: ^ nur mi * ^*baadloagtaetbode 

Hchaiidlung vollkomm.n b ’ c l £nt r * I '(*“| b * r * ,t * ”* cb d * r mp dntln 

d^BehanZng^* r h b ‘ 11 "* M c“ h < | Scbl *‘ ,h ^. 

xeigten cine wesentlieh besscre BewttfurSSIl.^iW^i **i°p t * r ** Cliedaefi*- 

v, .l beer gehen und .einen Arm wf.dVr 

Ein Fall von Aathm. nach^ iJZST JukaSESSjft? 6 ^ 
Ncrvengeilcchtes wesentlieh gebesser? 1. Irfib« tk, ^ k ** 

.icb b.'rbeh.Uch V, ra ,„d*r, irfSK h * b ~ 

-*W*al!!?w2S3r b d Sab “!«w o.«« 

Mit der Futoralioaiuk^ fif. "K . ^^.rd.lrm 

d,r Ao ‘ 3 

Imk.n Bern g.lnhmf'ind ’.chon *7.1 u'n°d olTmi.*!!!.?^ -V*?.”? . M 
brh.nd.lt. darunt.r .. Zt. in Berlin md W.llVihld *,S M L ' ,b °5" 

whch.nll.ch.r Bvhandlung mit Hochlr.qu.n. difi « ..chVl 'blL'i 
d.B *r noch n,. ..it 23 Ah,.. , ul J.h.I'kon.1. I 

.ch. Schm.rr.n, ,„t *.n.m h.lb.n J.br. b*.l.h.nd «nd 

w. ,1 “"“nt.rbroch.n vorh.nd.n, durch rw.im.I.g., B.,l,.hl.n w^hl“ d^ 

^ b x e a b «:..r i v.t^ uDd H *" bi »'>'» “' b 

Dr. Scburig. Berlin (in der Deotich-Meduimicben Woeben.cbmftl O- 
Hoc l,r,.»,.„» n, e linden von J.hr .u J.hr imm.r ni.br ErngiH L 
^rrtliche Pra.ti. Und die. mit vollem Recbt. So nt bejondJeTdie V . 
Wirkimg bei Nerven- und Herrkr.nkh.il.n In b.tonrn nad ^ 

BbtdIL’k h. e r r .blu!"r. e n. bln 4 ^ N * Ur *“'« “ d *• F^.it dee 
u e M^,“^ d " d ^ C ™tk I ^IIrb*n^MK)*Mr* r h!t *^ir^ftr Cb *Iloch l fr' d oye.* b pp»tll 

be'.il W k 'a 4U '* N * ch “«>"»” Erl.hrJJir. -d^b. 

J J te u k ^ «rxielt. wenn die Strfime schwach geoocBmer werdca 
„eh, ,ch nur in i.ltenen Fallen dber Punkt 2 de, lewbddkll Um. 

c G *i , 1 °“ U ,u elektro tkelv^utmcW 

iltlend!. kdD d* n 1 , V* 1 S,r * bl, “ "" Sickerbe .1 TO. r.tierte, .. 

gewendet w.rd.n Ich gl.nbe .ich.r, d.G ,,ch dice, ert i . Veri.S .• 
verallg.raeinern wiri Wenn nur |edei Fe.ilieufaed mb H(U 
10 Mmulen mil dera kleinen h.ndlichen Apparal beh.nde'e .f,:d# ... .i . 
der * ,, i* mt * n * Gesundheitsfuatand viel beater Die tea wurde r Mrr^e-ie* 
▼ on ralien bewiesen 
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I du 


tag heilen « 


i Pro 


t Nr 


Allgemeines. 

ipiflt io der Krankhcilsbekamplung vine herv or r a geode 
matin h in der vcrschicdcoartigsten Weise angewandt. 
Bader uod Besirahlungcn, kunsiltchc Holiensonne, Di«. 
ilrn, F*/»diulioa (Lie k trisiercn), Cahanuation a. a. a. 
re* Cebiel der hlektro-Medizin, welches sich in kurzer 
aichcnden uiid wunderbaren Heilerfolgc tchnell ver- 
Hocbiicqucoislrahleo. Dieses smd Wechselstrbme 
oher Schwingungszahl (ca. ] Million in der Sekundc), 
Uganda Strableo vAJiig schmerzlot und unschidlicb 
cittt werden R6nnen und diesem ungeheure Mengeo 
zufuhren, die eine auflerordenlliche Hcilwirkung be- 
rankfie.tu iassen sich durcb die Hochfrcqueax. 
r linden I ausende dankbare Ancrkennungen be. 
If s «hr vide Aerzte und Profrstoren wenden 
«p!c »cil ngem in der Privatpraxis und in Kranken. 

‘ •»o. Ersle AutonUlcn bcrichten in medi- 
/.t itschnltvn iiber glanzende Resultate. 
luhiungcii dieoen zur Erklarung. in wclcher viel- 
nfrequenzbchandlung wirkt. . 

ic hoc hgcvpannlen Wechselstromc, die den K6rper 
femsteo Tciln endringen. Sie wirkco aul das ge- 
xteo wo.dtucnd uni: beruhigend und beeinflussen die Blut- 
en btollwechul in gun.Uger Weise. Hierdurch wird eine 
tigung de, Korpers .rzielt und die Leben.tatigkeit im g*. 
v Lh k C L D,t dadurch « rh * h ‘< Wider\tandslahigkeit 
F ' V '** n ' lich - ~ <«* l«l6rd«rt. 

,. und 7; E " ChL J lu '’« “"<• «» Z.H*I1 der lebenvnot- 
, * Ko, l«™ v«rhind.rl. Die Beh.ndluog Ul 
IV ^ oh ”' M * dll <*“'nl« und ohue Open- 

nt.nhtlm ,,| ,i n , tolorlig. Herabielzung de, Blul- 
.1. _ W " t ’*“>" d *« •>*• Arleritnvcrknlkung .in. 

A ?**£*? regl wiedcrum den 

use. en de. P.u.nten be.serl .ich in kurzer ZeiL — 

du , ' in *° * r< < u ‘ ck * nd *" Schlnt und liQt d«. 

ung >tt kommen. Bei der Be.lrahlung der krenkhellen 
'ere Uurehblulung (Hyp.rzmi.) die.er Ceweb. 

t- m Ke..l.L.:i.L t .... 


i und 


i die 


eine reii 

l, DJ„, . .. ,7-■ «M 1 «| Oieser uewebe 

Tj ^ r *nkbeil«herd zugeluhrl wird und die 
'»ie*cnicden werden. 


ntb 


mehi 


'* . Wlrd di ”“ r “"turliche HeUvorgang durch di. 
*’ ■“ • r " 0,n Mc ng«n durch die elektn.cben 
um, Vnrhendeniein die... Ozon. ill , m Ceruch 

■ necn .men. C. R *T Wird 0,0Di * i * rl “» d "**b( wje 
*"««.. hnlll,cl, (..Igeeiem'dln j*" n " w ‘ W .* r "- » de. See 

•Weed. Wirkung J.l „l'd d d “ °*on " ich "" •!« 

DiphlWie. Z\ t'"] “ V r-“ h " «■» Ruhr, 

eantligen Bezrll.n ,„wi, Blererregern oech- 


gewicien. Oe dice. Ozon von der Haul aufgcoomineo wird und 
ubergahl. wird der Sauer.lollg.baU de. Blute. w...nllieb «b4bL 
wie erum da. Au.»cheidcn der verbraucblco und kranken Sloile i 
veruicbtung der Bakleri.n uod Ke.mn bewirkl w„d |Blutz.,u.tuo«L 
zeilig wird neue. Biut gebildet * 

Ein jeder, der Hocbfzequenz.tzableu bereita aogewendt bat. i 
•latigen konnen, dull die., eine uberraKhend .cbm.rt.uil.od. 
au.ub.n, Hi.rzu trkgt nuch die aogenebme leicble Durchwirn 
•owi. de. durcb die elehtrucheo hunken au.ge.UnUu v.oi.u 
dc.een vorzuglicbe H.ilwirkung jn beknnnl UL AuBw der ,„i|„ 
tigen Schoi.rzbc.eitigung lr.ll .uch e,n. eug.nbbcklicb. Juckrmen 
• in. E» .oiltc duller z. B. unbedingl vor feder M .~— rtioid.a C 
di. Hochlr.qu.nzbeh.ndlung v.„„ c bt werden da di... e.ir . 
reich i.L 

E. Ul noch bcioodcre hervortuheben, dad der Kbroer 
deo Saturator allgem.in beband.lt werden k.on .1. ,„cb durcb 
echieden g.iormt.o Cln.el.klrod.n .in. *,tbch bcgr.nzt. Be.tr.< 
moglicht wird. Hi.rin unt.r«h.id.t ..ch die Hochlr.oo.r7 
vorteilhaft von der mit Medikamcnteo tiler Art U uhreci t B b 
Entlellung.verlahren durcb Medikameole der Kbrner in.c^mi h 
wird. I.Ot Mch die Bestrahlung z. B. nuf Leib Hulten Brine 
Auch i.t e. bei fn.t .imtlichen .onitigen H.ilnull.l''".”'',' 
.chedlich wirk.n, w.nn u. ,m U.berm.B gebrnuebt werden. H« 
die Hochlr.quenrbehandlung .in. .elt.n. Au.n.hm. ozmiich dn 

nicmal. schadcn. vondern our oulzen knnn. Trolzdea nchte _ ‘ 

den B.handlung.vor.cbnlten, die vi.ll.ch erprobt und. in 
fuhrt eine milde und maOige Anwcndung besscr zum Ziel I 
Vor alien Dingcn ist die rcgclmiOigc Behandlung die m*<l Vv 
■chon bei den ersten Krankbeitsxeicbcn emzusetzeo bat, eiazuKa i 
Man unterscheidet folgeodc Hauptgmppeo der Hekohsxbekaa 

1. Oberflachcnbehandlung. Bestrahlung mit xerschiedcee- c 
troden. die den zu bchandelndcn K&rpertcilen ent spree be rj°#I 
LHe*e Behandlung kommt besonders bei alien ^etnunlluj 
w.e Rheumatismus. Gicht, lachias. Koplsehotrt u »w wiJ 

und Sch&nheitspllege (Erzielung eine* r. 
entwicklung usw.J. 

2. Innere Behandlung. Mit eolspr 
Nasen-. Ohren-, Halt- und Rachenl 
und auch Krauenhygiene betreiben, 

3. Aufladcn des Kbrpers mil Ho 
(Sittiger) VWIig unemplmdlichl 7 

4. Indirektc Massage durrh H 
(wie 3|. Hierdurch wird eine 
durch die Entladung erzielt 

5 Figuration oder Kallkawsttli 
durch konzeotriertes Strahlenhstnd 
•ugen, l.eberdecken, Tllosrtetwngei 
ca. H—| Minute 


M'irkanf 


nd gei 


cidcn 

IflWM 


He 


ntgte Mass* 






Vi 

IWeZee 


(C) Jeff Behary 2020 


















rozeB 
eird v« 

r Mchr 


on durch bcsonders kon- 

Ob'unden loffcnc Beine) utw. 
ird erheblich hcschleunigL 

lindert. 

chclektrode Seite 20. 
moderne clcktrische Haus- 


i| tl j v# r{ 4 bran «rm6giicht 

,1 , r lhslver*Undlich bei sehr schweren Leiden 
— ni nt hen 1*1. Ein Helioluz-Apparat gehflrt in ieden 
h dutch seme handliebe elegante Aufmachuog aucb 
, fu" M .nkcr.besuebe. Durch die Heilung einer cinzigen 
. 1 , hcrcitn bezahlt und ist dcr gesamten Familit ein 
Heller i nd ' undheitsreglcr durch da* gauze Lcben. Er 
. ,l. ,orbci'ijiingen»ittel zur Verhutung vieler Krankheiten. 
M1C . lsU ,| , r gute Dicnste. Er i*t von Nulzen wihrend 
chall nach der Eotbindung und besonders fur das Kind. 
[>«r(ich Leber* trengte schdpfcn aus dcr Lichtleitung ver- 
Helioluzapparate neue Lebenscncrgie. Aber auch Ge- 
•ui rorbildliche Kflrperkultur legeo und vor allem Sports- 
i Apparat sUndig benutzen. Es wird ausdrucklich darauf 
B die Heliolux-Hochfrcquenzapparate eine neuzeitlicbe, 
erprobte eicklro>nu-Jizinische Einrichtung sind und nicht 
ektrisivrapparatcn \ crwechselt werden durfen. Auch kann 
vniig vor niindcrwcrtigen Nachahmungen gewarot werden. 
uxhchandlung in viclen Fillcn sehr aussichtsreich ist und 
da gcholfcn hat. wo bereits alle anderen Hcilmcthoden 
agten, so kann auch bei alten Leiden cine solche regel¬ 
ate Bchandluog nicht dringend genug .mgeraten werden. 


Unsere Apparate. 


Auf Grund langj&hrigcr Erfahrung konatruierl, »ind nnttrt H« bolus, 
apparate in jeder Hinsicht vollkommcn und erstklassig, Da diesetben 
vflllig erdschluOfrci *ind, ist eine Gef&hrdung oder Schidigung der Ge- 
sundheit ausgeschlotsen. 

Die Anwendung ist auOerordentlich einfach. Weder meduunisebe aocb 
technische Kenntnisse sind erforderlich. Die Apparate aind »tets betrieba- 
bereit ohne lange Vorbereitungen. Die Betriebskosten sind sebr genog 
und betragen weniger als bei einer gcwflhnlichen Gluhbiree Da die 
Apparate keinerlei Batterien enthalten, sondern an die Lichtleitung u. 
geschlossen werden, sind sie unbegrenzt haltbar. 

Um dem Zweck der Verwendung und auch dem Wunscbe des einzelnec 
gerecht werden zu kflnnen, ftihren wir Apparate versebiedener Types nod 
PreislagcD. 

Die InncnausfQhrung ist Prizisionsarbcit, sodaB wir fur das gute 
Arbeitcn dcr Apparatur die am Schlusse gegebene eiejihrige Gar&ntte 
ubernehmen kflnnen. 

Gebraachsanweisung: 

Die Helioluxapparate kflnnen an tede vorhandene Lichtleitung (Steek- 
dosen oder Lampenfassung) angeschlossen werden und sind fur Gleirb. and 
Wcchselstrom verwendbar. 

Nachdem roan sich versichert hat, daB der Apparat fur die eorhandewe 
Spannung eingeschaltet ist (Pfcilrichtung), wird der Steckcr :r. d.< 
dose oder Lampenfassung gesteckt. Dann ist die gewunschtc Elektrodc 
in den Handgriff cinzuftihren. Durch Rechtsdrehen der Skalcr.«vVf»Se U-r 
nun der Apparat auf bcliebige Stirke cingestellt werden 

Das Ausschalten erfolgt durch Linksdrehen der Skalenschesbe and 0 

Nach Gebrauch ist die Elektrodc aus dem Handgriff i*.? ertferren und 
der Stecker aus dcr Leitung herausrunehmen 

Die Apparate sind vor Feuchtigkeit zu acbfttzen NTeder der Vrearst 
noch einer seiner Teilc darf geolt werden. Er noil nkkr ekn« 

Elektrodc latifen und der Strom mufi dann iuik durch die 
abgcnotninen werden. Obglcich. wie tdioa erwahnt. die 
den Kflrpcr vollstftndig ungefihrlich ist und niemals 
jedoch folgcndes zu beachten: Bei der Bchandlung 
starken Ableitern (wie Telephon usw.) in BenJhrung 
Kflrpcr ist mil Klektrizitit ges&ttigt, die sich einen 
unangenehme, jedoch ungefihrliche EmpAndungen 
die Bchandlung im Bade nicht vorgenomtnei 
sind auch Metallgegcnstftnde, wie Krtten. K< 
der Bchandlung wegen der Stmmleltnng i 
beginne man mil sehwaeher Fiostellung und xerstirke 
allmlhlicb 
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7 a«-ken*El mit VerstjirkerA'orrichtung zur 
krittigen M 4 %sage«Bcstrjhlung 

Zackcn«EI. ohne VerstarkerA orrichtung 
Bun ten El. :ur Kopf* und 

KdrpcrA'ollnussage 

zr — i Mehrfa<h»EI. fur Dauer* 

. A •’bchandlung D. R. P. 

. ■ ' s *~■' ‘ t( s Itcxchrcibun* S. 20) 

ff AT 1 Mil 3 KadiunvLIcktroden 
R*V 12- mchr 

Ozondnhalator. 

Wirkungsvollster Inhalier* 
7apparat gegen allc Krankhcitcn 
dcr Atmungsorgane (slehe aus* 
fuhrlichc Bcschrcibung auf 
Scitc 19) 

mit Ol-Zcrstaubcr 


Verlangcrungskabel 2,50 m lang 
sum Anschluss an entfernter 
liegende Strckdoic. Jedcswcitcre 
Meter 50 Pfg. mchr. 


Schraubstcckcr zum Anschluss an jede 
! .impenfassung 


Die Preise verstehen sich fiir Elektroden mit violetter 
Strahlung. Rotlichtelc ktroden (siehe untcr Neonstrahlung, 
Seite 20 kosten etwa das doppelte, Buntlichtclektiodc Nr. 0 (blau, 
jjelb, rot und weifi) R.M. 2-50. 

Radium* Elektroden: 


Quart, Elcktroda; 


Nr. 

0 

RM. 

7 50 

Nr. 

2 

KM. 

1050 

Nr. 

3 

RM. 

7.50 

Nr. 

50 

RM. 

1200 

Nr. 

0 

RM. 

21.— 


18 



Der Ozon«Inhalator. 

Ol.wr Apparat tat durch aaioa vieleeitige Koo.truktion . 
aufierordcntlichcn Wi,k..mk.i 1: E. eind darn,, gaua u£«!£j"VT" 
W °' d ", D " .oil,, bai .11.0 Kraakba.,;. d" 

i a , ,lu,lc °' s «k«»plea, Hciacrk.it, Katarrkc. Cripp, » to. S’ 
O.d Rachcnlcldcn, L„.g.„|. ld „,, T »br,kolo M , cw .’ 

katarrh angewandt werden. ^ 

E. be.teht kein Zwcild. d.B Oapp (aktiv.r Saner.,dl) die Ei 

^,I, b "" iU,d “ - 7SZ 

D.r Inhaiator nrird .1. Elcktrod. benutzl und ip d.n Haodr-f! 
Hclioluxapparate. eingetilhrL N.ch Bp.ch.ll.. dc. Stronrc. „JZTZ 
lno.ro dc. Cl..o..n„l. da. crwbbot. Ozoo rcicbc. Mrogep. „ rd J.. * 
cine, Gumm,g«bli„, au.gapumpt und dutch dr. N... pdc, d.o 4 .A 
gcatmct. 0. da. rein, Ozon j.docb aul dr. Schi., m hkd. ,u.ld .tl. » 
r.l .. notig. d.„«lb. mit ain.m li.dczpde. uud ln M .dc. „ 

nuMhen. Die... ge.chich, in dam Cla.auf.aL. .debar mr, V.U' J* ', 

gdridt7 wird!* m ,0 °‘ SI ,E “ k * 1 ” , “*- M.othoU od.r F.cbt.ppad,.^ 

Bd der B.handlung wird die Elektrod. mit d.r bake, Hand «m deo 
Gla.mantel ang.I.O, wibr.nd die r.cht. Hand ip f t IT" 
pumpt. Dutch da. Umlaaspu d.r Elaktrod. .rrrcll * *mS 55W22 
geichzeitrg mil dcr Inhalation cine Durcb.trpklnng dc. Kdrper. - 
Hochlrcqucnz.tromen. Di. B.handlung .oil , u Bet.no .JT.. " 

Alcmzuge (S-101 bc.chrlinkt und ar.t alimkhlich ge.l.rgert ’ 


Kataphoretische Behandluna. 

Unter d.r kat.phoreti.cheo Beh.ndluog v.r.tcht me, d„ .'utihr^a 
von .1 op.lhuchen Medikameote. und b.ocheauecha. ^ c—, ;^ 

H.ilmill.ln in den Khrper aul elektro-chemixchem tt ,g, .... .-» . . , . 
•pr.lzung 11n,«ktion) v.rmi.d.o und auch da. Bnn.ho.en d.r M.ti.' 

Wird. Diet, gclangen dadurch picht erit dutch den Mateo. Mrdrtr, 

durch dr. llaut nach den erkrankten Stellan. Di. .—rrdr.tia 

werden aulgel&.t un d die hiermrl gelrknkte Walt. de n.k,->vi. 

Ui..e wtrd dann aulgc.clzt und d.r Strom ernge^lt.i F< 
lrche Lftaungen slnd nicht aniuwenden. Aul dree. Vno 

grchtr.chv Leiden durch die Veroendung haro.t , . .v.erJe, v,__ . 

hcllco. Z ur He,lung de. Krople. IBUhhal.l .oo„ Dro.ert,.rks,.„. 
man zclmproaenlij. JudkalloipIS.ung nod bet F^.rV.ia .«d 
dungen da. durch die V.cuche Prnl Bier, b.l f., 
palhi.che Millet; Sullur iodatum Di Son. 
weed... mil Wa...r.l..ll.„p.rn»ed (H.0,1 

*' hutnuop. Sillcra llm.lg 
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1 mil nllmiihlich (rSB.r.n P.. Cb,lt «l 
' ‘ 1 '• 9 “ 1 * ’ D « *' * r r • , „ |!* n “l I 
tiblich.n Hcrzlhcrapic * * *. da 

' I. Jreiinnlijeni .kuten Galank .1 
Midclien. <18 Pfund In Kleid.. '“ n *- 
‘ chandlunf mil llrrzbad, ^* n » 

:ie. d.B ich Ezitus in dar S„ri r k Dil ' 

' 1 ol t I" I Monaicn AnfS|u" B V 

"I 'uruckjaiancm. k.in.rlai Schl! ,l ' 

;l. bit auf 137 i’nind. W„>.„ *?"’ 

‘ Ber B^handlunV m-i 

,' " ! m s " bad fif'chwommen, i ro \)& f"' 
'tchwerd, gel.nzl, Sommer i<* 7 wi ° d 
ion Mierwurde durchiloL 
Therapie 

ich. dafl es vor allem die D.d i. *° 
»elb,t war dT. di. "'iffi?* 
macht tie Gebirgslcnjren in den AI * r * 
«•»».» Veil »:,., 1 d *M n afe 

t v:^.r ®««K&2Ji85iE 

V c i / C J n. er « T licnpicver. 4g | 

! 'dcr' :f,V:.V,: ,fc v-2 ».c b T.:;! 

empjndli'be? Haul »ig “.'uem'.m! 

1 i ’l vicl billia h “ n <J *• a b « n, die Hoch- 
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"*• d,c lierrlcianken oil nicbt be. 


Einige arztliche Gutachten. 


(hr Heltoluzapparat iat mtr io metser 


Pra 


Dr. med. B., Hamburg. 

iinvnthchrlich gcwurden. 

m ,R‘ »*gt ‘n semen Studies uber Licbt jod Farben 

Hlau- und Violettlicht ha ben berubigende and kraftigende Wtrkuai Devbalb 
'« h * n w.r die trcffl.cheo Erlolg, der Hochfrequenzstrftae durcb die fWb- 
zeititfe Erzeuguog der bleuen und violettea Strahleo der EJektrode aS. 
gesteigert. Da. Farblicht brinit .eine Krilte mil «ur Geltuni Aa-k 
da. Auge eropfangt hiermit; der Anbl.ck dic.er Farben erireut usd beaait.it 
W.r baben also da. Dreigestirn. Elektnzitat. Licbt und Farbe da* dea 
Korpcr dienstbar gemacht wird. 

Gab-Rat ProL Dr. L. Bliim.nr.ich, Berlin l.m ,.Z«r Hochtr.ccnz nnd 
Dialh.rmi.bch.ndlunj bei jy-nikologiicb-jabuitthilllichta Leiden A.ekr. 
(Or Gynikolojie. Bd 109 1918. Seile 2041 Hier Ittten tick autualm ,= dm 
Tel ertUunliche RetulUle arzi.lan. Ein an ainem Palienles beobackletm 
glinz.nd.r Erlold, cine tehr tchv.tr. N.uralji. d.t Pl.xot byacbial-x bei dm 
durch mehrere Monate htndurch all* aodcreo ubhcbeu Mittel vergebtxb 
angewandt worden waren. wurde durcb dreimal.ge Beband!uc 4 ait der 
Vacuumelektrode auf Monate zum Ver.chv»inden gebraebt. zwe> tpatcre 
Rezidive g.ngen aul tin- rc.p. zweimaltge Anwendung der Hocbtreqocct 
.trome uragehend fort, ictzt t.t ein R&ckfall ««it uber rwei Jakret nicbt 
w.cder eingetreten. — braebte micb dazu. Falle von Ncoralg^n m Ge? *• 
der Bcckeunerven. Ischia, bei der Frau, ferner die to oh attendee aeurakt 
schen Bcin.chmerzen in der Schwanger.chaft der Bebaod'uog m\ der 
Vacuumelektrode zu unterwerfen . . Die Erfoltfe »arca k*et ted*e-*e 

vorzOgliche. Nur seltcn war die Beaseruog geringgradig odcr feblte gamzitcb 
Ich kann jcdenfallt nur raten. in alien d.e.en Fallen eisen Vex.ucb ait der 
vollig unschadlichen Hochfrequenzbcbandlung zu aacben La aekrerea 
Fallen von tehr qualender Scbvkanger.cbaflsneuralgia. die ala NMdl 
auch der Iojcktion von Ringer'schcr Lo.ung getrotzt batte. getant n die 
Be.cbwerdcn io drei bis acht Sitzungeo ant der Vacxuaelektrode n 
bescitigen. Auch bei Hamorrhoidcnachmerzeo. ferner be. Fsiurs in babe 
icb die Vacuumelektrode mchrfach mil gutem Erfolg aogewaadt 

Dr. Burwinkel, Bad Nauheim. Beherrscht abnorme: Blutdru^k da* 
Krankheit.bild, .0 ist die Anwendung dicser v6llig uneebidhebea Melb<ode 
um.omehr begriindet, ab die ganze neurasthenuche Koapooente (i-*« t 
beeinfluQt wird. Die Patieoteu fublcn a.ck meat gens beecbwerdeirei Scbia! 
und Allgemeinbefinden bes.ern sicb, die Atmung wird leicbtee sed t»eta 
Kopf.chmerc und Keizzustknde werdeo gertnger Und to .tod d-e H.vb- 
frequcnz.trdme wegen ihrer angenebmen berubigeodea Mtrkuag at. beae<a 
bare UnterstGtzungB* und ErgJtnzuogsmittel anzusebea, d»e e-.i*# rft »o»a.e 
lang anhaltcndc Be.aeruog der »ub|ektiven Bescbwerden berbevl*> *rv > v 
Flaner.) Wir aahen iedenlalb be. leichteo und aokwerea Heraaata'lea b* 
fettiger Enlartung de. Herzen, uod Angina pert arts did H wdiwrti wn 
Wunder wirken. So atehen wir deno tor etner neuee T'be ar.e 4» 
Au.bau der leidenden Men.chheit grodeo Segee brmge%. Hilt we. 
Kranken voo tbren Leiden befreien. andeien Millweee dir* > • *+’ 
leichtern, weiteren Milltooen oeue l ebeo.Wrbfta tuHkbten » ~d 't-4+m 
da. Mu.kcl- und Nerven.T.tem mil fneebeo TnebkrkKee erfbPt 

Dr. med. Buscb lobt die Hocblreqeen.bebandUng bei b. >#a *.U 

d.r tchon nach 10-15 Mmulan karakffkl Di« VirinM *** 
mal aogar dauernd an. 

Prol. N. Fh.rhttdl Ich hah. *«•"« |'*rf'fi.. h. 
a.tiimj.n.n Malrni .1.14.1.41 ITi.mlk. katiail a»l .•**• V 

I’ra.la, In w.lck.l Ich IMlick *>• Ma.kh» 9 »»J tall I.M| ***»^* ‘ 

Q.i.H. il.i N.iih.l.himg «•••••• ..ktim. 

Appatal*. aimi di. VlalaiUlraklaa d.i HccMi.<". 
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hrgebnisse der Hochtrequenzbehandlung. 

Dr. E. Tr.ibiB.oD, 

F.charzt fur inner. Krankb.it.n in Leipzig. 

(Deutsche medizinische Wochenschriit Nr. 51 19271 
•chr.ibt in einem .uslOhrlich.n Artik.l si.ii loift 

Die Ansichten iiber den th.r.peutisch.n Wen der bochtrequen*,- 
Strdme, die mit den sogenannten ..klcmen" Hochfrequenzapparaten ar»©ti 
zierl werden, smd m der Arzl.,ch.il r.chl ..rschied.n uad „,U C - 
ablehnend. 

Seit 17 Jahren beschaftige ich mich mit Hochfrequenz. infant. nor 
Form der Dialhermie. ciner heutc sehr angeschenan uad anerkano'e 
Therapieform. Mich intcressicrten daher auch dte dtisia Hoch 
frequenz-Apparate zu einpoliger Applikation mit Kondessator-Elek 
troden. und aeit emer Reihe von Jahren aammle ich Eriahruneec au! d 
Gebiete. 

Urn Klarheit fiber den Wert einer therapeutiseben Method* zu b< 
kommen, darf man nur Falle verwenden, in dcncc. dietc Thera pie au 
schlieOlich verwendet wurde. Ich atelle deshalb an die Spitxe dieter Arbe 
7 Falle, aus groGem Material herausgegriffen, die aamtlich «cho= large 7c 
oft jahrclang, mit den vcrschiedensten Mcthodcn erfo'tglo. behaeddt *cwd< 
waren und dann ausschlieBlich bei Hochfrequenx-EtaUo 
der Heilung oder weicntlichcn Besaerung zugefuhi 
w u r d e n. 


bit 


s Nchn.tee- 
me Je ict 

•rauchKarrn. 

let Narbeo- 
rSchaidluaj 1 

dal er dee 
IS Moevatee 
landtg bu nr Hceuoa- 
rrden Mu«kelat*^cdt»e 
Wuhtung eitfeehrel 
zur Horizontal*® f» 

m dee 


1 Ncuralgie in Narbe einer schweren Kriegtvcrletzung. Arm 
gclcnk unbeweglich, Muskeln ganr atrophisch, Stiitzachi 
Bewcgungsversuch sehr schmerzhaft. Wegnahme des uni 
l&stigen Armes erwogen. Patient wun\cht Beseitigoa| < 
neuralgien. Da dieses erfahmng^gemaB mit Hochfreqoen 
gclingt (I.liqueur. Mann). Beginn dicser Behandlung 
schwindcn allmahlich. Nach 1 Jahre bemerkt Patient 
Arm ctwas im Schultergelenk bewegen kann Nach 
Schiene weg. Nach 4 Jahren kann Arm 
talen gchoben, Hand an Hintcrkopf gelc 
verschwundcn, Narbe weich, die 3 cm 
Linker Arm wieder Iflr all* Leistungec 
brauchsfihig. 

2 Mathcmatiklehrer. durch schwere Krieg»>erlettung nkht 
Lage, den Arm iiber die Horiiontale ru heben mu5te d»Vct t» r«r 
Beruf aufgeben. Inetwa 3 M o n a t e n war die Pewegx 
beschrftnkung unter H**chfreque«« B#ha»dl®mf 
b e s e i t i g t. 

3. 33jahr Kaufmannsgattin. kommt 142* in Behardl • < s- - v ’ 

krampfhaften ,,Magen”schmerten iede Nacht, extreme 
7R Pfund in Kleidern. 1st »ehr tAtig. maoht da tn«*d o.'tW f 
ilurch. Tkglich t Stunde Hochfrequenr Cewicht 1 •*•<* L.l. 
fang September tOt Pfund. *ehr giitea IWfmdevi 1 a d i • • ♦ w ? • t • 
hat die llnchfrequenv UbenareMe^d g t w *» I t 
die Patientin war dem tod durch Hunger und SchwlrV, v ;* v * 

*■ (Dieser F.ll heeiehl .ich ...I *1* Fte.irnleiJew »*••■*> » •*** ' 

Arterung hiertlber fehlen !»«»enl I'S Tre*bma»*n K<.«'«‘'*Ar ^ 

handlung mit dem Urtetl Fin 7.«stand, der die Kmnh® •♦it Wk 
gequklt hatle, und ebenao tanfa Ml* 

Methnde behandelt war. Vo ante an dnrek 1le«hltvq«eea 
e n d g fl 11 i g beaelttgt warden 
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Da I 


nut K I 

iilrolilidiio| 

• tfellrnl/Qndu 

rgibl Schmitt 
nhldia |fW 

ibetea. Siehe 
Mbrrilis. Ion* 


lalL Btilrihlu 
mil Fleklrod* 

he Krankheif 
S lOkit AuflaJ 


,J F*lUr 


I f .,i 

fccblen 


Siehe 




TMhcb 5 « Minuta* mil Elektrod* Nr o 
, u bai m ill"'*" Sliom Far d.e H.ttr.blu °3*' 
leklroda Nr. * k‘a«>gnal. * d *r 

>.-boi«ii» i» J " Bruit, Slillb.achw.rd.nl „ 

S. .J b.i m.lll.r.m Strom 3ra.l Ugl.ch 5 Mi,,,,”' 
|>,..linMnng be. ichwichem Slrom ml) El.l,i. j 
drr i U ...... Beh*ndlun< nur durch d«o A 0 '*.* 

,i„,h l>.rm<MckwOr«| B.itrahliing do Va 

licb 2ml 10 Miaul**. L,l *>*l 

■ «o-l.. S 2 MioulVo und ^'auB.o,!, 1 , 3 £? 

d '.,d.',"NV'j! b "' d " und do 

K , 1.1 BotrnMuntf do ROckgr.U rail Flak 

dw hor P'" <f«m S.iur.lor lm.l t4j|fc t 

Indrrkl. do K»rp«r, Uj | ic|l 

kendo Dill. Bchandlung durch indir.t. 

Nr 31 

m.l dera S.tu,.to, Hi.r.ul El.klrod. 
cm Slrom «uf die 7. ung. lej.n 

'Vi L, N *i h 'ucbcrigem Baden in lau 

I" 'e.I.gt man mil Elektrod* Nr. 0. 

B -IU 'I nut.n mil Elektrod. Nr. 0 od.r 

m *”* 4 * mi ' Elukfrude Nr. 4 „d.r Nr. 5 
Gelankrbeomalismna. Boirah 

*“” ‘“ell Elcklrod* Nr. 8 

dlung k,„ n Nr fi lAKlich 

•rod* N, 25 i,,, ”,',''r* hl “ n ‘ ■« dcr in 
“f'cnllich gefordert werdrn 


K'-’-'rod. Nr 0 oda, 
d " • V, *r«"<*|cnd m ,l^ N, ^' K8,p * r * ml ' <,,n ’ 


E.«k.,„rN,' n oX‘ l Nr B |”i r ,tb , 5 ’l°L ki“m R °‘ k *° und Ul * 

„od. Nr. M an. di. &J. KJS? B " Fl * b «' 

5«W ? c 


EUk- 


handlung m., EiakUod^T”-^^?^^b P & 1U ? -t"* ®* 

mittlerem Strom leichte B«ruhi - -- 


Kopfinasaage durch 


Nr 
• V 


zweita p ' U "‘ d 'A Ko^lbaul A«8*rdta'°m” r *S 
Schuppen find mil eincm Staubkamm ,C ^» **'* ® € l* r4 *** uo fl I©*f«l6st« 
nicbl aolorl n.ch Wa.c^r .,, Bchaadlo, dad 

warden. |B,.ndg,l.hr!| 6 " Schunnrol.Id?*? a,**.,*'“k*" ’"H*—•» 
eralen Botrahlungcn aulbbran die Knnfk .. 4 kl * hj" 11 ' °*cb dee 
d.8 da. Ausf alien der Haoe oSJ^? w*ri‘ ^* W ' r<l * n ‘“ Urkl - 

Nr. ^7cK° , 1rMi?u,r* r * ! B ** ,r * kl “” < «*•»* Nr 25 oda, 

W «uS*re-. Bolrahlund mi I Elektrod. Nr. 26. 27 oda, Nr 2* 

| , a 0 br”"V.w.. b *. , inTu!i«.^. rkem S,r ° m Di ' E, ' k,rod « — ~ d.» U ^ k 

Haalkrankbeiten (Flcchtcn, Hauuuachlige, Haulroac -wen. 

iechlen, Ek.eme utw. auBer G,.chl.cht,kr.nkb.,ten|. Benr^lun, d.r^- 
Ir.iienden Sl.lle m.l Elektrod. Nr 0 oder Nr. 1 Wane otrl'l.ck, d., 
El.ktrode m.l e.nem SlOck l.e.„a„ umw.ck.ln, wodurch „n. kr.t, a.-’ 
Funkenb.tdund erc.ell w.rd Berlrabluna mehrm.U U(l.cb 5-10 Mmetea 
Bolrahlunj m.l Eleklrode Nr. 48 oder Nr. 40 boondera re emplaMae 

H.rrlciden (Herrneuro.., Harryerlellunf uaw | Botrahluer dcr H.-. 
«.JenJ in kre.slftrmiger Bcwejung mil Elaklroda Nr 31 t|ab c b he. . 
5 Minuten. 

Heuschnuplen. Innere Botr.hlung der Naae m.l Elektroda 
2mal tatfhch 3—5 Minutan sowi* Stirn mil Elektrod* Nr 0 od« 
Inhalation mit Elektrod* Nr. 60 ichr xu empf«hl*n. 

HcxenachuQ. Behandlun^ d«r achmcrxcndcn Stell* mit El«kt' d« \r 
ta^lich 2mal 8—10 Minuten. 

Hfiftschmcrzcn. Bestrahlunj* mil Elektrod* Nr 2 tilheb 
10 Minuten. 

Hfihneraailcn. Befunken m>t Elektrod* Nr 10 bet tch^acbetB St? 
bi* das llGhncrauiJe oben weiB wird. Die Verbrennuni itt auck dv 
indirekte hunkenentnahme zu erzielen, tndem etn* recite Person dvi 
N’ahern mit einem spitzen Gedenatand die Funken beraw«r>*b*. M *rK#< 
der Kdrper dcs zu Behandelnden nut dem Saturator aolzulader 
Hypcrimic. Siehc BlutGberffillung. 

Impotent. Siehe Gescblecbtaschwiche (Mannesschwlrh* 

Influenza. Siehe Grippe. 

Iscbiaa. Beatrahlun^ des Iichiasnerva rtber MAfte. Ohersvheek* 

Bein* m»t Elektrod* Nr. 2 mchtmal* tajjlich S Minuten be sis ken» S' 
Innijsam von oben nach unten |(1*it*nd 

Indirekte Massage. Patient kbit den t*«i ir> .t»- lla»d 

ist alMlann il«-r Slrom st.irk *iniusch.»lt*n l 

bridrn Haindcn ganz leicht den KC'rper Dauer '-10 M.r ter 1Vr»»t 

Koplmassage bci Koplschmerren aehr n entpleMen 

Karbunkel. Siehe Absieste 

Katarrb der Brnst. Bru*t und KAckenbett?aMun( m-i r >*a» N 
tbglich 2mnl 3 MllllM t>».>mnhalal».'n MM I Iektta4* M 
wirkiam. 

Kalarrh d*« llnlsea. IWtlralllmtl »ll llehtiode S ‘ '■ * '** * 

5 Minuten. Inhalation mil l lekliode Nr 60 
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ahnaritliche Gutachten. 


.- - XX1II/3). Ich atellta 0 . cll A 

dci lockeran Zthne fail. ah. q | u ..* r v 8 « 
i** Sc!irtimpfun|{ dcs Z*bnfUi*ehr*od«« V * r ‘ 
j die i;c'Ainte fUbandlungtart d«r i\ 

, 1 m x ollkommcn unicbadlicb und a k i^’ 
• >•<>>“ KollejJe Anregung fmden winlSV 
\U rularpy orrhoc mil Hocbfr#n U #a22li9 

. hisrtu d.« b«r«iti .o re.chfich*B, M.J” 
>er Jttte ibeiapculiach <ib«rau« w«rWofi* 

Jcr Zahnheilkunde (Deutich* Zahnir»il< l 
llochfrequrn/strume wirk«o *unil.L 

’* .g* webt - w «* ch V *V ch gl«»chMilig durcb 
.• W#rm» /ur Auttrocknung und damil ° 
wirken ai. .bar such hc.ondara cheoUck 
~r. inmnderheit durcb dia ullrarioleil 
.uck die Darke Oaoawirkug in Belrachl !!!3 
im Gewrbe gebddelc Saure li.lpclri.cl Hi., 4 
Ucrkunil und sich iedoch biibar alia Foncb^ 
kAnocn mil Erlolj nngewandt ward., k ■ 

J Scbleimhaat (HalllueU. HarpS?^ 

. ler kranlthaflcn Symploraa daa Arlbrilumu.!' 
.Iloiyloia und d.mil KcjJcneralion daa am 
- am der Geliflwknde Die TotunJ dcr Baklari.™ 

' V labenden Org.ni.n,„" 

I b ,"i dc . r ®*kandlung dar Alvaolarpyorrhol 
• laliolharapta h.l salbilradand die nain. 
‘kramanle aua den Z.hntaicbeo aowie die 
, . '...niuiieben; dann abar ergibt dia Araonaali- 
jjani ubr 'ratchend# Restitute 

ICh i! Al J"“ 4 *?* k d,r *"»"r u 'i'l-Dn«artatioa). Dia 
rich glanzend bewahrl b.i Fallen , D „ 

, ,, y v '°*an>yoiThoa. Bei ichmarabaflan Enl- 

dia IlolreMungen beaonderi wartvoll, da acbon 
bin. ran mautana auablteben odar aabr Sarah- 



Gutaehfen aus alien Privatkreisen 


ln XroBcr Zahl cinKcschcn warden. 
?cn Sie Alischriftenl 
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R„trabl. 


itdlun 


At: NascnflQgel und d«r 
,■ Hehandlung hlektrode N r 

i idauer 5 10 Minuten. 1 * u Ber- 


i Nr. 


Die 


j,. pRMH '«• Broncbialkatarrh und Aethm 
" l(l dc* KGckgrats mit Elektrode Nr \ 

L|, c h H 10 Minuten. * * b«, 

* Siciii* Haarkrankheiten. 

,i Elektrode Nr. 4 oder Nr. 5 m i, 

I Irkl !>• Nr 0 Stirn und Schltien. 

. i. .ira Bellieichen voo Kopl H.l 
, von Blutandruug nacb dam KnUl ""I 
iu ill ableitendc Be.tmhlung der 

club -rnal 10 Minulan mil Elektrode Nr 

11 '‘ niJ Hcrrgegend aowia Laib mil Pi l 

lurch Saturator E, *k- 

-klrodo Nr. 0 durch Umentuch Ug|j c |, 

dar ichmcrrenden Stellan mil Elaklroda 

mil Elaklroda Nr. 0 oder Nr. 3 2 m .| „j. 

gaUhaJan Sullen mil Elektrod. Nr 3 
benfalli Baalrahlung del Rfickgrat, mil 

Elektrod* Nr. 10 mil ichwaoh.m Strom, 
dar Lcbergegend mil Elektrod. Nr. 0 

. , ' Tn C T il Z , u ”<*°« l ' l 'trod. Nr. U wShrand 

'i m”' d '* ? un <* E'oalmune 

; , .... d, ,h d,. Na.e. Aeuflere Behandlung dei 


ode Nr. 3 

kulose 


ESSflsS Virf “S-MS 

sraatisr■#* " ! P -» asr “• 

."*0*, R ' "* li lnog mit Elektrode Nr 3 iloliek 3 m.I 
,, mil Elaktrod. Nr 60 “ <Ucb 2m *' 

&.* Er.kuX"M arp 1 “i 1 El,b,r » d « Nr. 0 Jmal 
* ntcb dem Gebraucb gut cu 

Ohrenleiden 

; •••"Mr* Mak n |fod. , 'Nf l *lr, , L 0< !* a ' <*"•«* <*i* .!»• 

bai acbwacham Strom ainiga 

Slrom " g**chwollen*n Slalla mil Elak 

«... .k. r.. ‘ Cb 2m, ‘ * ") Minuton. 


Multarmalc. Be.lr.hl.ng mil Elaklroda Nr. 0 durch Uineotnck ... 
ft,gem Slrom. Farnar mlfiig., Balunkan mit Elaklroda Nr. 10 

Baitrahluog von Nackan und SchuKarn mit Elaklroda 


Insert Bt 
mehrmali tlftkk 


48 oder Nr 4Q bei 


kraft 

Nasenblutcn. 

Mr. 0 6 8 Minuten. 

Naienlelden A.uBara, Behandlung mit Elaklroda Nr. 0. 

hnndlung mil Elaklroda Nr. 11 bai mitllerem Strom 

3—5 Minuten. 

NerTenlelden* AufUden dei Korpcn durch Saturator 2aal Ughek 
iu Minuten. Gleichzeitig mdirekte Manage iu empfeblen Fertitr Be 
«trtthlung des ganzen Kfirpers mit Elektrode Nr. 0 oder Nr. |. 

Narvenichwleba Bcitrahlung del Rfickgrat, mit Elektrod. Nr 6 i . . 
mdirekte Massage. Taglich 2mal 10 Minuten 
Neurasthenic. Siehe Nervenschwiche. 

Neuralgic. Beitrahlung der icbmerzendeo Stellen mil Elaklrode Nr 1 

taglich 2mal 5—10 Minuten. 

Nierenenlrfindung. Behandlung dar Niarangagaod mil Elektrode V J 

Taglich 2mal 8-10 Minuten. 

OHene Beine. Aulsetzen der Wundelektrodc Nr 
raittlcrem Strom. Taglich 2mal 8—5 Minuten. 

Ohrenleiden (Ohrlaufen. Ohrensauseo. Mittelohreotrundung Schwer 
horigkeit). Innere Behandlung mit Elektrode Nr 12 bei schwachem Strom. 
Taglich 2ma1 3~--5 Minuten. 

Quetschungen. Bestrahlen mit Elektrode Nr. 0 bei mildem Strom * 
leicht massierender Bewegung. Taglich 2mal 10 Minuten. 

Rhcumatismus. Bestrabjung der schmerzhaiten Stelle mtt Elektrode 
Nr. 2. Taglich 3mal je 10 Minuten bei starkem Strom. 

Rose. Behandlung der kranken Stelle mit Elektrode Nr 0 bet mildee 
Strom mehrmals taglich 3—5 Minuten. 

Rotlaui. Taglich 2mal 5 Minuten mit Elektrode Nr 0 
Rtickcnmarksleiden. 

2mal taglich 10 Minuten 

Riickenschmerzcn. Bettrahlung mit Elektrode Nr 
5—10 Minuten bei krHftigem Strom 
Runzeln. Siehe Gesichtsmasaagc 
ScklaBe Brflste. Behandlung mit Elektrode Nr 
Bewegung und Einbetten der Brust in die Elektrode Ni 
Scblallosigkcit. Beitrahlung des ganzen Korper* mit 
oder Nr. 1 sowie mdirekte Massage Abends 10 Minot* 

Kdrpers durch Saturator. 

Sckoaheitspflege. Man baetreicht Gesicht und Halt m 
bei maSigem Strom 5—10 Minuten tiglich 
Sckuppca. Siehe Haarkrankheiten 
Sckuppealechte. Siehe Hamtkrankheiten 
ScbweiBsucht. Bettrahlung der schwetfibildenden St« 

Nr. 0 taglich 2mal 5 Minuten. 

Sckwerkftrlgkeit. Siehe Ohrenleiden 
Sckwindelanlille. Bestrahlund d*« gan»e. K6«pe'« «w 
Kopfbestrahlung mit Elektrode Nr 4 oder Nr > ennw 
massage. 

Skrolulnse. Aulladcn tle« Korper* nut Saturator I’ 

MaUdriiseu mit Nr. 1 und der 1 ei»trndiu*« ■ N> 

10 Mi mi I vn line 2Ugige llnterhrechnng dn **v'" •' v 

Stirnbithleekalarvh leneie Dehandmng de \a«e mu f t< 

3 5 Minuten Uglit h He«lralilu«| dei Slim nut » eh«..>dr N 
taglirh 5 Minuten 


Bettrahlung des Rflckgrats 


33 |e 5 Mmutee 
lit Elektrode Nr 
a ten Ae fte dss 4 


•■lektrode 

edire k H 


rvds Nv It 

■>de« I 
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A L L G E M EINES 

iiiiiii iiiiiii iiiiiii hi mi mu mu in iiiiiiiin hi iiiiiii iiiiiii ii hi ii ii iiii ii ii iiiiiiiiiiii ii mi 11111111111 ii urn ii in mi iii mi mi 

Hoclifroqiienzstroinc sind clektrisehe WeehseUrroine 
sehr liobor Polwechnelzahl (ca. ein his zwei Mill itttirn 
in der Sekiinile). welohedurch das Fehlen jeder Vrveii- 
reizn irknnp den hcilcndcn Einlluli dor Elcklrizitiit zur 
h delis ten Enll'alliing hrinpen mid eino olionso wertvollo 
iv io violsoilipo. dahei vfillig pofalirlosc Holland 111 lip doe 
korpers, in Sondorhoil imoli dor Haul, mil Hoohl'ro- 
qiienrelrbinen (sopenannlo DYrsomalisations-llochfre' 
qiionzrlierapic) posiatten. Mil Hilfo liosimdoroi, don 
verscliiedenon \ orivomlunp u /,i\ i‘okon entsprechenden 
Glasoloklrodon iverden olek trisrho Funkon- mid Glimm- 
liolitontladungon orzougl, die lioi ilirer Kimvirkuup 
in dor Haul iinil ini Geivehe oino sehmer/.stilleiiile, 
jiickroi/lindornde und ziiploioli nnropondoW irknnp 
ini Sinne einer besseren Durelihlutiinp mid Kr- 
iiiihriinp. oinor Voriiielirunp don Suuerstoffgehaltes 
und oilier Itcisehlciinigimp dcs Stoflwcchsel*. out- 
faltcn. Endlioh spicll dio lioi dor Anwendiing dor 
Hnolifroque n zstri >m o auflrotendo Warmowirkiing (Dia- 
thormio) sonic die Ozoiiliililunp oino wiolnigo Kollo. 
* * * 
llio zur lioi|iiomon AmvendungdcrHorhfroqucnzstromc 
orfordorliohon liaudlioliou A|i|iarale stellon vvir in allge- 
moin Itowulirlon kimstruklionon und den versohiodonon 
Zweeken und Anschlulimdglichkeilcn entspreehend in 
don naehstcheiiil beschriebenen Analiihriinpon her, 
die oline Ausnalime so konstruiert sind. 
dub sic eine erhdhte Siehorheil 
popen Erdsohlub bieten. 


L" 
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Two Billion Dollars of Electr 


Are You Getting Your Share of Thu Record-Breaking 


E STIMATES i»f this year's l"j;iiji«?fl, mp.dc: by cJrsctrkui] men wi:LI pii^eri. in 
encJi Line, anil at the request it f KbKfrTftttAI- |rLFJlCHA-NB|SE}iG, krcftif.fi I* that 
thr American public w i 11 r d urine 192LI, pijichcMT elKtr:i:n.i njiplinnrns, snip, 
plica, mjer-chunditte-, etc., kuvinp; >1 told retail value- cif i>vcr *2,0M,iiM,0M. ‘Th i*. 
total iliN 1 :: not in-. 1 1 _iL■: sales of electrical energy by poorer ;u:.i lis/iiir.ir rnTr.pjTiiij^. 
r.sir Kiilcs of gciitiraLiux, "r;uw !T.i.:-fci :i:i, auli-ainlluci or pole equipment In jH?wr 
pin ii I a Cr pubLic-Heii-'. iT cuhigianies. 



Little Willie Is Getting to Be the Biggest Member 
~ of the Electrical Family 1 
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ical Merchandise Sales in 1920 

Business, Estimated This Year to Reach $18 per Capita f 


I N COMPILING these fijCUrtn tain Imss been Isken tw nuauecuDiDDiLiCis and ldItjivic* 
wL'ii-.'L'i do not jmm tiiraugfc cntablisritil retail or whoJosuL- Li milm t haiinalg, HI, 
mroci'iund.iEe which is ardidarup a"l J vjlsi'Lt the egcelncaL trade !mls been iiuldul 
w’ncs* th* nature or Urn nMnehnadie* js #nck that it could Irt mow enictrntly handled 
throoigb cleetriciil chancrcls. 

Hhtifc* hhY* uu.TTJwJy (M«ei wuje WWmtlVi, Out Hie attainment of the 

lig-jrci jT-vtt depends, in a certain tomsiitu, no tins production steal m il fcjr manprie- 
rartre Eh tbc fact •Oi WaVi-i*-) dlwrtJini. Th«- rtUndflJCi of tec market Is shown, haw 


cyst, j v Lho (j.:t tha-. in praet Itally ever:-- Lise 
figHrea her* shown, 


KetsuS V*|tie 

Washing ruacbioei . IM.LHW 5 LU 4 . 6 UU,U 60 

VidaiJm efesruers . @00,00tf (0,000,400 

Fnrtahle tampi . ajMOJKKJ S*,tMWjt» 

Fhh% __._ ..,., i.OOTJCM 55,000,000 

Itou . i.MW.MW iTrSDfl-.tW 

Electric range* ..Oll.goo 13,504400 

[enuir.p In:l^ ti.iiMH . fi!>,(XKJ 1 Q.DQ 4 .MU 


Peroplatan. hoJLowwapt ....... E2540O 3,(04 400 

Hadiatcw, *lsr (■«*&** ..- auojMo 3,500400 

Heating pads, lilanirtn ........ 1-lO.QDO L,A10,OO0 

D» WflOO 74*4.000 

Toutn . d 03,060 i,diMli.ijiji> 

n4tiTt«r4tlUc DHblU«0 . SOflPO IWtl.flW 

Scwirs machinca, alectrie ..... I'M,f>00 &,6M,004 

UtSlity, phonograph mtuI s+winif-ir-Hthire- 

matem . ........ 3,(40,044 

Home lu-uvic pro r rc1ora ........ 20,000 0400,004 

Vk,4t-c*y outfits ..... 0(1.000 I^IOJM* 

YThratorn 50,000 T5OJ04O 

Oturtlmr icwiB, tollot npptktww,. M.ofiG 3110.000 

Photo-printing outfits. ......... (0,000 200,000 

ItnStae^kpa^Jttsrif SiSIIe W4>rittfied| -20,000 ]TS.,O0® 

I-Eui. plates', etc. .... 20,000 ItOjOM 

Hair driini* Btc... 10,040 liD.QM 

Idiseclliiiroua heating appli-antea $00,000 1,600,000 

FLkSuf«s, shades, HfltCtOTa 2(ii ,600,000 

-OeuuIum . + l. ............ 140,004 

BLestrfc clacks . 160404 

tiUKWfr Plus**. <™**"* r ate .. 5.600.044 

!it,:r cjtteir, dipper:- ..... snn.flM 

FlAKlili t ^te grid renewal krttoki . 2fl,6D0.UQ4 

Eitstric toys, Smasi-tree uutf.t", Ck, .. ■ ■ 12)00.044 

Sap pile* 

wire, l*htp«6rt, -tf*-. (MQ4UU.M+ 

Wiring dcvwea, awdtehta, sockets. plog j Ss540O.fl®0 

Cvbdulti flflitfHc, #nrfae^ and fitting! JJ.DUUJrtU 

NIjuuic eic?:trirat ftttinga ..- i.OOO^n 

POrteldJU, KftOtw, wb<a. rf(*6> . iN.OOOjMO 

y^olr-lLne ir.btfiLil and hardware ffor indSiia- 

trihl tmlir) .. H.dw.*o0 

Jneind mtcent Li nip n, standard rice ........ 105,000.000 

Mraiaturn bkflpl. n!3fft r (hndok'bn, 

Ugl*t, rr ..........J.. . 4B.0O4.DO0 

Dry talierlea (75,000,409 <40l«> ..30.0*0.000 

Flinh> , plug, cartridpc, r-gnewabki, n jto ... 0.066.000 

Bella, poab bd-ttotu^ 4hnlUtkiil4ta . BjWO.DIIO 

Bell-nnptiitg iTfl-tiaforznerp, tt: .. LLSM.OQO 

Madlunt Lutnincejs iarnten ............... 000,000 


luted the dettunad fwt lt-'.-Jk exrtedu the 


Retail Value 

WaTlug-pietur# m*ch|»ts h etnga apot Sights, 

eli. 14.MNUNQ 

StAHwptk-Qits ([0,000 j . 500.400 

Kl-ivtriV! Ii^s , (j|nnjtii: told X-my upparfitilu.. 10,940.004 

Auidmvbil'! electrical atrpplies t'TfOOOt-MO 

cnji) . lTdj4*4,dfl* 

Stnntgv bettt«ri«e» veplKemeata ealy .... 1W, 1 400,000 

Eaetiflera, reetlfyvn^ gpp«n.tui. 4g4QD,Q06 

Ai'l'j v*|vc grinden, pcTtable drills, ate. .. ]j50.Q'>0 

Alt-cnnapreMun j,nts, ir.ntnT-iIrlvnr. 3.DDD.Q06 

'H, 111-1h'thh- 11-! i-j-: e h. 11h Hiijipl:r-\ geia-tnar and 

zommereiil ii.OOO.H'O 

Spt^ti*pi-ripippleHtiitg M«p'hana|, b<4pttol 
niid fie ten,’ calls .... i,000.400 

Fhnn-llfbtioig plnots fLW.OOO) _... 55,000,MO 

Fhrm-l&hllRiF MibdfAtUMU 

emuttra. ete.) ... 3,OCKt.40O 

firm appatat*-., chpffia, •filUktu, mltk«n, 

ntc. .5,004,000 

Pole line: malerial, fOTM), Danit-IIP-M 2 ,nnfl .»0 
Elotttic pumping Mitflla ................ 1,000 JOM 

5'ar Ujr_v -.Ii'IIIhCMsI fJftttric tiuelu f 6,040) 

net LncL atnet ; ruzka ... II .250,444 

OLnwm, 100 hp. and nr.dar (0#! inrl, frar- 

tianal-lip. QllU t -...- - - - iw.uOu.ftto 

fjootc-nl app., i tux ten., rbeccjiatBi for *bi>v-j! J.., 000.*00 

T- 

t^mtraetmg-salaa, labor rhargea.. J45,000.460 

Repair and ma-in.feilMllie( .i.■ ■ ■ dS.-Oott^NM 

Electrical Ikto^B, nw»gsaSn4S -,.. l.Stt4/06» 

Total .MMU&jm 

■ 

Two blUSOD* oi dactrical nieTch-sr.ilvii: milB., divided! 
among the populatlcn Of tile Xfolted titatLF,—>ll9JH)0,Q90 
p.pp|,i—inijicpijfl bb!» nf anouit 913 pet caplt*. (Ih 
flalltDroia, rou know, IheV naw nailing fit 1 to 450 
per eoo)tal—(* Boh HLLley, oi the Jtotrwrl vf 
rcLh; -jr.! > 

Jipt +ivaa tin p« capita, mcmiF fIRnjOgg s.'-tul rdee. 
trleal-merebandiH mlev in * tawa of lOg&IM; or (1J9D|(MI9 
in s cLt/ af llW,6tH>. There' 1 ! ooic wap to act yopr queita 
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Alle unarrr Konstruktiiinea Rind crdauhluifrci D. R. P. und dnher gefnhrlus. 


Allr unsrrr Kmutruktinnen wind erdachlaftfrci l>. R. I*, mid duher gefahrlo*. 



df.r „ R A D 10 L U X “ 

iiiiiiiiiiiiiiiiiiniiiiiiiiiiiiiiiiiiiitiiiiiiiiiiiiiiiiiiiiiiiiii iiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiihuiiiiiii 

Dcr „ RADIO LUX 44 i*l ein kleinrr handlichcr, leicht lUit* 
zufiihreniW Appnrat *nr Erzcugnng und Anwcudung horlifreipirntcr 
Slriimi*. dcr in rinrm zylindrHchen, gleiciizeitig ala Handgriff dienen* 
drn G«Ii3uip < Hartgumrnikfirpcr) allc Tcile mthalt, die nidi micfa in 


grufien Diathermic- und Hochfrequcnzappuratcn befinden. Die den 
verechiedenpn Zwerken dienrnden Gln*elrktrodeu xur Frzeugung der 
Glinimlicht- und Funkcnentladungen werden direkt mit dem Apparat 
in Verbindwng gelmidit und sind durefa einen eiiifachcri HandgrifT 
uiiawechaelbar. Die Stlirkr der Fntludimgen iet durch cine Stcll- 
ftdirauhc in weiten Grenzen regulirrhar. Du der Aidm'JiIiiU nn jede 
Uolitleifung (Gleich- odor Wrchaelalrom) iniltrlst Ansrhlulikahrl niul 
Sleeker rriVdgen kauri, *«» geuiigl l»ei lleMellting die Angube der zur 
Vcrffigung etehenden Spnnimnp. Dcr Appurat wird in elegnntem 


2 






Etui und mit 4 da/.ugehorigen Elektrodcn gelicfrrt. Das Knhel zimi 
Hamlgrifl' fnhrt kelne lloeliwpaummg. Hinlureh dir la.li^e 
Slriildiitiu vermieden wird. 


der „RAD10STAT“ 

iiHiNiiiiiiMiniiiiiiniiiniiiiiiiiiiiiiiiiiiiiiiuiiniiHiiiiiiiiiiMiimiiiiiiiiiiiiRiiiiimiiiiiiNiiiNiiriiiiiiimiimtiiiiiiii 


i*i rin Iloehfrcqucnz-Apparat, iler aich v«m dem ..Kadiolux" dadureh 
mitfracbeidet, dafi Stralilapiila, Primar«pulc und Knndenaator gel remit 
voncinunder unlergcbracht lind, und rwar liefiudet web die Strahlspulc 
in den tehi Irirliteu HandgrifT, Koudcnsator und PrimUrspule im Trail!** 
portkiHten dcs Apparntc*. Dn* Kulwl xum llaudgriil i'uhrt kcinc 
HrK-li^iannung, wodundi die la*1igc Strulilung vermieden wird. 

Dcr Railioixlat kaim aucli auf Wunsch initUin- 
Mcluikim" fur 1 10 mill 220 Volt geliel'ert wcnlcu 



(C) Jeff Behary 2020 







Allc Ullflcri- Kniu-lr iiklimieri wind rnlM-hluislrei D. I{. P, uml duller f'l'{|hrlv», 


AIIh un*ere KonKtruktiunmi -irnl ercUdilu&fm l). R. I*, und dalirr gefalirlo*. 


Smtuhl SlromgUirkr nla uu«-h Unterl>rN!liuii({i 4 xa)il wind fur drh 
regulierbar: hHde Siellsrbraiihrn liirrzu wind fanffuciii zii bedieurn mid 
ohcn ini Appanil ungebniehl, *o sieh auch die lcichl le“erlirhc Ge>. 
braurhsan wcisuug hcfindei. Dei _J{;.ilioHut“ i»f enkchlufifiti, kunu 
an jcdc Lidideitnng ungcsr-hloascu word™ und 1*1 lur Glcich- uml 
U edis^ls-lroni zu benmxen. Tlei iVstellung ist nur die HiUn* d»*r 
\>L 7 *pannung (Volt) any.n>>ebeti, Dor Apparat vinl 11 nr in elcfranteni 
k<i*ten mit 5 dcr gebiSucfaliclnilim KJeklrudcn gelirfrxt. 



..RADIOFOR 1 “ 


/.urn An-cliluli an (ildrb- 4 roui 

dkk „RADIOFOR 44 

ll!l!!lllllllllllllllllll!ll!!IIIIIJIIIIl:llllll!!lllllllll[ll!lllllllllllllllllllllllllllllllllllll!!lllllllllli||l;illlllllM 

untnr*cfacidet riir-li vi»n» ,.R«diolux‘* und..Radio»«ial u durrh *rinc kriiftigcic, 
einem liogercnOlinnidie Kedunng Imgriwb- Konstrnktion. dumb -ainr 


iiutcrc Au-ifliliitinu und liobere l.<-Htuui( und isl licHonilcr- fiir den 
f.ahranrh in tier ar/tlieheii und zulmarztlichrn Prnxi* gceiftnet. 
Da die ucilrttnjne Anordming der ini K T<adii>lux'‘ unterjrehrachten Teile 
ck ruti*am ervidicmeu latii, den tirlirjiueli uliue IIulerLrechuni; nichl 
iilarr ctwa einr halbc Slundc »u*zu dr hr.ru mu niohi Oelubr *11 

gclien. dali *icfa dor Apparal Pveull. erwartnen und iliidiirch ge-^chadigt 
werdeu kfiimn* «ii;d bcini »Radir>fur** die: Kc^entlichMen Apparal- 
i«dlr* iii ri'ivui besondrrrn. rnrlir Kauai luetnidrn, eloguul uuti'cl'Ulirlcn 
Hnlzkaslan eiiigpbant, mit dem dcr nur rmefa d*r Aufnulime der Tr*lu- 



„RAI) 10 F 0 K IP 4 


zum Aii>m-Ii1iiI< mi Wn‘lmi.4n)in 

*pule dicucndc l.lrkirudenhandgriff mirteU pine* biegHauicn Kalu-I* in 
Verfaiinliiiig gcbracht wird. Wir licicrn den ebenbill* hamilichrn und 
leieht initxuffthrrndi-n Apparal, der mittelst ^tcckkoutakics an je«le 
l.ichtleiinng augcsdilo-seu werden kauri, it deu drei birr lie- 
‘•Hi ricfacucn Aunffibrnnpen. 

Die Auxtuhrung des ..Kndiotor 1“ iit nur fair Glricb*tiouian*<hliili 
eiimr he*rininitPti. bri Rpfctelfain<’?Mrixugeh4'ndcn Spannuuu verwrndbar. 


(C) Jeff Behary 2020 









Alle uiifter* Knnstmktinneii xind enlxclilulifrei I). R. P. final dalier gefalirln.i. 


V I • • • ' t ' j-f • n n n * ’ ‘lahlllir. 


licrvorzuhcLcu ist bci die^em Typ bewnnder? die getrennt dmchfulir- 
b.lre, iinBfcm fcine Kcgulierttliiukeit der ApplikulionstUitkr uud der 
Unu-rbrcchuiigr/alil. I>er Apparat wild, nenn nicbt?> andcre? vorge- 
rffhcn, mit 6 dazugcb&ritt*ri, ill der iirxt lichen Praxis urn liaufipstcn 
verwmdntcn Elcktrodeu gelicfert. die bri Niehtgehranrh gcacbiilzt im 
Deckel unler/.iibriugcn sind. Dag hghcl gum H unil^rill fiilirt keiat 
Ilochgpnnmm", wodurch die Ifistigc Stralil 




y 


„KADIOFOR III UNIVERSAL 44 

fiir (rlddh- and WecheeUlrom-Anachlafi allot* 

.Spaimuii^en von I IIWSO Voll 

jmsgeru*iet, die auch in unaftren Diathermic Apparatcn aar Anwcndung 
konimt. Dor Appnrat on (halt dcmenlwpreohenil einen kicincn stabilei* 
Weduchlromlraii»forniator t der in Verbindung mir der gen an n ten 
Punkenatrockc eiue bcsondcrc GleichiiifiBigkeii in seiner Arheil ge- 
wibrleistel. Die Regulierung iler Applikntion&atiirkt- in den orfordcr* 
lichen Grcnzen erfolgt durch Betfitigmig eine* Drchknupfc*. Der 


\pparat tvird, wcuii uiol )cji aiidem* vorgceelicn. mil 6 in der arrtlichcn 
Praxis inn liiinlig*leu venvendeten Elcktrodeu geliefert. die im Deckel 
untcrgcbracht sind. Der Apparat einio^ljclil cine bcMmdcri feine 
Rf^ulir-riing. Kei Be&tclhtiig iet die zur Ycrftipruiig nlelirnde S|iannung 
iinzugeben. Dan Kahel sum Hmidgrill fiiliri kcinc iloch*pnnnun^. 


wodnreli die liinligf .Slrublunc vermiedrn wild. 


Die r.niver.gal-Ansbilirimg III ikij „Kndiofor"* kaun uacb llclicben 
an Gleich- wler Wcchsrlulrom und an alle xwiteheu 110 unil 
2.10 Volt licRondnii NHxm|ijiiiiiiiu»cii uugcH'hlu^rn wcnlea. so diUa 
*ie aiidi brmmdcn, fiir die arztlichc Amvcndun^ am Krunkenliolt, fUr 
die IVTitnahme anf Reiaen nnd fiir ilen Export eignet. Der Appjirat 
i*t mil dueui dreitdiigen Stccker fiir die Umsehaltnng auARcriiatct, der 
C 2 durch rntaprcdicndc Walil der Koniakie crinfixlicht-, den Anschluk 
an I l(M.10 Volt oiler wher un 150-210 Volt vorzonehinen. Die 
Rcgulicrnng in den erfordcrlichen Grcnzen crfrdgt durch Belli liguiig 
eine- DrelikrioptVs. Die litferuug erfolgL, \>enn nicht* andcrce vnr- 
geecheu. mit 6 daziigchoripcn. in der &rztlickcn Praxia am haidigMien 
venvendeten Klektrialrn, die im Deckel Appmnte& inner gcbrach i 
tind. Dae Ka hel znni Hand griff fiilirt keine Hochspumnmg. 
h lurch die liidlgc Strahlmu; vermieden winl. 


(C) Jeff Behary 2020 














Alle uiucre Kountniktinneit dml erdtchlnftfiret I). K. T*. und duller pt'fakrlon. 


G E It l{ AUCHS-ANWEISUNG: 

IIIIIIIIIIIIIIIIJIIIIIIllllllllllllllllllllllllllllllUIIIIJIIIIIIII|l||||||||||)||||||||||||||||[|||f||||||Blllllll[llll[lllll!!linjlllllll|j 

Hi* Hr Hie Bek Midi'll** U-Vlillinile EU-kl-snK «ir*l uiil alicu Mi-laJlUil iu .4*. mi Jc. 
!*|irur ill** lluri^iiirtiiiikii-|iri> lu ll mil irlir l,uch eiiyeseliobsa, to ilaii det Hnrtf.inunik it|M*r 
den nun.il 1 1 (I ilrr k ick trail* LilJct, Jj*: llr^iili uriing gif %ii|| i**«r.|i|lt un-l il r A|ifunl mi 
iHi' I .wJub-rtTin- (K|j«xlll«KtU* 

a) Dirc kti* liehnndluug. 

Die El.-ilr-il<- wir-l mm i-ntimli.r mirrr I* irh|#m Ttrnclr -thro tl*-u iu b- uuuili liiii. il, 
>i<rh*r *tM! gejiiulerti-a Kiiipri ril **i:.iiMuni. wuiliin-li imrli kaiifeiuiltciur erne* iulciwv 
U irir. H-irkiing iDtullu-iiaic) nO»*ie dircktc AppLiLMiuu ilea IMflNfumOil'in* k*r 

VMlIrlUtu Himlilrn Mrlelt ir|rd. i»il*r 4lirr in kiir«**--i« AJiironil >*••» ib-r IIjv" ssrliaUcn. In 
l*HXleta**i I all* Iriti *im> l.-liliulli: Kiiiik*iiU l lmi^ rin, jiiu-lM.: ITril* iA.uiic-n lie! lies 

i.:i-.Ki]ciii4.:o lu.-iilin ull>, iiiriu LcUnit imH «i«J» iu dor lilo*«l.ir jtn ^la-bit *inH.»> 

I») Indircktc Doha ml lung.**) 

Hir :lin»r kimamt .1*. V 1-1 • IIrinli- It. E. iu fli-Mncht. wWi* rU nfi.il. wir tilnv 

eirkuoten ii den 11 ituuucuiIOj pi-i riua,e»elTr wlnl. 

I)it rn Kili4«nl«*lnilr -imliikl mil lirr i:ian:n 1J*in; >l*ti EMnndeahJ'lllgrjf, mil aUff 
mji!* t-. u kv. Ur.- LlrkUmlr {•i.dic Abb *• Wlte ID). rlhiwH il. r 4u.iilii-nl.- mil h-iilrai 
HUiiden dj* «n betuiBdelojea KUrptMieNen imirr-iriiigim l>mi-k maileit «4w tn ri|i.» rrniUr 
KowrgUVg iilii-r il.fl k.ir|i-r li'ubi .iii-ifhl. 

i'x lnrucliK-u nl Lic.lrii, duu riuv IJiuil .lira IK ln.u.l*Ui*.n. in oU-n-u* kuuLikt .nil ■Ini 
korper iln I'-tt-emun bleibt. jt *“ «»bl bri i'**r .lirtklei uU ruck jci cm mduekten Beirut. 1- 
Iny i*l in nilMam. 1 : . K* puli*-»»4-|ir»uki. >ur ilnr KmIi.iii.IKj.ij. *mi< m.i-1. link* n 
dtehru. nmt exit svrnu die Lleiaodr nit Heat KOrpsr .a \ n.undone gebrnebt wiiHm n. 
Im/viri neb r*tbi' an ilrvli*« |K« vt •> mil •;! i.-lifnlH mu beaj-irm~* D.xierea eraiOgl i*kt|. 

Vai-la i i fiilglatr llirtiuudlmay oil'd ilir Itruuticr-*111uialur imur aiurLi I i u L • eeilretil 

•nut del 1 Steekkontnki r.u» it«*r ^u-eliluiuli*-* >ntfi*rnl. 

c) Oznn-Rehaiiilliing. 

■ Mill. 

Piir • i»mici-tt4-bui."lli-iiji **u.l del Oio.i-tnltnlmo/ It. E. Ji u «u jede uulm Ltol.-r-.ilo 
mi- il ui Mi lu ll *11 In d-D Hiiligum«li-K..r_.iir *ir *.N|*|X| Iiod Dll *|rn Tki'll e«"l^l : <JK' Iar-k* 

I In ml m-ilikt Iri-rbri •!•.»» milllfn IiidJi-iiI d <*. Ki;- 7 .“i-'l- I V*k. Ii-irt -*-hillM nun 
ili-.i S-rnm 4.ii». “iIn. ml *ll>: lu-uiru Oliveu •i.~> oiicfcu liilm '1 ui-.ctlc. ill Lurxi-r Knllrmrng 
vi>n iInn ■Sa-eoilffrnnren gehnkrn wi-nl. n. 

Uio loriui* Him! |-I*lllip nun ill. nil il-r T.l Itlntli! li liru li-Ilf l.i,iii iii*,.:liU.i- .-ur<4l 
luM<tunr. rvll •• •—'!•. llni*l.l.i-iie(iuiKrn, Ha- In •rubfr Men/* 'leb blliende Oiou uir.1 
IbnfU"' in-1 -n I'- K-n Zli^ru riap-Min-i- 

Dei i.-iieie KI’.ktn'drlB* I im mil %'nnu Niue, liitli. wdikii uU l-iil'lill.-i mill »-i Anf- 
uuhlUf finijor I'iujuVii InlialMliMiiw'il lEii-liteiuiu lr|. Eu.-nl\|*ti>> Jirnt. 

*f Kui.-llii. \lbrrafct, ..I»ie Rodioluxlu'lirui'liuy 
*•*) El t'n 111 ex* be -Vnve-lliliini.* I"' Vm»ilil. Sl>iir»i-i*liwdkmnklinil#:ii illul *l«l lli-nm-rniige 
ilr» \llcemriiiliiifiniltfino. 
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Alla: un^rrr KoneiruklMint'll Mini cnlarliliiUlVei D. R. 1*. und dahrr "riitlirlofl. 


^Ie%c ! 


Neon- 

IIIIIIIIIIIIIIIII llllllllll 


Rote Strahlung 



T^Iew ! 


Elektrode 

iiiiriiihiiiiiiiiiiiiiiiiiiiiiiriiiiiiiiiiiii i 

(Bcschreibuug 

siehe 

Seite 24 ) 


ANMERKUNG! 


Die IsnUilun ikr tlektrixlcn h.i| Jen Zwcck caB die eizengteo I l.iclitier(ufnutrciune 
i:iu jn dtu Meilen wflehr Mun.l.'ll werden .olten, :ur rollen GuIhiuK kommea udJ 
aleh iileht vbon »n den l:r.:ubnui^ite]Jeu varhir cntl.ideii. 

1 '■> no i 11 r I Kit r nod* Vi w.i-liuiigain ill.ianMicbungenl rail nlk.ilml. Klii«ii*keil»*n 
i»l lira: H-Jililr. ^ ueair-KeKorulliang uregen F*aior*p<-l’uLi r« unli-rlar.-ii.-Ui 

h* i*t djT.iut iii .ictiten. .I.itl brim Gebrjucb dbei Kfi»pHr»Milil««ri.rirk»riirl*i» dei 
Drihieba'tcr »<»r ilrai» Kinfdbieu d« Eleku-iMlr gjui ji.m'ji liiikn mJivlit i»t, erst nach 
dein Kinhjliren i»t del Sckaher langsam na:h reeht* in d'ehert. hi; in der KleVlrcdi 
die rJiimmlichtmtladiiDgeia ri-Uilcrn- 

Doe lleraainehmi-ai .ter Elektrode gAU'furlif rhenfal t emt dinn, wenn drr Divb. 
jchatter gao: zuiuck n*t}i links gediebt :*t- 

n.u R .'inigrii vr*'ie Dtiinhilmn dm Kick I rod rn ^-rJ mil l.iuw.inrem Sdfeo* 
waster beiw- Lysol nJv-i .\Isobol vi rgcromitjen- 

lua WjrM-rbnil iliart' die U*jcbfi*ei|ueux Uclauudlun^* m gaa lirr UMitair vei- 
liundrneia <»er*ilir n I e II i miHgeulit «i-nl«n, 

Klein* Anderungen In drr Komdnaktum vjrbehalttn 
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A lie utiaere KoitMruklioneu sind crd»chlufifrei D. R. I*, und duller gefah»ln«. 


Allc unt.cn* Kniulniktioncn sind crrfariilulifrri D. R. P. uml dither gefahrlo-*. 


Elcktroden zuni „Radiolux“ 
^Kadiostat 44 imd „Kadiofor 4 ‘ 1).K.P. 

iimiiiiiiiiiiiiiiniiiiiiiiiiiuuiiiiiiiiiiiiiiitiiiiiiiiiiiiiiiiiimiiiiiiiiiiiiiriiiiiiiiiiiiiiiiiiiiijiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiii 

Kin*: weacntlichc Vcrbr^iiing unnerer jtaltMilirrien KleklriHlen 
bctlcbl durin, (Lift dcrcn Lcbcnsdam-r (lurch .4nhrinpnj» rirn-r 
Spicule ini Iuncrcn der Rleklnuie um 2Vi hi* 3 fucli grvlicr i«4, 
mu cine rnormr Vcrbilliguug dec bidicrigru Elfklr-oden mil 
gleichcin Prcis bcdcuki. 


It. 1.. I k • mm -KU-klr. ..Ih (i|ll.-r| tut 

Kopflliiul um. Uiuu>uIlui11uii(i 

H. L. 1a. Kunim-KIxletTiid* • 

K- F. L‘ nioV.eucleLuc.dj an- Oboi 
li»t»-nhf.h<nillnng d«i Knrj*r« imei 

Galelilt |K.-'*iui-tik> 

II. I . :i. KmII n-Kl^k I rmlc Aiir 1 ..M- 
lexnnua. MM W mvru (iU“. 

It. L. t, in.! I llin>n-KI>lin'Ha 

K- L. I*. Noi.'a* uuJ Obrea Llfkucdr 
ii* .lK.ni 

K. L. ... H-rlioi- u. kr Ilknpf-El.'ktnxk 

It. F. cej, Kat'heo- iii* 1 Kehlki»|il‘-KI*A- 
(i.i Wrl| 

H. E, (ib. LuaCteLc Vugiim Eljkucde 
(i'nlwrt) 

R. k. /n;. tji.iiu l’ i kir ill mil ikjut/.ial- 
1j.iIu.ou <Aiu Sofceroun Elide de« 
Cbiiminol. S»tinilKi »li ilffmiBpoi 
Ki>m liirMnimiai uw ILimi : iltx Clu>- 
ciiunii.l m »«cdui Kuuu^uiu von dec 
EleLirod* nhn*hmb*T> 

K 1 . /ill. Vm._.«im- ii. t'liMUU^IcklKjIn 

H. L. ~m. lUJkinl Fli.letTf.ilx li-uli. rli 

H. T. a. Spwul-lLltalElelime i lui 

H t tn»rrhu>Julb«)tanilli.n£ l 

n. E. 9. Nuck- Ji* u. KclilLwpf LleLixt.ilx 

R. I. •>*. Wiuidbelijmlliin^K-Kl.iLimilx 

liiH vettlfftor Sr»lilrr-lllii:li«T 

II. E, Hi. (iiji.mj ElektroHx 

H. Hu. £on*en-Rli:Luuilt 

U. L. I'.’ll. Rmipru-LULlindf 

H. I. 11, TVjWukj r.lxkirmlB (ix.ilixrli 

R. E. IH. AujK«li.l-k.li'Ll»H'l' 


R E 19. Koii.rlcnotr.r- iVcratKrkeei 
Mjkt' .ilx (IHm* IkLleniL Hiwnr »tv 
iuUuiMaveu U- ImulI'IU^i Uutue UetyuwJci 
Innoiei K6ip«rU«I*) 

H. F\. l'A». Hma-Kleklroil* 

H. K. ?•"». knupbomucdie Elcktrode ur 

liiiliuiiillur n r T..fc*ror nai’chri-li-llor 
Lionkll. iLtul-Irlliin <Fcir.ii.ki I I II .) 
rai( Oflnuns ximi £mlcgi*u mcllka- 
t»«-iiij>. tr-jiik|~r Watt* 

ft. F. 21. tkAia|ilii.i-<'*i.i'lu- 1.Ir-klin.tr 
<kl. i>irr- AujfllhxUXlg) 

n. E. ^.a. Omii.-IiiIinUUu a iif Urluinl- 
lnU 5 der Lultoegc 

H, 1 .. - -. Uulnll-llMlflrodeAur iuiUltklCIl 

Hi 4 .sndl(uiK 

H. K. .II. koni.i.hK-UjAtd arvn- ElxletriiHai 

H. F. 1 2 . I.cl«exi- MtKi<lnrin-DiUuccr- 
Elckttod* 

H. 1.. jl. 4 u£«hHAiiwIi. 

R. E. .>1. Ofurcelek-m.l. 

H. K. SS. I'ktI.XUE uodc 

R. E. ill ku<U|>ltiirriiMrh* iCnetin) 
Elektrode 

R. E. H 7 . Ixiliriu- I'numti Elekttodr 

R. K. 68 . 5 f.l--j.leD.Lu ll 11 mIi- 

It. E. <-Z- K.rti.li:n«ili^.KVklr.ik flir ilk: 
vorJcie Iluiuruhri:. mixi:rbii:iiilii:li mix 
H Hrr^nmnii 

R. E. ki.Mili.n«cUi>r-k.rklriMlr t'lir 
hinlere TIjriurubfv, uuxciLueuLliull mu 
Hurt^jinmi 

R. E. 61, Mr-tull-l Irkt-nilr Hir ilii: 
tonlere HjrorOlur 

R. E 6j. M.'iull-I‘l<*ii..ilr liir .Ik 
hituert* HAmtelli. 


Id 
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Allr nnarre Kontuniktiouen *ind erdaehlufifrei I). H. P, und Halier gefahrloa. 



1. Srlifinlieit6pflp-#«* 



&. Krhlkujifbpf'aiidliiiig 



7. Frknmkungen dor Ly/twagc 



| Die vielscitigen\\ irkiuigcn uml Anwcndimgsgeliietc | 
J , 1 ,-^R A l)IOHX% „KAD10STAT“S,.AT)1QF0R • I 

;i) Wirkuiigen tier Hochfre(pien78tromc: 

j= Vcmiolirle Blutfullc dcr Haul und de* Ccwcbcs. — Vermohruns; do* SaneretoffReh sites in j| 
5 Blul und fyfvdw. — Besehle«iii<i;iiiu» ilw Suiirur*pli*pL — Hakicricn- und k«*i rntoteudc = 
= Wirkunir. — -Schmcri- und juok reizlindcrndc Wirktin^ Wanri<liiMunit urnl Ozonentw irk lung. S 

li ) Amvemlungeii: 

^ I llanlerkrunkuiigen; Gesichlsaluic, IdeiditcnuuKiHiilag. TTantjurken. Ilaulri’ilpu (—rate ITSnde, £ 
| r, >** W«9e iisw. —^ 2. Erkraiikuugeii des Huan* mid dee Hmirkodrns: H.inrni'f.iil. 1 
= Sriiii|i|iynbilduug uaw.; 3. Pflcp 1 dm Hnurbodeus und Fdrderung de% Huurwurlise*; == 
= InneiT Lrkrunkunern: TTal*- nud Kt'lilkujiliriili'n. Bronchitis, ncrvdae Iler/sierungen, H 
|= Mayen- utid Dannkidfn, Uicht-. Rhciunatiemiu und anderc SioffmaluM'lkrankheiten; .■>. ISrrvo*e s 
= Leiden: Neurasthenic. Neuralgic. Kopfs«iim«i*en, Mijiriine, fcrncr Hcxenschnh. Lrliius; 6. Ver- g 
j| acliiedrur Leiden: Ohren-, Nason- und ikagcnleiden, Zahii- und Mundcrkraiikiingcn, z 
S lldraorilmiflen. l'roetbfulcn, 1‘iiriinkel. tail firming vim W<msen usw.. ferncr Tilnfarmm und Blrirh- = 
= such! eowir Franeuleiden: li. Pflrge (vorbengende Reliaiulituin) dee ^esunden Korjicr*. = 
^ii miiiiiiitiiiitpiimi:iiin mu.. iiHiiiiiiimiiiiiiiiiiiiiiniiiiiiiin Him iiiiiiiiiiiiiiiiiiiuiuiiiuiiiiiiriimiiiiii 



1. Bebfindlunp drs ITaarlniden*! 



t>. OhmilieliaiHlliing 
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Allr iinhere Kon-.li iiLuoncn sind crdschlufifrei 1>. K. IV und daber pefabi lo*. 


Alle un»ere Kon&trukliuncii «iud crderhlnlifrei II. II. P. und daher gefuiirlo*. 


Aiifzng au» dpi Sdirifi von SuuiiaLsrat Dr. mod. M. Alhfprhl t 

„D i c Rudioluxbehanri In iik ;> , 

CbersichtgUibelle 

liir dir Ittrnulxuiig drr Mudifrciiuiuz-Apparate 
RADIOLI X, RADIOSTAT, RADIOFOR I, II, m. 


Nr. 

A ii v» «-ri d ungsz'weck 

Klcktrodc | 



Aluc (GcaidiUpickd) 

R. R ft 

8—10 Min. ligl. 


Ahlli mad i*c'lir Kc*ihw, 

K. Ii. 21a 

H 10 


Angcnbcscbw.. norvftcie 

R. F. Ill 

3-5 „ 

4 

Ibrni-, 

it. E. 2 



Mupcnaffckcioncn 

od. R. R IV 

5-10 „ 

1 

Fv/.rm. uhronis(*fi<*H 

K. E. 2 od. 

R. E. 9a 

K. E. 14 

5 IU .. ‘ 

H 

Frotstbculcn ..... 

R. F. 2 

5-10 , J-JXia#!. 

m 

Fururikrl. 

K. t. 2 

5 111 tapl. 

ft 

„ vorgrwbriltpnc 

R F 20 

R. E. 21 

R. F. Va 

5-10 .. 2--3Xtji,iI. 

V 

(-iirlil isehr Brnnhwenlen 

R. E. 2 

R. F. 19 

8-10 . 2- -HX I3al. 

10 

Ilaarainlall .... 

R. E. 22 

5-10 „ 1-2X ingl. 

11 

Habcutzundung, 

n. r. r.« 

3—5 tapl. 


Rachcneatztiudiuig 

R. E. 2 

8-10 „ „ 

12 

HSmurrboidi'n .... 

R. F.. ft 

5 Min. 2X tipi. 

13 

Hauikrankliri ten (War* 
*rn- Hiilincinugcn) 

R. £. 3 

5 Min. tiigl. fsielir 
Wiiracn) 

14 

Herzetorungen. nerviWt 

n. e. 2 

3-5—10 >lin. 
jeden 2. Tail 

15 

H0r- und Schbesch warden 

siohe \v. ti) 


16 

Qiil'l well (Ischia*) . 

*iehc Nr. 19 


17 

H fihncraugcn ... 

=iehe Ni. 13 


IH 

Junkend* Hu'Jtkruuk- 

R . E. 2 



heiirn 

R.E. 19 

Ml Min. tiigl. 

19 

Ischins . , .... 

K. E. 2 

RE. 19 

8—10 Min. 2X liigl. 

20 

Kiitarrh. Mandol-Ent- 

/und imp 

K. Ej. 9 od. 

U. E. 5a 

R. E. 10a 

7 Min. 2X i-.pl, 

3 Min. tiigl. 


Nr. 

Amt cndungEU'wer Ii 

Elektro<)e 

Bebu mil u ngflilaner 

21 

K op Furli rn I'rurn, 

R. E. 2 

5 8 Min. tiigl. 


Migrane 

R. E. 19 

Magcngegend 



R. !•:. I()h 

Ruckgrut 

22 

l*-be , rcrkniiikiing**ii . . 

R. E. 2 




W. E. 19 

ft Min. 2X tapl. 

23 

1 .ufirohrm-Kaiarrh 

RE. 19 




R. E. 2 

.1 Min. 2X lagl. 

24 

Magcn- ii. Dai-nt-Katarrh 

fiirlir Nr. 4 


25 

MundclcntxtiridiirtgPii . 

ik-hc Nr. 20 


26 

MigrSno ..... 

Mi-lir Nr. 21 


27 

Na*enbe«hwprdfm. . . 

R. E. 11 (11a) 




K. F. A (la) 

8—10 Min. rift era tipi. 

2ft 

Nerrrvdtiit, all gem cine 

R. E. 22 

8 10 Min. 2X tiigl. 

29 

Ncrviwc 

R. F- 2 

3-5-10 Min. 


Tier *1 Mttd i werden 


jrden 2. Tag 

3(1 

Neuralgic. 

R E. 2 

8-10 Min. 2' tapl. 

31 

Npiiraiulipniadip 

r. f. mu 



Bcsdmcrden 

R. Fj. 2 

8 Min.uichrmala und. 

32 

(.ill r rri m4i rn ui'roCu 

It. K 11 (11a) 




R. E. 4 ( la) 

8—19Min.#fccr& tligi. 

33 

PsoriaMfi 

K. K. 2 



(Sdiuppenfleotifft) 

R. E. 9a 




od. R. E. 14 

5—10 Min. lilgl. 

34 

KinliriH-nL/firn lung 




Ilalscnmiudiinp 

niche Nr. 11 


33 

Rhcuiiiutieciie Be*cb>t. 

R. K. 2 




R E. 19 

5-10 Min. 2X liigl. 

36 

Klicurruitiach-mnekiil. 




Resell werden 

■delie Nr. 35 


37 

Sdioubeil-plk-ge . . . 

R E. 1 

.i— ft Min. tiigl. 

38 

Sdiup|nrn. 

R. Fa. 1 




R E. la 

8 Miri. tiigl. 

39 

Sdiuppeidlechlen . . . 

.del.* Nr. 33 


40 

Si'hbrarli wrrd rn 

R Fa. 2 

5 ft Min. ldgl. Sii™-. 


Uiirbcsuhwcrdcn 


SrbU/ct. jI*. Waupt-ii^i.>, 

41 

Warzeii. Ililhneruijgr-ti 

R E. 3 

l Min. Of Lera tiigl. 




ink Pduicn vmi 5 Min. 
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*l ,e kou-lmktionrn «ind enUchlulifrei D. H. I>. and dahiT gefiihrlu*. 


UbiT die therajM'utiscbe Verweiidiing von 
Hoclifrequenzstromen. 

l’rot. L. .M.*nn. Brejliu. eotwlrft in Nr. 14 de* Jahrgin>res 1424 Jet Deutichen 
Mcdlrilll»:ben Vnckcnsekiift eh JjitcfCJ iantei Hi Id vom Anwendangcgehirt Jcr lukalen 
I(ochfreqitenzbcbaadlun?. die »<b J>uf aJ:c dlejmii.'rn A ilektioncn erstrcckt. bei >k,ui, 
J.< Aoweodot1* tints rochr odri wcuijrw jctiiftigeL Haunviyes uni! gldchzeHtg dir 
Apnlikxtmu von Warn c .ir.uezeigt isf. Wenn ii.- Wiixtaewdrkimg l.icr in C'.euwj#atx 
L ’ L ' i}wl ' uic Wl eioc ‘Jnkn.'cordjiete Ib>ll c sp i«.J e . , 0 Aiiiiu tie dneb ate ein he. 
ndiigeuJ ivi.Acudw and llvperamie CUcttgendes AgeJi, nichr gan? 211 m.kMi.bjiien 
tcJu- Die hauptsjj Clicks* Wirkung dei lukaleo Hochfi«i|urarbt-bjndJnni; iu (eJ. K l» 
die tlnce {pit zbstjlbarcn Haul rclxcs, 

nir Wlr W tine* •olcken Hautrei= ;s Linn he. stbwarker Dodwung alt &nr j C . 
mhlgeiiJo, bei illtkerm aJs ein* rmegendc ingtseben y/CrJen, genat. so. wie din; bei 
amieren Keizen. c wa mit dem faxjJ_, t ben Kmd, .I« Fill isl. Von Jiesero Standpunkto 
JU ‘ .ndikationen *„ ,tellen. In ina„ v ben Fa!l«, kann man sick auch .1.- Ww . 

narmte ..ibleir«rdf“ Wirkung dues lulehen Haotttizex nulzbax oKtcben. ks i«r fcekan .1. 
Ja£ Id tiefer sitande.. Sdineraw. etwa kei nruralgixchcr Affektinn ernes Ucfcii Nerren 
lUmiiiM. vsle *. D. ties Jschiadikus. eine krabige Haurrcizuig xdiinemtillend w:rk», Die 
kiir.iT.icke Stftigc. Mjtg der Kdzba.-keit in dem tlnen Cebiet wlrj gewixicrmaden vir d.m 
fVc.i=M*Mi.d des andsren Grtictes chgetogen, ate setzr also d«a durch den palkojpgisdien 
Frozed hedinjften ErreifungsKistaud ke?ab. 

Das Anwendimn<i;ebiec der lokaleo Hocbfrequcosbckandlung M irJ tr.iu von Fnif 
•Mann wie I ilgi crr.pstel i 5 

1.1 hie isr an.-.uwendrn ah bernb^renie* Miftel bei obeitMchlicher Hautreizm.*, 
Jccku-i,. Parisfi«i«i. nrarilpefopmei. ^mentn, Hyperbstbesien tier Haul uiw., wo, 
bei >0 zu err^ahreu isr, dali mar. die fclektrode tesr aufsetzt ndcr our tranx wenig .i-.'irb* 
so ddi eben mu cine Wtanewirl mg oder boebstan, e:r. c ganx •okwacoe jensibli 
Isclxuiu; 2U spuien 1st. 

2.) Bei neurilgischcn oler iihnlicaen Schmerien, Hi.' von tiefei gelcgaim Kervci 
= B. von. Ischi.idikuj occi Jen As ten de* Tkjuu brachial* ais^ekco. knnn cuu 
sLSikexe keiiung mit F MU Acnuberiiai.g im Bcr.'kb d.*T crktjiiklen -Ner.vnsMlmine Krzw. 
drn 2iijjr!iftrig:ii liautpartim aiigeweodet werten. SoLlten iednrb dir dm neuralgUvlicn 
Nctren entspiecbenJi 11 Jlautgeh^rr Hoc mit dmXadcllccl.t Uaikweitha.c llyperatrh.'ik 
^ reigrU, wU- dies 2. H. hfluNg bei IrigeminitHtcUrdgis adn bei labiicken Schn.ewn cn 
Fib isl. to i*» ei..e eirtgendc rksliaedlnig knolraimUiert. wed man damit die 1 ber. 
^M.pCadlichkeir der llAUinfrvenendigunjien and .taunt die Scbmetziiaftigkeit nrv.h 
ste-erm vninle. 

Dit 15cbaudliJS|f isf vfii ju empfekleti, bei alien vax.imotorisrhcn Neuroscn 
<li>kaJ< Asphyxic. Er>-‘bromelaapc ussv.j. wobci man eli„ aifiig sraeke llautteizung an, 
wooden kann. Sie wlrkt baubg regdierend aut die peripneiji J,e Zirknlal (.it uml dan.it 
aa;h sublckliv erlcichrend. Fei der Migriroe witkt el.. e Bebandlwog in der anfalbbr m 
Ztil darck »eitrci;ben nit debt aabegeivier Kuiideosaoiclektrode fhne Funktniibfrganc 
oft giinstig. 

t.) De.ii Inn Hull ...it de Zirkulano-a 1st e> AahTacb.'iuLich anch *;irusckwihrn JaJi 
vicle Kranke nack einer IIoiafxeijuen:hehandl...•». rie iro ne.treickei d.r Fstrcmitaten 
und dcs Xiickens usw. mit d.r Kondcoutorelektxnjr mi: lelch cm rnnienuherenns be. 
stebt. ji.ii kiaftiger utd angereg- Hlhlcn. Man kann also eine dma -lige Bekin.-'.lunq k-l 
m.»rrkerlei Sckwichemu iedec.. DeurastkeisDcliex und lonxtiger Art, wolil onge. 

zeigt aezeicknen. 




r 


■Mir uu«ere Konatruktiimcn tiutl crdacliiubfrfi D. II. IV und duller •rcfahrlrH. 


'-) F-b.juu isl e* bcrrckllg bei urktionel! tattiigien mit aJlerlei iMiSeniprindnngrr. 
verbunderen, v.ta dru juneirn Organen ausgehmd.m 5 t 6 rmigcn bei Herzneureiei., 
M»|rtnr.:iiTwen mw. die dm DiptneD entsprvebenden Hautpirtien nm >uiUvu llociifie* 
qne^tatrrAmcn mil dee KoaJcusaton*!ckrrade 211 k'hattd.ln. ziugebend vnn e:rer ableu 
■‘•■n len lie Zirkulitiar reqjlicrenden NX'irkucx': reson^zt* l*d (Imnnituini wirkt diese 
Hehandlung n't glinjiia, 

‘Jkei die Keiian'limr vnn Hautkr.'.uk]teiten mit I Irrlirxeqiiciuitibroer. hat derV’er, 
f'-»rr lc.-tcr periunlirlic ktfabiur.u;, cr weitt |i-Jocb Jaxae.t bin, dafi Jei Tjv^ ituslig 
hecintluhr vrerden konne mi.I daf* von mandien AutottO eine die Heilung tot Kkacnixn 
und arceren HrutaSektionen lordenide vVirkuoy angegcken werJc. Auvli die Wirks.im- 
Veit de. Bebanilung .1^, llaaranrDlk *.•. v%rg.,n d.r xirknlatian.shefnrd.nndrn unj tie 
p*Tipkixi>chrj: Ncxven anTegcnden NX'itxung wo.al dcsikltix. iedock wird der lirfolii 
lulCillcb i v anx vor dor Att J«» CnisJk'.dmi nbkaDger. 

Srhlieaiieh warden aiicb v;tschlcden? Srhlenul.jutjStktionen alt Indikationsgchict 
aji^cfiiiirt. t.jor.ders HamorThnide-i, Fiivata zri. ScheidenUaM»»b imd dervlricl’en. Auck 
hie: si «>r Finllul 5 .I111J1 VFiiV.uit a-.' d.r /ixkulntion wnhl ver.trandli t k. jn 

iclrter htellt benut:: man den an ipitien Flektroden aiift.-ile-nJeii Fijikeniiheritarjf. am 
oberHaenliche U:ialgex:d.vviil ; te, A arren utd dmgleicken zu xcrsliii-xn. 


Non! Elrlvtrodenstander! 



Zur kssemi Bt'nilliiilumsi dor Firkinwlon. 

II v. 10 c. 
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Ailc uneerc Konstruktioncu Hind crdHchlubfrci D. R. P. und duiirr gefubrlc*. 


D ie hochfreqlenzthe r a pie 

IN DERZAHNHE1LKUNDE 

... 

DIE INDIK4TI0NEN 

:ur Anwendung des , .Kadiolux „Kad:r«tat" uud ,, Kadio kiz“ in dcr /j]uihvt.lkuad. 
vrgHbm -ich ,iu< eigenadijjeu Wirkungen GUtumlichk und c'lmlcncilladungcn, 
so vie der Oznnhildung aut die zu FeHan dein dsn Stellen und vlcn un kolgeoden 
zusacimengestel It: 

K*L tnri^ide and *uli*rpti*i>hi Wirkung 

U„»« aiiMtining tier Hud iiml d«"* Genebr* 

Tennchrung dr* SaucrttulT^dixIb-a. im K1u( uml OvMilie 
\nlxHindif%riifid* ntid naalgetiercEidc Virkuug 
%ilrmcbllduDg and Ox»ni>niwivkluug- 

Du: C'folgreiche Anwendung crs.ftcVt sich daher ailf l^rkronkangen dr? Mumlw, 
<lcr Kiefer tt«H d»»r /ikii- tAlveolarpyorzboe, Stomatitis, J.'rigemuivs*NeuTn1i:iv 

L i 1 w r ;i I u r : Libotte: Die Alvcolarpyorzhoe und ikrc Hcliandljng .Annie* 
dentairrs Kp. 11—12, 1012. — Moore und StcQvUt = MocliftyqueuzSUvaie bcl B^ksndlnng 
ileT Alveolarpyorrliui* und culzfinulicbrn Zuftanden dc* Mur des. Dotal Cosmos Nr. S, 
1*11/. • r,diiK«]nd. 1 locofrequsrtxstrttire afs scchcrc; Mattel gcgcit .\lvv->»1xrpy^r:-1i-.ii-. 

Zakninrl. Kuncschau Nr. 3, 1914. — ZlL; LUc IbcrapcuNsche ISecmriussung derAlveu; 
Urpyor-kae mithrU D'AinnivaliMllon. Oest *Ur,gai'. Viertsljabrsicbzift fitr ZaJuiheiUcindc 
Hett t. 1911. 


ETNIGE LITER AT U R-A U SZt)G E 

iilicr ntK.'hlrequeii2lK*hiiudliiu» in tier Zuhuli^ilkunde 

Lang whirl, /.Hlinam (..Zahnarztl cho Rundschau", XXIll.'d): 

, . . Fhe icb die Bckaixllung ait dc:t JlocMiiyiwiustruincu kcgbinr, Irvgv id• 
-Sorec. die erkrankten Ziibnc tuft *11; nu'todluhslc zu fciiilecu, Mir grdHtCT .Sopglalt nt. 
fmc icn den ZaVuMeln hi it tsinen, gccigreteu fattrjincDtcn, mache die Wurzeln sc tie 
wlc diet ebeu nihglich i it. ohne Alveole und Septum zu Icsdi&cliL'cn, vou jlUcu auluiteu- 
den Frtmdkdrpern feel, ipi'ile -rst mit ljiiwjmnn Jndmiwr (I s 2^) die 7.ilmt*risth» 
l-iacktu jus, ijzid eie dlese, we tin tie - was n:eisteni der Fall — stark anfgetrieben und 
schwamtnjj sine und dtucke sie kraftig aus. Unterkiefsz durcb Massage von .uiteu uacL 
ohen, Oberkiefer umgekehrt unti *t>Qlu d.mn rule vcvdUnntcnt Mci-ksthcii Pe/hyd/cih 
MuuJwsssct vcrmittelx emrr sngenannten Fistelspritre, bei der irk nir die bpitze rund 
mill glrtl nefrilt kabe, um keine Verletzuuu hcrvaizutufcn, j«lt Alveole uud Tascki 
enzeln aus. Dies i*l die Arbeit dcr enten Sitaung. In de.- awcilen Sllauug tirj>lukie man 
die Kehandlung mlllcls dc* Apparalf*. 

ffis rt»«-i gche ich van der l berceugung a.is, dal3 man dem Patient ceo Strom «o 
hoch grvpannt zur.ibrcn suit, wic er es zu vc-tiagco ill dcr l.jgc ist- Sc’.hilvrriiandlich 
fui^e ich mit der ydiA-Ucksii-n fvebandliing an und srrigpre ersr fan; allmahlich cie 
]nt«nsillt dec clektiUchen Entladuagsn. 


IH 


Allc utii^r^ koijhtruktionrn siuJ trd?H.'bl'.ilWV<ji f). R. I*, uud daiicr 


Zuiachsl bcstfdcbc :<h mit einer g.tnz spilzeu V r AC.imi»clektmdc hei ichwaibxter 
Hinttellung drs Apparatss Ober* nfed T.'iiierkief.-T und nihrr diese Flektnxle noglicliit 
It die tYortbolsdict lardun liijc n. Dartack neboie ick bncitcrc VacuumuLscIckiiodcn. 
deren groftne f.achc cldvbscirig meb: zu bcilrablcu vrrmag. Die Kntladung der Hoch/ 
freruenzstroans steigerc tek cun al’inUhiick. bis der Potieut «id starkeres Empfinden Jet 

SyVn, hnl, 

Nacb eir.ei Applikatiou vou rirka t—10 M nulcn Ul dir T tesfrahlang besjxli^t 

lek wkdvrbultc dicic Sltrur^en iron tires* bi» virrmal iu dor V*l» uud a on lie 
nacb cincr durtihscbtirrlrchen Hebandluunnlaucr vosi zjrJm 4 5 Wochen vnllkouimenes 
Fcstwcrdea der lackentn Ziibnc, absi'liiku Veislcgen der Selection und azrbiyv 5<briimp» 
filnj d<8 /jkuU\'i9duan(1c8 fcslstcllsn and mdchte besundsn hetuueu. dall die gesan'ir 
Hehandlungcarc dcr Hockricqucr.zstfime fur den Pntienteu vollit'wnincn unschadtick und 
absolut gefaiule* ist, was itb. wk gc^sjtl. d'*r.h n-cin mcbiiabiigei .\rbeitcn mit dicstn 
Striiir.ec bctUliel ucfuudcu iuiix. 

Ich glaubc. iLdl hcidcich m.utcbei KoUege Auregung findeu wlrd, sicb der Frage 
Jer BebautUui^ drr Alveolarpyo.-iiuc nil ITochfrcquetzilrntnen naker zvizt.wcndcn, mclno 
Ann.d'i-n i priiTi'n nnd rmpfcblo bie?:u d ; s heretrs im reicklidict Mafle vnrhandone 
Literatar gerade iiber diese tkrrjpeutis.b iibcr.ius wc.-lsoJIcii lToC-atrequcuzsiroicc. 
Aplcl.Uutdi. Doai-nt vk'r 7.«linkc Ikuudc i ..Dentsdae ZabnjratJ V^ockenschr.**, XVir,26). 

. - . Vie warken nun die HutklrequeuzsUusiC f • Slcur.rken mnSchst aciLanistii 

Jarck ibre FunkcuculladuiiucJi (FuJcialion.-'n) zerCtiTPod aui das pstbcilogiicke CcweFe. 
wcI,1h> x jcIi p r leiJizeiti/i duich die in drmselbcn bervorgcmfcDC YVjimi.- tui Auuracknung 
und damit rur ScJinimpfuiur #ebr»du wif.l i t amt wirkon tic ahe- aach hesunicr* d>?mi«cb 
d.ir-k «le«tro*yii‘chc TiinHtlitse. irsonderkrit dutch die ultzaviolerten Strddni. ur.-’ichr 
ficiPrh nnch Hester rur Wirkung gdasigeu wiiiUeu bei dcr voa mlr lieiiuUtrn Apparatur. 
wenn d r Vacauai-Itliktivdcu aus deni Hlr diese S’r.ddcn hetser durcklatsitrea Qua-c 
kergcstdlt tviren: endkeh konnnt aber aucb die stance Ozonwirknng i" Hilrtclil und 
uaJt .'inijpen A.ut«ren a-.tch die in (iewclie gebilJcte Sjci.V (talpetrigr .Sau-v). Die 
anatomisraen V<’-iuu1emau?ii Iteaieheii n einer kmrer Anacmie, welcher ncch anfdng* 
liikcl SiHlc nhautauHoctenng und Sekrccan uie Austrockauuiy folgt. NxJ> d.-u Kidi-n 
cistcn dettrahliuiifen kann man in der Regel cioe ErhUk.iuu def S^n'ibilifiit der (ringivj 
beobacbtcDi «li« rolir hx'.d ahflaui und eir.en Zerfall der k’ltirm iio Getblge bat- 

Eine AntM'hesierung hake irk uagegen im Gtgeusalz zu jnicrej Anlurtii nicLt btu* 
Hachtcn kocoeo- HioirktJicb der antiVikin iellen \X-'ifluni« tind sicb jednch h the- all, - 
Fotxbcr "Inljf; das Re.tullat nselnu cicoen diesbeziiglicher (.'ntersucoungen mit Staphyi 
lukakkcn. Streptokokkm, Menlnjroko sken. d.eu Dipbteriepilz cl<. wCt\lc Jdi deamickst 
».?i Often tltcken. 

Die 1 loihficqiievirsl i»jul konncii nut Ertolg ange-A-andt werden bei Fxkraukunir 
der Haul und Schleimbaul (Ua-j:|ucken, ICerpes'Zo»:er. L'snren, lupus und Vv-.rigung 
der kiankhztten >vinpCL>ine des Artluitirouis). Sic wiikeu U’irdcrnu xuf die rhago*>(u*c 
unc damit Rcvuicntba dcs eatrirndeteu Gcarebes und vor allero der Gefadwiinde I>ie 
TOluag dvr IW«tcrlcn unJ Totlno (Diphterie) erfolgt auco imerhalb d« lebr-iden Orga- 
oiisnis, und hierir liegt ein Hauptmunicnl bei dee IchanJlung der Alvcokupyotrlwc 
uiit ultrasiolv'tpu Slr.ihlen- Der Hpllutlwrsple bar relhsiTfiend die peinlickste FsitHmunj; 
dcr Ka1kVonkremen*e aus den 7akmax:hen sowie die nicdikanivulb‘e Dcluiudlitug voran- 
-i.gehen: darn aber ergibt die Azsanvaltaauor. In (lev Til Teil gan: LbrrrafchoiJc 
Kemlhie. 

Hrlnrtcb, l>r. med. dent., prakt. Zn1n»«™i (Ausz.ig am dcr lnaugural>D,tsett<itioa). 

. Die Behanil'jnfiffltchodt k*t cirh gllinvrrd Iw.'Shfi ad sielen FHllcn von 
lilng.vlilJm, Sltoaa ideii .idiI AlvenlafTn-orrboe. Bei ichtnerzbaftcn Entziindungiprri/ 
ressec ibid die Beslrjnkitqcn I'csondert werlvoll, dj sell on nacb Jet ctstcn Sdzung die 
Scbim«cn mrislcns ausblicben oder sebr livrabgctilil waren. 
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AUe timer* Ki>n*lniklio»eti aim] Hrdni'liliihlrei |>. II. I*, urnl duller gi-fahrloe. 


Allr unsere Koiwrulctinnim niul ordviilu&fm II. I{. P. urnl ihher g* Mir !<>•*, 



Spczial-Iilf-ktrodon ztir Zahiilieliaudlun<: 
liach L)r. Ncmnami 


H AD 10 IAJX- DENTA L-T Y P 


n n d 


Uental-ElcktnxJpn ziir Zalm- u. ATimtlbcliandluiw 


I ViilXL'Icklicd. mu' innerr KieheThehand1nn£. 

D*iU»l»FlrVln».I.- in Fklujider iccktrn 'Jn tcrkiefer.<eits linnen. Ktiki 
zjr rrrbten Qberkietrr'rltr uulicri, . ur linkca Intvrkitfeneili (au£cn) uud 
zui Hnkm Oberkirferseite tinnem. 

Dental* nrVtrodc *ut KcLand.unK der hnken 1 'rrsrk eter.<rit« irmen), zur lickcn 
nherkiefeTSEite (auhr-n), .-nr rerJiten Unterkietmeitr (avflen). und zur itchtrn 
Ubeikisferseite iinnen) 

l'EotzJ'LJektrud: zuz vardeiEn Z ahnHriftchhrh.indlung (uuKrr.J. 

Dental*Elektrodc tur Abzitfbekardunir. 

DfaMbFIeWradf tur illgcitu-inc ZaJinrlcisihbcbjndluii^. 
L>ental*KiiJKurati»iu«KlektTr>du. 

DentjJ-Elrktr.de Kir PyorThnrhf hand lung. 

Dcutal*Elvktrodc fdr toneir Zihnlteisch< und KieferhckandluBe. 
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Alle unsrrr Kointniktionen «it»«J erdaehliibfrei II. |{, P. uml diiher pefahrlos. 


Alle unaore Konstruktionen siuJ erdachlnfifrci D. R. P. iinrl riahnr gefahrlna. 


-1 



Spezial- 

Ilantlgrift’ 

Di.-aij Hanlfrift «* in J 
U-i iJi:r /j«linfctilm«*l- 
!••*» aieurt in Vft- 
UinH .tag ma ollec 
Ap|\jTnt«n gcbffimdif 
I'r gC>lulU« dm- 
Wrhte lliuiiliabnuc; 
rmptmJlnl.i F l*:L ■ 

doli-ti, I Ik <:r *i:lir 
Lkui Mini vnn jjn- 
liiiKinn (irvirht i»r. 


Aufliange-Vorricli tnng 


Diftlf A'llliii rijnr-V •irrirln i ing Hntii^lKchl tv, 

.KAniOT.l'X- tn jwUr bellelii-,- n Muillung 

Sell n i-li I'mi-Ii i»lrr 'lnvlpicli**i unaht Iil-i :i 
iiimm O-ciiiitiullK ilev „Sj->-xiu I1U III! rriflK- n i> 
h i ri <1 r r I din Zsthn- «nl~r M>jndb?liumll iiy 
abfJl xu ktiitin n. 


Alle A p p a r a t e 

Radiol u x, Radiostat u. die 3 Radiofor 

worclen auch mit zatinar/.llichen lilektroden gelieferr. 

I III! KaUel /urn HarnJgrilT fufarl kfim.' flochspannuu”. 
vorlurrh die liUli^r Strnhluntf vermieden uird. 


Claf-Kollerelektroclc in 
elegantem Etui 
BcstdlNr. K. t. 25. 

Dic&clkc iiir Nconstrohlun^ 
»e-lell->r. Xeoii R. E. 2o 


Diese Spirale 


erbolil die l.cbcnudaucr dcr 

F.lrklrodnn nm da* 2 bib 
3 facile, wu* eine en urine 
Vcr li i 11 i }[ ti ri g heilcutet. 


A'eiiangen Sie ko-tenlobe 7ineiidnop der aefir niebiigi-n Druekachrift von 
Inp. Erkcrt: *.Dic Gifahrm dr* ErdwhluaHes fad der Anwendung von 
H och fretjueiutii [>|»urat cn. M 
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\l!e uu#ere Kouitruktinnen *iur| enUclilufifrei D. H. P. iiikI duller pefahrlos. 


NEONSTRAHH1NG 

iiiiiiiiiiiiitMiiiiiiiiiiiiiiinniiiiiiiiiiiiiiiiiiiiiii iiiiiittiiiiiiimiiiiiiiiiiHiiiriiiiiiiiiiriiiimiiiiiiiiiiiiiiiiiiMiiiiiiiiiiiiii 

Im iillgt-mciiic.i mil vcrd tinnier Luft geflilltr Klekirudrn 

vcrwendet. Fur bcsondcrr Zweckr i=.t e» vorteilliull, Noon-Gas ul* 
FtiUung xii bcmilz.ni. 

Norm ii=-r einc* dor aogrnanntrn KdelguM; (Edekruwc inaoferri. al> 
da* Gae mil krinrm undereu Kiirprr «4icmi9che Verbinduugen cinzngckru 
iiust«mde ir*u und in dor Luft in gain pcriupcn Mcngcn entluilten 
(100 I Loft cntluilieu nur 15 cow dieara Ga?e<). 

Vor dun nJmpen Ga.-en zAtrhiiel os sick aus durch seine irrolic 
liiuiialioiififiiliigkcit. d. Ii. c* geniigrn fcrhnii gcriuge .>puuuungpn. mu 
da* in cincr GlarWdire nnj»e>rlil«i*;smie Gas eqiu Louchtrti xu brinscn. 
Ks r-r-Liulili dnnn in fcurig rotcm Lirhl. 

Die eben erwiihiitm Kigensrhullen raaohen rla^ Nenn-Ga? mr 
Vrrwr*udun>r nit Eulluuji dcr nochfrei|iteny: FleUtroden auternnlmi Ib-h 
perirmet. 

1. I lurch die gcringc Vcrwandtschafi. die «•:, ru ondcrcn Elcninritru 
kai. wird erreidit. dak 'lie iuit Xcon-Gaa grfdllten Hochtfrr- 
quemc-Elektrodrn dir mir Luft p.rfiilltcn an Izdvcnaclaum- writ 
iib< rtrell'en- • l.i t.'liemisobe Andn uncoil in dcr Klrklrode nieht 
>1 nil linden konnm. 

2. Die fii-nfie loniwitionsflikkiki it doa G.ves mid die dudurth be* 
•liu»ic gutr I.riifiihigkeii liir den elcktriaolirn >twni i-*i der 
Gruml, <Inb Neon Elcktrodrn aurli liei yrQlierer Sironuiarki: 
•veickcre r.mladimgen lielern, uk dir luftjrr ful lien. 

.3 Da* feting rote Lickt. das, wic all mine in auerkuunt wird. cm- 
/.undunpliimlei riil wirki. liiSl die Neon-Elektrndrn aucli fur dir 
Raliumllung von Entziindiuigeu gueignei rrschcinen. 

Du* Ckaraktrri?tikurn ler Neon Kudiolu* Llektrndrn brsiclu dem 
uach dariu. <luli sir Strdmc von pro bn Inlemdfut in milder Korin 
uhgrbeu. wobri dir roie Farbe ibrr besnndere tlicnipeuHaehe 
Wirkimg lull. Die Anwcndung cnipfielili »irli d«hcr iilvmall dnrt, wo 
cmpfindliche Strllrn mil kraftigem Strom brhandt-li worden sullen mid 
wo drr /week der Holland lung die HerubscUung nder Vermeidung 
finer Eutziindung ini. Dir boaouderen Lipeni-« l alien drr Ncon-Radiulux- 
I ■bki.rmlrii liabrn ziir TYdgo, da Li de in dcr Zuhnhcilkiinde mil Vorzug 
Vrrwerdnng liatlcn. 

VVir bidten dir INron-l(;idiolu\ Elekuodrii in folgemleu Ausffih- 
ningrn am f.ager: 

Neon U. E. 1 

.. R. L. 2 

... K. E. 6b 

^ M. K. 8 

R. E. 9 

„ R. E. 13—R. E. 17 
^ R. K. 25 (Gius-Rollrreleklmde) 

Auftrrdcm kt'iunrn alb anrlereu EJrklmdrn dieses Kutulogrs mit Aii->- 
nubnir von K. L. 3 und R. R 21a mil \con-Ga*-Fiillima liergcctcllt 
und auf besonrlere Host ell imp aclirfrrt wrrden 
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Das 

SANOTHERM- 

5iA«vhetO>He(zkiMen 


hat fulpetiile Vorziigr: 

Yaro-Rcgler (Itirkai D. K. P., St'(wrBbdi«ller. Separatalchemiig 
D K P, doppelpolig4*r» Austjebalter, Vcrweiidungamoglickkril liir 
allr Spuiuiungen (110—220 Volt) nhne Umaehiillung und festc 
Kin atoll burkcil auf 3 kon^tante Tempmaturstufcii. 



Dieser 


Tcinj)eratiir- 

Koglcr 

im Ghiszvlinder isl 
dm* Wcai'nlliobstr fiir 
die Sirlierlirit des 

Hei/.ki^OUfl. D-R.P. 


Lit but 



rn Drutacker Elekirolnli- 
nikor erkullen. <1. Ii.. r? iat nuek 
dm Yorsehiiftcn d«9 VVrlwmle* 
Diiittcher Klrktmtoi-hniker 

bihri/ierl und vou die*em 
Vnband aid’ Knurr-imd Lrbcns- 
gelyhrlirhkoit anwie uuf luesdia- 
tiisolir Hull luirkeiL prpriift. 

Heiiskis-nen, dir don Siclierlieii*- 
vomrlirifton dew Yrr Ivan dee 

DcutsoJier Elcktiotechniker 

nirlit rntfipreeben. dttrfrn da? 
Priifzciehen nicht trapou Sir 
birteu kcinc .nisro.irbrudc 

Siidiorbeil pegrn Fcuore* und 
I r|»eri?grfahr. Kuuf«*n Sir da- 
her nur Heizkissru mit doin 
lVulVeirhen doa V erbandrt- 

Doutsrker Klcktrotcchnikor 
und mil tier Solmt/marke 
l)r«*inianm*ebild. Dic«r Zoiekcn 
birtou Iknon Gewiihr fiir 

limdistc BelriebMidicihcit. 



Si-Jiiil/niuiUr 


AuafUkrliche lediuiackr Druekackriften kostenloi. 

Prcis in Nurmalifrofifi M S* cm 24.— RM. 
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important notice 

VV'c wUT m*kr any repntr* m repWrmcnlt that 
nect^Unted thmi^li defective matrrkl or Workman- 
*hip dor ins * pcm*J of nor yea r free oi chart c. ^ 
vidinK vout eeorfaior i* returned to our factory BY 
YOU DIRECT* via P.irec! Punt or Pfrpaid irjjjffti, 

Do iitft fllk your dealer to tclutn yrOrraini to Of O 

Tf&ftin wilt be made free*, only, when returned to the 
■ iactprv direct by the purchnscr Rrpnif on genera ton 
returned through dealers or lohben wilt be chargeable* 

When your generator is to he returned to you vid 
Parcel Foil* lx* Hire to mail Us au Ardent postage to cover 
RETURN PARCEL!. POST AND INSURANCE 
CHARGES- 

Wc do not nj-surne aov reijionaibiUty for accident*- 
neglect or if ihe machine Kn> been taken apart* altered 
or ichaired out aide our factory- 

Out ftiflTwttec doe* not apply tn BROKEN INSU¬ 
LA I ED CORDS* nor don it cover dry cell butteftn 
in battery model* or VACUUM ILLECI R0DE5. 


Chas. A.. Brans ton Limited 

S5S YONUE STREET TORONTO 


F LAV AirUltliie, 

L*n mijjst. n v* in w, 
UOj^lO 2. ONT. 











Instructions for Operating 


READ CAREFULLY 

ff ihe generator doe • not .it once Iicgiw to upcroU'. tutu chr 
rnfitrollirig knob in.' the right- i’fren, should thie Lltm'nt 11 = ■ C 
*-.iiih' fhruu^i tn ihe rfprtrodc, hoTtl the gfafei. t>nIKin the hand 
for a. moment or two, Tlirw.irmih ol tlw hand breaks down the 
vuiuuril ill lh< j till*-. permit ling ilk current Tu flow through. 
Adjti^i the controlling knob right of tell to nbiaht llwe desired 
-trends11 ol nindu, Right inm .i-e- and left Hi m -xp ngth 
of nihVnl- This ranlroliini: knob is nm a.™itch anil il>r*mt 
•hut off t Ire current. hut is dimply io regulate the amoum of i tir- 
n_m delivered by t ] 11 ? tojieralor- As -«n:u a> ! Finnish uong I*- 
>un‘ to turn off The current at lamp ?otkel or receptacle, All 
mis,Ei-h. except Neh. 27 and 1*K will Operate on cither direct nr 
alirmating mt-fctii, and on any voltage from HK> up to I2fl. The 
Sinusoidal furrefli, a» given hy “nr 27 and l*i, ^ < nl\ 

obtainable from out treitcrators when they are n-nm-auJ with 
^Ucniamf: current of U"HH to tit> volt. i f they are connected ro 
direct current the Sinusoidal controller will dclivi r a true Gab 
v.mii: current. 

< h nWili>r> are also made* when ordered, for op-miing on 
volt ago ironl 120 Hi 25 m, direr! or alternating. ;tl*« on 31 volt 
fighting system,' l)n mn permit t Generator ui run without an 
Mlectrodc being in the bnitdli: uml the currem drawn from the 
Hkt'tnide. Otherwise l he cijfrvlii. is conttrtcd into heat and 
m-ntlhlly will licai the handle. 

The Generators Need no Oil, 

If the timehiitt; di«> noi dwaul 1 after follow ing these in¬ 
structions, ficiunt in Fmititv, ehar^es f>ref**iul, for reemtination. 

To obviate any unpltctaant wmsuLion when lie—t making omt 
leh i with a prtEifTit, the npereror s-lundd hold the (huntb or fatt?- 
finger On the elect rente, tlurtcln taking the current iiniil contact 
bits Iwtl-it, rar.(tr. As soil Ad the (flretmdi' is in remove 

the t hum 1 1 or linger -o that the patient will receive the toll 
flow of current. 

In treating With No; 2. metal electrode, lei !Its’ pati^ nt clasp 
il in hit hlutd before the rerffflt h tWIlid Hut tO that there Will 
be 00 ui]plr,Kiiil ^iKMii'iL. The operatorA-fingers should then 
tx 1 run very lightly over the snip ami h-cchoa-d and ihitsugh the 
hair of aver the parts to U- treated* linger ends* barely touching, 
m> jiii to draw the current through the: part Ireabd, 





I V! IK I \ 


-ilp iriMttncii!' do tint uh 1 
over 40 |KT cent. ah>hol, 


a Icrirm-fji 

n f my in. 


1, Eh iT i.tiiwL^L' «j(ii 

]i.nr I'mir ruMnlnirlft 
[l.irnnMv iiiiifftdieitt. 

1 Although the >park from the vacuum iiahy k germicidal 
in ch.ir.n icr. yet ordinary pedlary rules should be follow^ in 
tfu: care of cWcLrod<> 

1. Never SaftL'fi 1 -r nmavr all deelfmli- from any oritin q \ 
i3if ijody ivhHi■ the current i - turned rw, 

4 Make ii -I general rule to nwt alb hv .i vacuum tuE;>- uj 

remain irt Contact wilh llitirous mcmbrntie fur more thin jm,, 

minutes it one tnitmcnt. 

.>, When introducing rln’lrode* X<>s, 17 ■ <r IS into rh< 
urethra. care should In* taken nut to use any undue f**a and 
thervhy break oh the gtas-* tube in the caual- 

6, Electrmh— V»'. 11. t 2. IS, 14. IS, 16. 17, IS 'holUtl he 
luhrir.itcd with Lstbra-Septol before briilj; introdm-i.il hno iHl- 
bod V- 

7. Any electrical device should be kepi clean a ml dry, It 
should never In? uh.h| where there is any d inger of it*- tx-edming 
wet or hand let I with wei hands. AVrcr icjr or handle any rlrctn- 
eat deviee tr hen any part cf thr body ij immersed; in neater nr% d, and 
aArn any pari of the body u in tan tact with me la tin connect tarn, 
.Never attempt to uv the current for electric berths. 

Any deviation from this rule is likely to result in damage to 
the instrument and may lead to an unpleasant, or, in rare in- 
vt,jrices, to a severe electrical .shock to the Operator, 

Never aperalc for more than twenty minim - at a time. ;•* 
coil U liable to over beat ini! shorten the life of tfru t ir m r.ttor 
Always allow it to cord down for a few minutes before using it 
again, 

Jb IlVrrit holding metal ciectcmic ici \th one hand nrrrr Id the 
other hand, or any part of the body, eonsr in eantael uiA uafer. 
radiator, or jdj* pipes, nr with the metal par it on lop vf Generator 

PREPARATION OF THE PATIENT 

W'hcti the sJfface of (hi- body is to hi- (rejltcd, if no spark b 
desired, the vteeLrralcs must lie miontaet wifi* the -fc in. ami any 
< futhmK covering file pari nuts I b removed. 

All metal. xivh ns chains, corset stiffs, wire hair pins. etc., 
with which the tulie comes hi contact nr within npitrliing db- 
■will acl a> conductors and will giie ris*- sharp and di- 
afto.valde U they cannot tn’ moitlcd ihfv -Inulti l‘C 

fr moved. f'ellulokt tombs or hair pins must positiv t ly l(C rt* 
niovi'd. as they are tn flam enable if 1 he spark iliCtlkl COifiC in Lore 
tact with them- 
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VMr (Wm lilt* ireawMi -iw-ken nf above, when .1 *hatp -park 
i- iiqntri-d there is liu nm^sih of rnu^vini; the . loihing. in fan 
;i d* hnilL‘ 1 hickiH+ nf elm hill f; tiinefi ,1 rtr-d m ii4■ ten^iH of -park 

VVJuui the electrode +.ik*fc- to tin -km, dnsi uidi i-jlium 

povulrr 

GEMHtAI TFXlHXUJt'E IN SKIN DISEASES 
AM) LESIONS 

In applying *he high fnquenry spark wit tin- surf;n y r,f the 
hedy las in Arm Et% k m.i. elt'.j. emplay u aitrnii nf -ufficiimt 
sinngth in product a sjntrk uiie-tprarter of an ienli in length. 
Keep the tube in ligFii i-hiHmb uitli the -kin :md p. 1—. rapidly 
thick ntid forth over the tu lm treated, if the -kin 1* moist, 
and thr tube sticks, dust with t.-Uims powder. Another tnctfitxl 
is to plan* a iliin doth over the surface, which will enable the 
1 ubr m I.h_- moved smoothly and .11 ihe siime lime does not n- 
move it far enough fmm she -airfare 10 mnkenn unpleasant spark. 

VVhen itching »marked. the tube is raised front the-skin. and 
{ls sharp a sjiarb employed as the patient will tolerate fur .1 hhorr 
period nf time. ThU quickly rcliVves (he itching. 

Jn treating hi pair, or any chronic ulcers* a >jiark r- L-mpbyd 
in the same manner, lhai as. a> sharp as the patient can stand, 
but for n 11 e (anger than one or two minutes ,it one time. 

TECNMOVE FOR RELIEF OF PAJN 

In hasdnche- and neuralgia and other painful conditions. the 
Nii'. t sur 1 ;ice electrode i^ applied over (fie affected pari> and 
nlicf ran be had sit five m twenty minutes, depending on bow 
1 ■ Vi 11 - the pain may U-. Refer i" sjn-i'inl directions under 
n^peciis l- Swattim-s, 

ORIFLCIAL TECHNIQUE 

The lerlmiqnc of 1 he application of the-orifices nf the hody 
involves a ust 1 of tula - suited to (he various areas, and alsi in-- 
creases itie importance of ^ferilization and hduHieaiikni. In iliese 
cmkis the 1 utht- i* iti rontnei vl i 1 hk the mucous tnembratH' and nn 
'‘•ns-atiuil is fell eXrcpI that uF warm! la. To avokJ any danger of 
bums thb uihi - -houEdiuu Im-Mt in coin act for longer than seven 
minute* at any one tnatlmenl. Tubes -houTd always be inserted 
Imfoti! the current i- i tirul'd on. mail mu removed untit the cur¬ 
rent ha-, (teen tunieil off Lubricate itiFw- with 

LOCAL M’TO*C0NDESS\l ION 

Hlv "Him r.lftsji" Method. Vnriuun metlu-l*- have lm-H de 
vised for applying local An Ui-L\iiulrns»ilhm local 1 } 
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area*. A very popular w >v. 

khoMH .14 tl*r ('LiH' 1 .li‘' 
nictlifflif consist* in ta^int! (he 
Xo. 1 cut 1 1 . 11 ham Hi’ .nid .1 |ji|»lV- 
itig ihc -park- ilimusih thick 
plan J,-. in*!.i m ■ ' wnli jfdjfl. 

I lit" patient' Im- U Hif v: i .s - * i t L\ 

the din , !fjr iI h* im-s.il bniJI' C <c A 
corresponds to une plate of u 
Condenser and I tn 1 tfurkice of tliv 
IkxJv tii'M h* ihir gla^s to the 
other, This iiLMtiiivU! will be 
found! very effective for lower- 
ill 14 1 1 ij 4 .li blood pressure, with- 
nui producing heart depre-don. 

I I hit.' .i mure powerful action «»n all genii life than any other 
form of vice tr icily. Tin- increased internal liwly r^i^tanfc 
towered materially. If the Mood ]iretire m taken 1 inWi* and 
ificr treatment, ltat” Miret-es uf treat merit will be clnirlv 
ilr-mnii-trated. This Kune i Peatmen? rendk to break up calcvruus 
di-posibi oil the arterial wall*. Wa-le product^ and urea .trc 
"Liitijiuatedi .ibnrarhm < lioside* The uflens of this form of High 
Fmittency «m hardening of the arteries, nephritis (llriplits Div 

am! a|ri>p1exy\ the urn la-t trouble-. being euuseij by the 
first, are wonderful. 

CALTERiZATlQN 

If a lint spark Is held -'Eradily over tin- sj)Ot from thirty sec¬ 
onds up to two or three jhiimiv*, varying with the {uticat. it 
will have a eaoteri/ing effect. The reaction m severe ami the 
dot ruction of tnaan* may be rjtn^J cij a tii arked ilegccv- Such 
applications arc used in the ire.iiinent of warts, mole*, etc. 


\ At II I M TI RE 


i-:rmrrs 

sedative. As the 
from ihe surface, 
stun-ulnting, then 
The 


Si MM.VKY OF 

A in ltd con i act with tube iti contact i- 
current is increased or the pIkIttmJc raised 
Billowing .i spark t* it luvon'ie* lir-i 

-ifiirtgly vt iinulatinn. .ut«l finally caustic and J^tTuniw. 
ifferl* of the tube application are as follow -a 
1, IrH’feas**-. blood supply to gtvetl area. 

-- I nr reuses oKiitatiim ami hn ,al nutrition* 

Js, I ticrenses nnioimt of oxygen in the blond. 

■I I Firrea-M.-s out yalt of carlwai dioxide, 

5 Increase ^ --%,’n-iIsm and cliiumnlion nf waste products 
0, lilsmio ozone., 

1 . tlicre.i>«-s 1 >*.m1i |y In 11 E wi i tun it i or n-n|u nujing rini- in tetn- 

jffitiiiure. 
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S. Locally Rormjckl.iL 

Ak la treatment- TticM? must tic I alien rtzafartv refry dav 
ant! not when you fuel like it. Si-l a&Ulc a Time far thra.- aitooint- 
ments and keep them. 

Electrodes which Ickc (heir vacuum should not he thrown 
aiv.t> Return these m titir factory* mother with ont-haif their 
oriKMini ct»i. They will be reputnped «}uul i a ru w n rul m 1 

pas-S free. 

jV 3 [ Itr.in k( 1 ?ii. ge rmr-its or? are guaranteed for one ytir tttiJy 
trirepj cr.W wifft Brans ten Standard Eicr:rodr^. 

The length r>f she life of a vanium tLtl>c T variable, like that 
of the electric light Tjulb- We r.innot guarantee vacuum ctec- 
tfffltfes b>r any length of time. We manuLicture the highest 
grade vacuum tubes (hat ran he made, and teat alt tubes. ■ 
smding them nut: then, having provided our customer k with 
the bc^t the market affords, i-ur responsibility ends. Eke- 
irodes should never be laid on a cool surface while warm, as 
sudden expansion uj- contraction mat exhaust the varuum. 
Lay on soft cloth. 


\ii, ! Surface Electrode. 



The surface Electrode, as its name indicates, is used lor 
treating she face and the entire surface of the body. Move the 

Surface Electrode slowly over 
ihe face in order u> increase she 
circulation of the skin and im¬ 
prove the complexior- Wliery- 
cver this electrode i* applied it 
improws the surface or capillary' 
circulation, and so pronwtts 
nutrition lh.it hollo*’ places in 
the face ;utd body arc filled up. 
The Surface Electrode is rnovn.d 
slowly over the entire body *<■> 
Increase circulation, overcome 
extremities. and (o give 

>**■ 




a general tonic treatment, oce 
ilirccl inns for 1 , round 1-lcCto de. 


StiniufatitiR Effects: To produce this elf it t which increases 
the circulation to the parts treated, relieving paiits or Mircand 
stit! musc'hit, apply Surface Electrode No. I wvci the under¬ 
garments, Keep the electrode moving. The strength >»i current 
can be regulated by turning the knob mi the General or. 

An i-Ktr<i Surface Electrode should 3k* kepr rai hand in '’■ uc 
one should Ijvcomc biokori tit iln- v.iruuni i^linis-aed. 




Vo. 2 Metal Electrode* 

W hen this elec \ r« m if i- held in ilie hand tin- entire Ih-Jv ' 
rapidly saturated ivhfi Jii.LiJi! frequency elect ridiy and very in* 
Vtgoratilig effect^ -inr produced. Il Vfni tudditi^ mrfal fitttfQd'* 
ji’iih riPJf hand flfttt lei nttothtr p<trl of lhr tardy tome in Mintttrl 
W'llA water. radiator or piprs. ar with titov mtlul {tart an 
of iht zmeraipr, 

\o. 3 CiLiss Saturator Electrode* 

Takes die place of metal electrode for tunic treatment. 
Vou dr mu make direct muuict with metal and ft is impossible 
to receive a shock even il user accidentally comes in contact 
with a grounded object. 

Vo. 4 liiike Comb Electrode, 

The Cumb Electrode in the form r>f n raise is Used to brine 
thi- \iolet Ras>- in close cmt.ira with chi- scalp and lo make 
w*TAt pomt- [>l cent .ice at one lime Violet Ravs thus applied 
dpiruy any Renti^ it the mots of the hair and 'so increase the 
ciouLiison, through the scalp, that nutiftnt bait building 
ruattrud ., brought lu the hair mots, nnd any local cm sc for 
oaiJHtnjtt Hjr r. l]I m-g hart i-i overcome. 

Vo. 5 External Tliroai Electrode. 

t Vl hcn 11 < fi applied to the skin on the outside of the throai 
;;>■ curmii flows inward. increases the circulation and carries 
rih -V matter, thus eliminating any congestion in 

7 hi- shape of tins electrode makes it cspfecialllv adaptable tor 
vreaitng the iirms and h-gs, 

Vo. U-1 Internal Throat Electrodes. 

I hoc this electrode in touch with the mucous lining t>f the 
niiMtin before turning on the current, then move it slow ly over 
t]u- Reeled area, nr as near ii as possible. Another ra-rW-n ran 
pl.u-i- hi^hajid rm the Lack of ihenttk while the Violet R* vs are 
ii-mg applied in the throat internally, and his hand will draw 
i jc current out nt i he pom I of rent net >o that the cumnit will 
be mtidc to now in a direct line from where the electrode is 
appliL-r] to where 1 1n. hand of another person is applied, thus 
flowing through an qfFn u*d area If the Thrtwt Kkiar.sk- b 
applied t'- rileif mm < ■! the throat i f r over the hmnehiaJ t ufie-s, 
ini* rumwt will Ih.*- tJriiwit through iIige^ |>.i r( 4 .. 

Afjcr placing the elfclrode in (he iiKHirk hi eon tact with ihe 
mm int•- iiirndiraiu- and turning rm ike current, do ieU life the 
elect rude away Irom Hie imjcout, linirg until ike current ko 
n . ij i nrra.'d ofT. a» a sharp spark w ill produce a ? rinj*fng sen* 
wlm li will f.e dimgreiyljh-H hnl me harmful 



No. II-lJ Vaginal Klee trod 

This olcgirodt.'used in .ill catarrhal cntiditiorv of tlic uLcnn 
;in*[ \ .up mi. First lubricate with Luhr.i-Sijimtl and do m>i turn 
the current on until the dret rode has been m^-rted into the 
vagina. This treatment gives relief in the case of neuralgia of 
the uterus or ovaries, inflammation of the bladder, K irveii in ea-es 
of delayed or painful menstruation. IVr ;e medium current ami 
do tun apply the current to any internal organ fm linger than 
seven minutes ac a titue. The \.l 11 Vaginal Electro k- is insu¬ 
lated with an air grip atong the -ides so that the current iW*. to 
the end of the electrode and m» sparks are formed alt-lie the 
aides. 


No. la Insulated Vaginal Electrode. 

For general F'fi of OjtoiH’ within the \ ugina. I'^l f"r 
Ovarii b Leucorrhea. Vaginitis and pelvic inflammation*. 


No. 14-15— Rectal Elect rod es- 

The Rectal Electrode is used in treating stnciurr. him- 
tirrhijid-. piles, rectal abscesses and nil catarrhal condi tintts <4 
the tniestjnes. Treatments through the rectum are very bene¬ 
ficial in diseases of the bladder and in prosiatic troubles. The 
rectal electrode should be lubricated with Lubra-Septol Mid the 
nirR ( ni not turned on until the electrode has been insflecl. 
Turn ‘ft current tvefore the electrode is withdrawn so os not to 
spark affected parts. 


No. 16 .Special Prostatlc Electrode. 

lt 3 sul.iT> d so that all the current reaches the PtroUie 


No. 17-1&—L'rethul Electrodes. 

Tin- I Tcthid Electrode is used fur all inflamed catarrhal 
conditions of l tie Ufelh.ll canal. b i- lubricated ard inserted 
before the current is tunu-d on, and the current is lurned on 
lelirn* withdrawing it HI JS to obviate any disagreeable S|%irk. 
This ircaluient b very effective in stricture- flic js>-!> n.-r 
uretha may fie reducet! almost as tlior i >ughlv and with mu< r 
less I win bv introducing a rectal electrode into the ret turn. 


iVcViT tfc.il .in internal i■ rw■ in riofc Mum -e-vrn mimiii - . 4 | ^ 
time. t \m- must lie taken ti-n to ih- 4(ty undue luta- ami then*, 
by break nts I hi' glass hjIsl in chi* vunni. 

No* 20 Spin'll Electrode, 

ThfSpm.it Kleetrot It- has twn |mints of i mt.iri un! b mnr | c 
especially for treating both sides of i In- spine .11 om. The 
application of this L'lwlmdc to the spine prixluees a \i. ry invit. 
orating effect upon (he entire nmous si -[cm. Tin- rk-vuoflt is 
convenient to use around the eve* and cars, as it- (w-culbr ~>i 
cnablts it to hi in Jiultav, pJaevs- 

N», 21 Puf£unition Electrode* 

I? used to remove warts. moks, or to cauterm- any skin n , lr _ 
fare* li U nin tkrtnxtc ending with a tme,d [mini so a> to 
generate j spark from the Violet Kays. By adjusting 1 hr pans 
o] the electrodc-t a long or short spark can In developed r afc 
niLi.M betaken in burning ivarls and niolt> not to hum on* deeply 
A very few sparks will whiten the skin arid this sk in will c*me 
!' h |T » * «*' leaving a healthy skin surface After camera- 
nytj apply the surface electrode in rtosv cumart with the taut- 
spot in order to relieve the Injrnuty sensation. 

I Vesical Eon Mvthtxl «using Fulgiiratiun Electrode, i This 
mct "° l quickly nmoves warts-, moles callous., It L. a quicker 
lh;m llie '‘k'ulguration Method" and not so painful nr 
irritating. Bring the metal point so It slighllv protudes from 
tht glass opening. Lay the metal point right on the grow th 
-m l keep it there lor a minute or so, unlit it feels hut. then 
r mi.it and re*i for a few minutes and when treatment £.- re¬ 
sume again lhe growth sums white, collapses and laicomes 
1 lS!14 htile vaseline. antiseptic or talcum i\tn be 

l ,Kl , growth, li forms a scab and final I v dtups tiff in a 
lew days, leaving .i healthy pink skin and no -, : .ur. Strength ,,f 
current is controlled by the knpli on the Onproior. 

No.. J2-2A- Eye Electrodes. 

I In 1 liyt' Klrcirodu is fur 1 renting 1 1n- eve- through the cvi'- 
hd-. fhi.H 1 used freely in ill eye disease- with a nndiuiTi citr¬ 
ic" 1 - li any disagreeable sen sal ton i- produced ihe 1 tirrent can 
Ik* made very tight by holding tile hand around the siuefc of the 
tsh-s-i r«di- while the end is in coni-u t with the rvcfrl. The ifmtlile 
cvl electrode, Mti. 2.1. treats t*uh eyes at once. 

i lib electrode can also Ik- iihkI fur spirual applications. 

No- 24 —Condenser Electrode. 

i oT|i|etisL‘- the current Hear I tie surface of the glass so .is to 
p rod u rev considefablc heat, which is very desirable in deep- 
flirtwws ami in all chronic cases. It carries the current 
VL- ry deep into the tissues und Ri'vts almost Eninn-diatC relief ill 
painful and rheumatic jdlbclbms, Luiiiljagri, Etc, 






No* 25 (.iilaphurlc 

Electrode. 

# 1 hv t Ainjilii-vrir l-JiTtri*|i- 

MtiiSIftr l<p Xo. >4 KUi U(ick‘, «- 
1 ■'|' r 11 i*■!■• ■ i' 4 i-f ires-ion 

' ,l the l-lt'i: "1 l Ilf till*? fm Hoid- 

'"K k-iti/e wi-i in solution. The 
■j' tut ion may t«- driven into the 
1E-.-.IJI I 41 ihj[ n--r ,my -olus h m. 
cnn mining over Ul per rent. 
aFeoh-u]. 

N'i>, 2<> Spiral 

Elect rod e, 

Thu S] pj r, l 1 Kleciude i* tiM.'d 

the -.iri; - ,i> 1 Surface. hut 

r jind't Mitrs .i i.ir^er 
surfaco, and is L-spcciatly recom¬ 
mended for body l rent muni. 


ho*" hwitlj -U'iiil.1 fir Iwni 

is ■ • < Uiil.li-n fukiSltj] 

■ rt-jiinrnt of luinbifiti. 


No r JC —Ozone 

Generator. 

In [his elertrodt the virtues 
of i he Violet Rav -ire tomlincd 
with the virtues * if osBone and the pine-laden -iir of the North 
woods, I Fio-^- who i.anTioL ([(i to the pirn- woods for relict ul Hay 
Fever* Long ant I linuH-bin.1 trow I iks ran inhale the ftffQJ MEed 
funic- from thy Generator with equally iMjnehchd result.-*. The 
oawmy invigorate the blood and «*liilunu« ihe enure twxly. 
while ilie jittu odors soothe and quiet the nerve* "t the j 1,,M -' 
and bronchial tubas- Numerous case* “f Hay Fever, .vihnm 
amt Uiijk iron hit- have lnr*a relieved or cured by the n*e <»our 
Ottme f rijvcraior. hi gw.s of Hay hltut the treatment shoii 
begin M veta) witi- before tIn - time of the Hav ryver attai . 

A few drop* nf the inhhlcnt are |-Faced in the receptacle■ at 
tin 1 iop -if the Ozone Gotli'rator and then the rorh a 114 
piece are filled inc<- plact- Tbi 1 - dcclrtitle into ^ ,Ml1 L 
the General or. ilie ^iniy as any other electrode* 

While inhalin', the ozone, -it down and re>i the hatulh 1 
Vinki Ray Generator un lfit- tap to prevent 4- 
holt the left hunt} round (hr tierk of thr Mow thr fart tom***- 
mt ihr itthitltrti. / h h wilt draw thr - ur rrnt t ut* ihr horn. aw 
(hr %fan, (hr rentninrr and fill ihr upprr rrcr^rn - 

'■ ■?ilr wipat I n i i c ill tin- n»Mritb the bUiall tube at j- 1 * .”*!/ ^ 
breathe deeply, at tin - *aim* time aKiutinu the rue rt ' . 

as to ton e the o/oiimd pine Fumes into tin- iuwtnh- 
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tltniMi’' inhaler l^tl( no-tdls run f r *ui'|du 1! W1 'J> fragr-im 
osonf at the same time* i«'.nl i.irulidlv piiru'gr.iplt on 

"O/mm-" on page 2L Our Ckoue * MinljiBali(»ii Mtaiek X"i>* 
25 and 2 V are spccklty recommended. 

No. 35 PyorThi';! Electrode 1 * 

The Pvorrlica J'li-etroclr is applieiI ditevtLy i"> the gum* ftjf 
■ill wTidiuw of weak or rmtltnf! fpinw or for Rigg*/ diseu*; 
then non on the current and move t he elect n * I e over the surface 
of the Rtim^r keeping ft in rouiact so a-. not 10 produce a t-park. 
Turn otT she current IxTorr wilhdnming the idectmdi from the 
mouth so ,vs noi to spark the mucous im-mhratie, This vlirirode 
drivi-s osKine into the glint;* and itcuinili/es any arid condition 
of thi* li^ucs and aT^o increases the circular ion in all the t issues 
with the result that all weakness and diseases ■>£ (he kuto* are 
rapidly overcome. Most remarkable cures in very Revert rases, 
have been reported .after using this electrode. Be careful not to 
touch metal tilling!* in the teeth, .is this will produce a slight 
spark. 

Xo. 3& - Roller Vacuum Electrode, 

1 he Roller \ mum Electrode, as its name implies, is a das-s 
mil '7 for general Indy treat men t* used similiarlj !<> Xo, L 
Surface, bui covers the body far nu.jv quickly. Ii is especially 
reconmiL-nikd for general tonic treatments, 

X'o. 37 Special Ground Electrode, 

I bis is -| sponge applicator, handle, and cord, usei I to draw 
the current mil of the body at some particular poini where the 
act ton of the current is enpeciaUv needed. The end of the wife 
i- coiuuxHt) with a large 1 tody of met;il, such a* a stmv or metal 
bid. and the sponge, afier Wing dampened in salt water* is 
appl 1 ■ d to s tjrlace of rhe Ikh| y. Th v besi fleets are rtsdbed by 
connecting the end of the wire with a fine wire, which in turn i* 
wrapped around a nail or 01 her piece of niebiJ and dropped t*> 
the earth i lu, l oisnici, da- body with the eartJb currem* which 
of ,l^lf has : ..mr- nmnu-uil effect upon ihe human ^rpanisni. 
}V V : 11 l hc >;^(no] Electrode k giving the current fr«rt i " 

\ [(>k-t Ray < , 1 -urrator the sponge ran \ K - applied over the ovaries 
or over any „l!nr ]sinful spot in Order lo draw tin- current 
through tlk- body ,n thni place. TI.C surface, tectrmfc - ^ & 
applM'd in any place on (he back and the sponge of thcGfOVnd 
I.I., rn.b to (he skin on the oppo^ite side of the body luid tht 
\ tolrt Rays can Iw earned directly through ;ui> painful nrea«f 
any Uiseasctl organ. 

t)o no! JOY ]).‘i Grtiund Klcctr&d? with the earth trr zirttrr M 

metal Electrode .Vp. * ( \e the tire *tv£ 

WtW ti vacuum lit fir hteeifottr auh. 


Ul 
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Directions for Treatment 

VIOLET RAY HIGH Ft*M;i i st'Y 



The dktitHlt handle should always be held as shown, with 
the hand a* near as possible In the end where the cord enters the 
handle. .Ah ii is impossible to absolutely insulate she High 
Frequency Currem. this way of bolding the handle prevents 
die current from bi-Lity partially drawn through the hand away 
from thu glass electrode, 

VIOLET RAY HIGH FREQUENCY DIRECTIONS 

Special AtieMin/ir In order to obtain the t*--[ result* with 
the Branston Generator tie treatment tnu^t be taken regularly 
according to directions,. It is always better to wait 2 boors after 
meab before taking [rtsitments in order to get ilse t*e>t result*. 
Do not discontinue the treatments when van have obtained 
relief - keep them up for ,l longer perhxf and effect a permanent 
cure. 

.-l&i'rcij'. Use Electrode No. 1 with strumg current in 
contact with skin once or twice daily. 

A cfiT I 'ittjsar is i, Pimples j. No. ] Elect twit- w it H mod ium cu r- 
reru live iniiiiiU-s twice daily, Keep Electrode in '■'1"^ c .' ,rit 
with skin, Special .mention must also be [Hiid (o the 
and! ] bgc^ivr 5y>lein which i* generally the (SUIS»- 

AdhffiQn** Nr>. 1 Stitfare or No, 24 (. ontlenser Kiy* i ro* e 
with current sufficient tu produce half-inch sparks help in 
contact with the abdominal wall, seven to ten iTiintitv- 

Akoholiim- No. t Eke t rode over spine, solar plexus, a W 
to the vxl rerniEids, fl blood pressure it. high, use ^ v,t11 
deruait ion on spine, . 

4lu#*pti (Falling Hair). N*. -f Electrode used over >ca!p 
five in ten mi nun > l wife daily _ ... 

A tvmprrkcn< Applications at least once a day tn the \ agina 
for 7 minute* only, by mean of the special glass vacuum I ie* ■ 




oSlQ 
The 

a rrcnt it 
fit- \ mlvt Rav& 

i riHHrr, {Split or tear in unn> muscle.) The sirrirk* 
muscle treath lie lie hi- when u-- ■ I niih i|| C j 3 
Violet Ray yl.i-:- Va- mini nil e \> I-: ,, r ^ ‘V -t ’ 

_ *1 _™_ . * _- _ - - "_ I # - " Li 0 f 


trode* Nu, ll or Nn. l-r Jn -irMlitn»n Eriviimpiif *hft(jlr! 

be taken, with the Xu. T l-.lertnjtli- witb sli^>n ^f.^rk 
lower abdomen and inner (high. The SinilH ijiinl c 
also advisable to be iifttl in combination with 

A nat Fissure. 
of the m 
qtiency 

treat longer than 7 minutes at a time and fr«m .1 in fj 
week, Tbe Lubra SoptoT should Ire tt-.-d on tfie ehvirrdt. A 
Anemia. Auto-Condensation and u-c of (>/Q»e r, tr i,,-- T 
is advised Tit- Sinusoidal Current >Tioith| be ls-ctI in ’ " r 
hmatkm with the Vint« Kaj^ ‘ m * m ' 

A ftpendieiiis. So. I or So. 2-1 Elect rude with mi'lnim mr 
rent kepi moving in contaei with the skin over r^h.rp of m ,n' 
dts. On right s«ie of spine at *«ond anil third lunilar u$c 
surTtc- electrode for 5 minutes. at ilii- has a kentirial effect on 
ihi- append,x and ™tim. The Sinusoidal Current -Tumid 
h<- used ? n combination with Violet Ravs. 

rirr msderm ij. (High Blood IVnyutre) AutoCondenaation 
at irn thn , times per week until rwuhs are obtain ed. Mu ,t 
he coniinu^] for forty or fifty treatments (*e Ebcrhart’s Man- 

V . ' rif- a] ? '^uque ^r An hi- Condon sat inn on pages 

3 and 4 of this direction boot). 

t, ±1^: ? <> - ' ^■ctrihk' iiMsj over chest. allowing .parks 
J, ‘ ; ,r V U! ^ ] ,in <hT\vear\ Apply Sparks on spine htiween fir-t 

S-iT-1 . **?, 0t y 1 0,1 Apj;it\- each side of spine hoiW + 

m mn Jj ,\^r T ld m Ul<J Lungs. M;> treatment* of ten 
' a . 5<)n " uw Ozone Generator [or ozone inhal- 
rac " da >- SiiuwAW t*2n*« 1* «b* 

-*&£& ?. i! ?‘ ion °S Stomach. In this ire have cwnpk-w 
S oZ «ni t ,T t ? r * the stomach. V* No. 1 Elre- 

f ? " v< m!n “t« ctaity. followed byAuto- 
^aidm mtum (ph ^ gla« method) for u-n minute*. A five- 

s ™arl, T, «*?' 1 'v ■’?'■"?■ eh«»«le <H. M»»v righi MM 
f 1 ', 1 ' ■ ,I '" '"■■uefioal. Sinusoidal tW«' !> also edvistl. 

. Ira/,/,,. „ f Out, s'ntr. \„. 22 .jj Flmrade u«d dwly 
[feull rh"sln .eontnetU'iih U..-.v.-H.J. a< la* -; 1 

Viul^l SQK ' 4 f "iment i- nth i^-d in i-umfiinuii^rt with 

ttneknehr ! borntwiKo)* 

KMrtjx (ms* Aloixwiaj, + 

oiuv^TtiL i ltc ^ k 1 ^ ^ Cl - t Surface Eifectrode for li%e miiTutcs 
Birth Marks. Treat 


with 


1 Surface Elnirwle ,l]>«* uc 





omf oi iw'irr j. I'-- n medium strong currtftt, Jf ri _ Tr * 

irritable dt-i*isi for a day nr two, thtfi eDmiwm 

Hffpkaritn i irimtUr Ky« lkl*;. No. 2 1 Kli-- ir--!.r- with ■. >-r\ 
tniM current, h<rliE in Ii*f-c rumor* with the - tid t W(J ihn.-e 
taiimii v?. twfec daily 

BiOih Paint with strung Iodine and allow to dry, Then 
mt ^ 0 . 1 Ekttmfe fur k'licr ^lill Nfi, 24 EWtr^jfi iti rp]^ . 
ton lari %iih the •skin- The Iodine will k driven right In. 

Br/irti Fag If blood prer-^uve i* high uk- Aum4 VindctLvition 
applied daily, bImj No. I Elect u *t«r with nu-diuni rummi dpplid 
0 x 1 forehead ow cyts and took of ear- and nn-rk. If blond 

pnr^Ufe i> low apply -burp .vparfcs to Ipilll; fumr or live minutt-g. 
and over abdominal region bur three minuti- and over fc.wdbtad 
and n-rk .1- .ikn-c. O/0111 inhalations, ud.1111 Ozone Generator 
ali^o ilearshltf. five mi nines, flatly. 

i/rrutf PfT,'ft<tpTnrni I '*e Surlacr Electrode « Special 
iSrefill Electrode for ten to twelve minute.- daily, medium 
strength. 11 not only enlarger the breast, but make* the flabby 
breast firm. 

Jprifht's; Umrusr. Surface electrode Lt applied from eight to 
twelve miinuies over Kidneys and each side of spine at I 1th and 
Hlb Dorsal, which is an a line with the Kidneys* AUo give 
about a iwi'Kc-mitiiJte treatment at] over i«dy for ,1 general 
Constitution®! effect. Albumen quickly disappears. 

ffsorifhtill A sthMil ! -ee Asth m a.: 

Bronchitis. Sharp spark*, m-ing No, ! Electrode applied 
over che^l anti liacb* may Itte repeated every tour hour^until 
congfoiian i* relieved Atlta-OmdcSLiaiimr and Ozone mini- 
a turn.* are Abo ;uj vjsctj. 

Burn < Apply efectrode According to rize of bum tn c\mts. 
contort. until all stOK of burning dlsoppear^- 

{ 'niton j>.«. ( alIndues <4 all kiftfIs are 1 rca 1 ed 1 >y applicat«m 
of sharp .HjwLrk'., lining No, 2 .1 and Surface Hectredv. 

Cnthmulc, I’m* X-n. I El (Strode with medium current held 
ck-e 10 tin* skin and moved over .tfR'ctScd pun*. ^ 

CutOfnCh [The Soft Varietyl. Treat with No - 1 l ' r . 

E !■■> trrwte fiver the cln-cd tfwluli with .1 niettuilll sKiiiig _ • 
Five luinUtr* ,il .l ii loilg eimugh- I w,l ' e -1 ^ * 

arid evenitig i- enough* | 

Catarrh (Nasal). Treat back of head anti netk w 11 1 lCn 
Blei trwle. IV No, H and 4 up 111 11 11 -’ !n,:r ; d« «u * ■ . ^ 

with A mild current. Our Ozone ^Generator 1 11 

three to five minute* each day 1 . I real d.iilv. 


11 
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(VMfrAJrrtj. Thr pmrfan* No 1 EUvimdc with a fairlj, *tn*n C 
t^iarb applied rtchr mi I hr -kin for ,41m ill I twit m live minute* will 
Ijrini; alw«ut rdk'J. I'-c+i dmHc ointment mwlw the Electrode, 

rtricirf. I'kffs 1‘sea 4iarp ^parL fr«m No, I Electrode io 

a effect. aflfrtt'anls flvfll through Ihu or ihrtr 

layers dI gain? with iidw in close cnnlai <. medium fUnwn 

CM Exttfmftir j. High Frequency i' .in itfr.il treatment fur 
thi* condition- l—e No. I fvhvErruit oVir cwtrertieti**,. in Irto-y 

Contact, tall the >tiri I^WfllC' reth 3 rr.iEfilfnh over -pjnc drtil 
abdomen at»a advised tidily, Sinusoidal Current advUed. 

CM in ihi Heed. ' Uir Xu. I surface Klrdrtnjf should U- 
used al“»ut .in inch above root **f the wwy Application* on 
front til hr-id about one tncli Ivulc from where the forehead atttl 
hair iritv! will h^-en the wiki Also uw No. 22 ur 25 Eye Eire* 
trader as the oritiii)n* .it 1 >j> h of eye*, can he better readitii 
with tl>i* Electrode. I a few time- a day a-- you are alter 
spiytly cure OitOPC irthalatloriH -SiouTcl be used. 

Coiilts 1 1n flntum.it: ion of Colon). \". t Electrode with 
strong rumen i pa.v.tl lightly over bowel area or through trnder- 
wcjt. Duration. fifteen minute* daily hue H relieved. and then 
three tiniyi. Weekly - 

Cmutipaiim. Use a* for Colitis, finish treatment hy mdng 
sharp spark lor aUmi 2 minute*. l r -e dally. AutMTojiden- 
sation anti Sinusoidal Ctirrent a Co advi- 4 . 1 l. 

Commit it* nr r. fn totivabi nice Anio-C ’< mdnt -at ion and a 
general'in. h:|v nuM^«'iih \o I, 26 or .*6 Elect rod m his splen¬ 
did U'jnn - elfKlis. SinumdfLl Current advised in combination 
with Mold Ray* for ijeirk results-. 

Corns.. If very niudl infl.nikid do IIOE USe Xu. 21 (fleet rode, 
hut only No, 22 Electrode with the runc.ivc cufi VrwE which 
U-t lur rums and bunions. Regulate strength of machine by 
the V:si• t ••u it, 

koryia ' Inflamaiinn of IJuing ■>! and ndjaimt P.iri*.) 
Our No. 1 Surface Electrode with a mtkf nirrent rubbed sh-wU 
over and sides <d face for about twelve minute-., two o: 

three tiiru,-. a day. See al-o fC<dd in the 1 It-,id) directions. 

Coughs Speedy relief may hr nbluilied l,y rubbing ol cam¬ 
phorated oil nn chwl and ihront and then applying die surface 
r.lectrode i»n same part-* fwabout ten minute*. Thi- i- imperially 
effective (w children when u*n.d rmu^ltn lu\f faded, For 
adults al*o use No. 1 Electrode through fairly heavy dry towel 
for 5 to 7 minute*. 


Cysiiiii i InBnmatirvn .►) iW FI I adder No?., 3 1 and 12 Flee* 
trod** u*ed daily for -won minute* m fioi, then every other 


llxxndruf* r or .my -dlmrrhk condition tist- No t r,r -l 

Elwrirwle with medium current kept in dom . omaci with the 
tuHtO) twice daily. 


Deafness (Enr NhIhs.) Treat rn.i back of neck with Sorbite 
El«tr«3e Ni>. 1 f<.r about ("«ur udniitv*, riven tis? our No .s nr 
No- ^ Vasal or ]\ar Eli li -:*- Iri^-n m * .It for .1 ■. lUjile of 
rniniiTi^s at ,1 time. A1 m» treat bark of ear. down jack--. of neck 
(the Eustachian Talus* for three 10 five minute- each. it is 
vuv in fonit cases to use tin- elevirode Lip the nostril, especially 
if then is a catarrhal condition For a lunger treatment of five 
minutes, pour in 5 ur li clr«of warm gl^cenne with 1 1 £ carbolic 
acid liable using the dfcirckh.v This gives a corn]lit tine body 
which prevent * sparking artd i- tr anion abb 

Diabetes (Sugar in t3u- EIixhI ) fnjper du'l must be adhered 
to. The Surf nn* EIlhihkIp No 1 i> applied all over thu- .iIn-Io- 
mert and the liver twice a day; current should Emj >t;nnn If a 
real strong current can be tolerated plan a thin towel over the 
abdomen anti apply Surface Klcctmlc over the tup of this. 
Also u-e Aiito-l oodensilion four times a week, incfea±dtig 
irfatraciii' gradually from 7 to 15 minutes- Pewvre. 


Dyspepsia see Atonic FHIaiuni id the Stomach.) I sc >tnut£ 
Spark along both side* of the spine and 0 |>po~-iTe and aben 1 
stomach area. The general tonic effect of oronc inhalattons are 
also advisable as given bv Combination Midel* Vo. 15-and No. 
2V, t» r No Mi O/ruie Generator- Sinusoidal Current strongly 
advised for pemuLiiency atad building np of walls of stomach. 

Baracks Use Elect mde> Nos. $ or 9. with mild currem 
with ear drops as in deafness, also -Vo. 1 Electrode hark of car 
or mastoid three to seven fuioutes. 

Eczema. Treat with Surface Electnxh- 5 i" ly 
over whole area involved. After treatment dust null Horacic 


Powder and keep dry. 

in alt eye diseases. INos. 22 or 25 Kleclrndes with n > 1 
current five minuter daily, also at base ol skulk Inc 
Current should Iw ii-h*! in coiuLimation with Violet Kay-. .■ P 
granulation, calarrhat and infectious tmubEes.' 

Fissure of .-I« w.t, A cure can be expected hen 1 
Vo. 1 S for -i'Vi-n minutes dilHs 
Septet. 

f’WflflJi Once a day treat with No. 1 Surface E eel e, 

alum I five minutes is ettOUgll, 

Ptnbby KrensF. It is dninuil by Ur. Monet I that ■» “l 1 " 1 !' ^ ■ 
iirg application with Vacuum Electrode to the r,t|il ^' ti .' • 
the H.ibbv breast wilt imflunClucl)' show its Ijcnrlteial c - 


High Emiuencv Current is especially valuable 
^ 4 ) ,'•* ^ii u-n-h mild 


_ L'se Elec 1 rode 

Erubricate with our Lubra- 




(mi inlt\ (>lt- 
Chucomn. I 


Alnmt 
\irti 


h; 


ah- No. 22 nr 2J tiviTd^n 


] ML-iiruii -«£ ^totliacll i. 
i-Condensation in tawer 
I eye fnr f}\ 


r minutes daiW 


tioitr*. J'ir^i paint with strong talim ami allow n M | h . \ 
>"• I Kta-trwk- nr Xg ’4 Eltcuwl,-wi.l, .irm* fumiu 
in Io.f« contact with tin- Jon. Treat the side* of iht M l, 
well a.* ihe goitre far rise min m is, Then r:<k- hi, Ml . 


krpt 

tnlf and 
ree minutes, 
*• ri hnlK .lie 


■ — - : 11 jp 

e,jn Jtf nbTauu-d liv li^rti- rnjf \ H , jj- 

1 <ir T “ Klcctrocle. iollrjWL-d bv Nr, U 

,u pl^tnxle hvfore using. Trem fro 


. t ’ c - r thi 

rtpe 4#£barp a spark os the patient can stand for ill 
Tnai (wire daily. In Exophthalmic t’miixe til 

S"*“ Thu,, (n simple eoitTT. L'w until result* we g’biVin^f 
Numtmas run,' have Ikvci reported. 1 ^ 

Gen- wr/ttfra i Catarrhal CgOdidcm of M Ucufi tSm&S fn 
ehranir larrn'-ynod rrsulo L - 1 - 1 ■ • * - ■ ’ J n 

- s or 2 l J nr Vaginal Nu, ] 1 

Apph Lubra-Septot itu the ewcLrucic rieiore using Tir it i f r 
only seven nmiuto once a day. ^ ' c ' ' r 

rtr.Jr^ A “to ( ' 'Itimsiiiian Is the treatment. Do not 
during a -evciv jitavk 

Tuf™! Hrlt \ V ' 1 Vl - 4 ^iKCtrede three nr four linit- weekly. 
I Ills take* 4 tong treatment to obtain results. 

GrfWv (Infl ueoga ), Tonic spark to spine and solar plexus 

llsnng \ 0 _ j FJrrtnrMt^ ;..l._t ,.r . , , P’r'V 1 ?* 

Ur-ifli; Xt.i 
No*. 25 or 29. 

r,, ! M ’ N,J s Kk-ctrode up die nostrils. a ml Vo. , 

5k-ctrodeover tHe nose and upper pan of spine. Ozone infi.il.,- 
t ions are fit even greater importance, I H - \o. JO I bon* timer- 
i-raiiT fir O/onc ' nnibinariou Model*. 

HaitUcfas, I h- No. I liEeeiittdi' over furelte.id. lack of ears 
ami tank nf neck imhf relieved, 

Htnwrtfoids (PIM. list Xcn 14 nr 15 Electrodes nor 
onger tiuiti seven minutes at one I real mem wiili mild cum he, 
Hit- ]> remarkably effective. See Uritidal Ttvhaiqnr, 

Ilfrftr- Zwirr | inkling 1 H fit fling Shingles ar Rjtlulsnfni 

xhtrU H»yad&over IhnJvi. IVc our No, 24 Hmiden^t>r for tu ne- 

m, ntamt a O'n-miiiLite i ■-•'■- 

w i-lf bring relief 


I I Wtrode. Oxurte iiihalatton? are ;lRo ta-nSdab 
t -ciumtor nr Ozone Combination -UikIcIs 


I 


(ration, nbemt a (en-miruile treat mem ever} day Turn li u 'day# 


IfypnvJctisHm (High BhxwJ I'rtssuiv . 
deasaiion. 


act Local Anio-f via- 
l-i -hat 11 . stiniul,niug 


ftypoten jmn -l.civ,- Blood Pmnsun j. 

Nparks u k spine and -uTar plexus. 

Lift id I'nurn-ache Powerr, t "-e 
irinU- Nu, In nr 16 and N‘o. 28 with ’ifurtg «uni'nt. There fo 
tH -dly Ofj mrosaiion in a nmrus ^urfaev, only a M-vcn-niimitr 
Ralnitnt :a pcrtniMutile, Once a day h ciiiiu^b, AEmi u* 4 * The 

! 6 
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- * . V*plj r Sutfaer Kletir 

o| ilit - spins - HiJunm tm inch on rftrh side m 

end |In- spine. mi affected side r >r *jdes 

fink*, nv this is where I hr Itullnu 
have 


No. 1 SilrUm- I-.IrrtriKfp over i||,- | i a...,. „i . , - 
Lumh.ir/or about k-vhi mijiuu^, rqjrin^ -|,-XXe 'T 

After first week iroal n-r 2 days. Thru i m .. ^ 

3Im> SmtiHtiJiil t)iniYiior.s. ‘ • 

/Wgjj| fu[| 

-p!.l> ,1 In, n ,.. T |, e 
W-'H 1 Ti .<1 iHr hui- 

“ ■ i ™ i.uuiL. and the nerve* hen? 

1 ^'(hiiig KM]f* w itH ilie muscles r»f tilt- I, \,, n "X 
eumuiiover paralysed legs mitt amis, Tin n nv*r rhc akim, n 
^Stomach and fiver* Trtat l»r fifteen minutes ,iv a lime 

* . *? Y h \ n * v ! l11 ; V !jlt H: T llr Nfc> ' 2 should be placed In [he 
tluH > ham] and lied so %t can t slip nut. using the two 

522®?- m ? iaa f! ,be ,llTcrTcfl P' ,ft ^ as well a* the whole length *i 
eh.- inn- /f)T lifici n minute*. using olive oil at. a lubricant. Rub 
1 L well in. I Ills treatment cs mm-tarniful and vm- l* tt, tidal x* 
you gain ihe ordinary' massage, the electrical and caostituribini 
i ih i. V vr-r trr.il imrmxliJiUh after a meal. Wait two hour* 

V v '‘ t « , -nincnr> -t da> Is sufficient. Six* ill*. Simpoiclal dir c- 

nons. 

(La pnppc)- TJtat Imih sides of Spine from top 
lu , ' l! ':’ \ ’'UrL, ■■ hlennik. .itss> \real ■■st-r rln • •.■-?. 

and -idi. hi ivfttic with mild Current, < >ur W*, ft ,,r 9r.ni tie n-' d 
in if, n-iM- {•* ,■ few minutes ai a rime, He sure and treat nwr 
the Solar 2 a lr*us. Immi dl.isely after treating the spine. If chilly, 
tre.ii the spine through the dothing as ilii> is very -iithuLis iny.. 
Freaintent Lists about ten minutes on spine, five minutes on nose 
and eye- anti luv minutes on Solar Plexus, Ozone treatments 
riuMild also hi- taken two or three minutes, several tunes daily, 
hn&mniti rSbtcplcssiif^K There art- fev, e^isi-s that C7mnc.it 
hi‘ eunrl. \ H \<k 1 flltftrixli? tin spine, kirk nf riect aud ear> 
and tm hireln ad. I daily for hfleen TiiiniiTes, prefcrahfy 
Jiele^r ■ ri-irring, Al^i Imltl \o, 2 Metal ICIiTtnifle for ten to 
111 rc r ».‘ii mirujtts hi'fofo retiring. 

Jnlrslimtt tndi^fifiau ^iv Atnnla I W.itfun c»f [he Stomachf- 
iThe Siniisoidnl C'tirrt-m Is also btnrikuiJ. The diet should be 
rt'SuLtreil. 

Intis Inffamatiiiti of Iris uf Ku 1 ). i hir No. 22 or - 1 .' £>■- 
Ehi.Irudr should fx- L^ri’l, I "sc ifie i*litl rixJi' over the tfused 
eyi lidi,, .1 tru.fliirrii ruireiit strennili tor (ivt-inimites. One 

ran Li'-e the treatment ilin^‘ or four links a day for the first 
lew day- ill! i I In-Ih twice a day uocil relieved. 

/,o iftippr infliifiiKi . 

Apply Nk. [ or S Klivlrmit’ to I lie thnxit t l Jf- 
iemaily v I" nr ri n menuUs rlafty tn, |, <»-i' ronl.ir!, O^ 11 no 

Inhalation- are atwi advisable. Se<’ tlmt the ihrwii md tondk 
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an? dearcd by irh-au# «n«! w«"[ tins i-opci' ^trifle, 

Leurttrrhen I’se N", 31 **f 1- i^rtrn-iJc daily in ttmn^tba 

with antiseptic dnuthiss, 

Lobcmoior Atnxui, l ~C sharp spark along spine* rwt-r | fUl . 
j«Ls abdomen ami joinls, followed by AuTLsCcmdcu^jtifind 
Dally lTTOlTTiciU> lt fir&t- later three trvntllU?ttt- wevklv. The 
Sinusoidal Current should also tie used, 

Lumbape. L>e strong current with electrode No. \ rir \ H1 
21 over the central lumbar region* with rmucles on [he stretch.. 
L\*e sharp spark?. Relief always followsa 20 minutes treatmeat! 

The patient hold- tlit- Xo h 2 Metal Electrode (in 
his hand) which ts, of course, eon nested to the Gon-erator. A 
second party uses the hands cm the ban? skirt and massages the 
pari to be treated, If thU second party's hotels merely [ouch 
the -tin a spark will be seen which shows die current IvitLg 
drawn to point nf contact. Any given pari of the I.ody can li 
mop; vigorously massaged by placing a towel over the pan and 
Lning a mild ur strong current to suit. 

Afsth Patches. Fulgnration h the method used tor 
wans, etc Avoid de=trowing too much tissue. Use 
No* 21 Electrode* 

Mumps i Enlargement of (Hands oJ NYvk «* YViih Xn, I or 
No* 5 Electrodes treat |ht* swollen parts fur alHiut ten minutes. 
Repeat when uirte-sarv. at It-a^L owe every day. 

, Xesal Catarrh, l se No. S Electrode inside and \‘r>, 1 
hlecttodc outside with mild current three to four minuter on 
sNtcia (Jjraiic* \ rmtment & with Xo, 30 Ozone GtilOator or 

AIodt-Fs 25 and 2 f K art- uF tlitr greatest impori antis. 

.Vrrtwiuiiwr. Treat the back of the nerk r even well lip on the 
head, with No* 1 Surface Electrode, also the whole length of 
spine, li very nervous, icti minule$> is enough at a time, twice 
aday and then once a day* After a few weeks two or three times 
a Week is enough, Stv also Sinusoidal IJireCltans. 

Xcurtiithfnm. flvneral treat¬ 
ment with No, 1 Electrode. If 
blood pressure is Eiigh use Autco 
taiiLiJeti-olion; if low. use tOlliC 
sparks to spine. U’/nfii- is a dishr- 
able adjunct. See direct ion>i on 
SinusindiiE Current. 

Xturnlj*in, 1 -c No. 1 Elec¬ 
trode with medium current «ver 
piillfltl area in light contact with 
’■'kill. Treatrpsetil is the same for 
1-ilL vurtelie* 

XcUr,!tj. It) Neiiriti- we have 
.in inflamed ixmflition of a nrtve. 


If 


lit 
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iht pain simulating th.it of Khenm.m, l|T „r 
l-r,'c,nrivcy 1 urrciit is curative in d| case-, I 
livt'f atTeetcd area wiiii a mdd srdaiive current in t-i.,- 

S*"®* niusi m.t liW, I h; once or .wire 
. ■ it necessary. filR-eii mmmw for each treatment’ con¬ 

tinue limit cured. 


High 
<n rode 
crnit.u | 


time rat 
Prhw 


Obesity* Amiet nn.lcti^ition 1^ indicated. Jimfti tucallv 
MiperiWus ‘ 1 1 - > r. uk ni imperil 1 m,,li. m . Smu^hui 
< ummt is also advkJ. 

Pam u i Any S«f[«. The application of . ur \‘o 1 Mkr. 
xrrhite dire-tly over the urea of trouble in i-tare 1.1,marl is cw- 
tainlv wonderful Treat the spot uniii relieved. A mild, 
medium or strong rurreip can l.v used according l.. the part of 
the trull treated. 

Puraivsis. \ -v No. ] inr No. 2-1 EliHiunde along the course 
of the riftniLyscd nerves. and tnusctvs from the spine to the 
affected part. pan «.i die time in close contact ind jsart ol the 
* —■ ni to get *t spark. Sinusoidal Current is hIm lulna^e. 

Abacas. I Vf No, ll <>r 12 Elecfrodtj seven minutes 
twice daily. Also No. I Electrode externally over pelvic region 
with mild current. 

Piles 'ses.- Hemorrhoids •. 

Pleurisy. Eir-a rub with strong; cnittpfuiraRd nil. Tteat 
thrmih n layer of clothing with tnrtliuia current over front and 
bark until marked reddening is produced. Twice daily if nt• -- 
f-iry. iJirnne treatments are also ndvisubte. 

P01 ivy. i Har High Frequency Lubricant can Ik- applied 
mi the pan. ( -e No. \ SurfiH e I ■! iect rode fo (\ui-e spark over 
the affected un-.i. To secure tin- desired sparks life the Elect rude 
off th" -km about ,1 quarter ol .in inch, or hall an inch, arid then 
3 h.-: tt ■ 1 'iWri on i fu -kin again- AJierimre this mode nf applica¬ 
tion, A five minute application i-* euougfa at a lime- Kvliiri is 
speudy. 

Post hrmSitTt' (flm/iiffljfft. No. I IT > to »Ir th'- d ever nlfn r y ■ > 

parts helps m restore .1 normal rmirliiion. Al”" Sum-'nd.d 

current. 

Post Operator Conditions, Same a c iilniv^i and Autu*£ ure 
di-nsHtinn is also vat Liable. 

Frosi&lk Dhmm-.t. I k. Ebcrbart says he has cured over W 
per cent, of these rases, fse No. M nr 15 fc.lertn.de mh-h 
minuter, daily, mild current. See Or 111 rial Te*lin«|tie. 

Prvritfs (Itching), This in relieved by whEul; rniM smarts 
over anra. 


is 
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Ki'-t Ihiily (■ Mini* !^K^ir,v 


(Catarrh nf ihe f min'd 

*he deposits. removed }\\ your UcoltH before ttjmnii-T>nny t T + 
men! As tlk- High Frequency Violet Roy L auii^-ptie 
as ante!ckxic there is a surety "S promoting nutrition and'esint 
fishing a healthy ramfmoti of the gum*, i , Ntir ’ hy^rphe 

HuniM a couple of a 

t i Current h tiMsl 

>;h.vi.i3 and ov«rc complete dim tiOfts inr i rating p v ., r rhei c| “ 


a healthy mdiibii 
Elect mrio V-. 55 for -dun 
times a dav ami no more, 


wf 

minuto mi the 
\ mild nr tiled mm, 


k found in |Jf. Ebwhart' 
Rheumatism. 
value in ihi- disease 


manual. 


hf is-b Frequency 1 Xirrct 1 t s are of except innal 
m I \ ■ I or 14 qr 25 Electrode m taoi 
'contact with she skin mtr djfceicri area unci] relief is <ihtaiiu«t 
‘ ^ twice daily ii necessary, and until cured. Also u N > 
Electrode lor 2i> minutes mice daily, AVh.-rt painful itmdhi^x 
1 ‘ suww«l. MttuscurTul treatment is rwnimi'nd«|» 

, The No 1 Surface Electrode is umxI nvt-r the 

affected >R n With small sparks. Two or three time every mher 
doy is the mode of treatrocnt, 

Scvrj. Use a stn >nij spark over t he scar i issue. The edccr of 
our v>. 1 QI 1 k UH,-J or our Fulgurauon Electrode Xn n 
One matment gctwnillv- suffices, a scab generally forms and 
dc-'j . leaving a healthy m>rm.it : issue, Sonu-tinu^ is form ires 
a sec' eid Irt XI mem. Fqjl.m up trear mens with Xo. t Elecurde 
m close eon tact with "kin to improve rircuLirian. 

2sr;ultra. Apply Xo. 1 or 24 Electrode along the cmilse of 

7* ncrve lt> ll,uvr P-in of spine. Ten to fifteen ainuuw 
t.iily. 

Sk:n Diseases. See Technique un Eczema. 

’Spmrrrr. t se N'>, t Efcpcttt>cle with n>od crate current in 
h'shi lomact and rub gently over sprain. Repeat every lwa or 
three hours. Resl is necessary . 

Feet (Bruises of any kind). Use our High Frequency 
Lubricant first amj apply our \o. 1 Electrode over the area for 
a lea' mitiutes at a time. Relief is prompt* 

Sore Thrmt. See Laryngitis 

Sii'* Xcfk ijt!if Stijf J&inh Apply Surface Kfiri rvtdc Xn. 1 
kr about fifteen minute's, twice a dav, on joints It applying 
on neck, apply behind cars and down sides of neck for about 

t"i\?- minutes. 

Tie Dtnifourtaux. This has been sticcessfully irc.ticd by 
HE^h ru-quetn-y Ciirtvni Pt<;il»nji«i app2ii .itions with \o. 1 
Elertfodf V'ilh medium rurrent f >\it tilt einurse til the nerve, 
a-ut up[ier tJOrt nf 4jjine Do nor •.p.uk Use 1 in close cuntael. 
I-mLih' may be applied vi ith itued over die area, previous 

to treatment and allowed So dry. 

J attiililil. Sr Laryngitis, 



7 ubrrctfj0,u.i\ St-t- FlrurEy. 

f. farf. ( u; No. 1 EltTlrodc for .iltfioi fit , - 

MCI. Lift rhf Ebetnd. MMr „„„ J[."Tt 

ef ,ii Icut .1 quarter of an in'* lou S . Ilrr„ , 

y * Qr l € ? u u ^ thick, irkuyflv-lnoinu Hi ,rl: r,t,.. 

aJctTii-if Itmb. oft the spinal I'cntns and , ir) ||| e !* 

ma=:si.^ of the Itidy art' indicated. 1 '*? No. j UT 34 F r |t'., r ‘. „j‘,7' c 

UWns nttd Other Small GtauJhi. \ ... (lllrT c. - . 
Fulfil ration No, 21 It pn duces a line needle +xwk. Arm’u 
lnn P enough em growlh to mu-rfer it, A scab I™* i,id it 
drops oh, leaving ;i healthy pink tissue untkrnoath. No «■ r 
will result. Ordinary atiii-Lpur ntetbraE* -houid f H - n-^\ lin .u 
the tiiffiuejwal*. ™ 

TIVtfiffptHjf No, 1 Surf art* Elc> Erode i. used. Treat 

the suite ;i- tV.r Astlinia. The 'honr inhalation fc also ust-d. 

Apply uur No. I over the wrinkles. If u center* 
ot eye*. move lFit- Electrode outward and hi ,1 circle The 
on the forehead. I '*« ymir judgment. as to movement of Elec¬ 
trode iitqnlinif to location of wrsnlkv>. 

11W ttr: ' t tq mp. I N 0 , 1 Elect nude with n iedi uni cm»dt 
applied iti light contact, from finger tips u> and including -ly-ml- 
der ana and upper spinal centre*. 

OZONE 

PRODL Cl JOX. \\ lioirt t-r an tkrtrsr spark passes through 
the ,iir r>i:nne is liberated, Ozone is known under the ctn-mical 
sytnlwjl 03, and is an alloiropic form ol oxygen, At the same 
time ozone i- liberated tiitrmis and nitric oxides are aL-<t pro¬ 
duced* 

When you inhale ibane. you take into your Lungs, and 
itir.nugh your Lunge Into the blood, lift sustaining and -purify¬ 
ing Oxygen in it- most puieiii form, (tanw increases Osj'fiiw- 
iron uf the- blood and tissue-. and increases the number ot red 
corpuscles. 1 1 lias been proven, beyond all doubt. that t^nne 
will ijuirkly kill the most ink’Ctioufi K«ms and Mimi“Wg Jini!iJW ' 
and it will do this with mil injuring the nwi delicate mucous 
nil-ml ir iinv, Ozone provides more than ihe cfiuivalont nt irac- 
ing Mountain or Sea-shore ;iinn»?phiTir, right in your own home. 

When, lalcitti: treatment with tin- <kain , ) ihc l .triciii 
Ik- inatlr comfortable in art rttsy-dwir vt cutirli. 1 * 

body can be thuroughlv relaxed. The room u . , 

ami *%lulv darkened. Ozone should then *" fu ™ X 
mean-, ,.f a “BrunsE.m N» fUneran r or through cm 

mask, poividini in Models No, JS and No, 
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Ornmr treatment should W lukt-ri, ar hrsi. from fcvi to [ rn 
Riimilrt, onn* or twin d-*>. gradually ill*- rim*; 

-■1 treatment- No tr< .nmcnt should It" taken uniil ,ift ( -r dig- ... 
tmn has taken plan 1 , 

Dm)y treatments *>f Ozone cleans - and r^vtuli/, . |(, r 
blood. thus enabling ft to guard against ate.ek- of Mikni^ 
and disease. 

IN&ICA TfOXS. (>khu* if? for&rficul io the i liar 

air l- tj^iad. hut then- 4m ^ome cIjihmh-. in n-bti'h ir :- of par* 
titularbemdit rhesc are: Anemia, all disease* of the respiratory’ 
organs, including ruhemtlo^: infectious disease*, .md aU ton* 
ditions where there Ls irnporfinn oxiil.iti-.n and imjiaired nutri- 
twn. An ozone spray has 1 hh.ii demonstrated to be ht-aEag in 
alt forms of ulcers, etc. 

J/£ THOD OF l SING. 1 ncases where individual treat ment 
is required it is net necessary to lilt the r.-nm with u*om?, as quite 
satis factory n^iilts ran be ob lamped by u-itig the smalJ [unable 
Ozone Generator, which may be attached, to the handle of the 
Violet Rav Generator, or in some of our models is equip [in id as 
part oi our t .me rat or. It has been found necessary to filter the 
o/zone through cnemial oils in order to remove the nitron* and 
nitric oxides, f.Hl is supplied for this purpose. 

„ . V4 ^ u ’ ol wont? -hirtilil not be overlooked and cases where 

ii l?- indicated are mentioned In tine list of diseases in thi^ treat¬ 
ment book. 

The Ozone Generator on Models 25 or 1') should I*- operated 
m the following manner: First, undrew the covering over the 
ii/one Gyp and pour in enough Otjfone oil ti. till cup ‘idJi bill. 
Ih.-ji turn : :•, • S-kvtor Switch co 1 *' Having >\»m Ik-, 
place the iTia^lr ttghltv over mouth and nostrils and agitate 
bull) Remove mask when Irttathiin! out 


ii 
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No, ") on ih<- !?;irk of iJit head at ibe Ui,^ ut" vfii.- E^r.bin, 

‘in important region fi^r c-nimier-irriiaE ion; “2" jN the surface 
the CeTviciil spine and il - nerve centre*; "3" ifi the r|»rs.ll 
spitn- and centre*; *%*' the Lunihar spine ajnj centre*. and “T* 
is tlie field rjf origin Of nerves -aipplyinj* the pelvic KCnilO-Uttiiary 
org*fl iind M»ni il Ht(ijjiirntio. The pulmonary ,irvA is dchni.il k 
dotted Sines. The ra |- h r ami I eh kidney* lie behind tile lleJils 
*"3-3," and under "-1" js the spleen. 
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Tile Sinusoidal Cintent 

W&4? n IS [| Us a man scientific current «f retmrluilili. 

mf****> ««»* "'"liMiW «. ^ ^pplka.inn loTCm i 

dehratc child nr in ihe m..M mlum man Ti ,tm^, ,.,r , * 

vjectrir WWW, ri*,,, nnrl ... ... 

produce a perfect imixs.ci of .hr ,i^ Ml tlimfath (I: . . ri 

traction iinij Tdi3ttltk.il of mu*-. \ v and mtvr i| >H ,.- pr^liu'rri 

Tilt Sinusoidal Current wa*. first ds^nviri*d in IRQI L„ ri, 

DArfonv.il.i Is*. The .. ... in mV I 

of mum diMtt*-*. especially nt muscular and nervous unain 
pmvdffleflmiwtJiat the leading |.h>-ii i.n,- aLlov< i ihe wi^d 
iH'Onir inUnwIyinUT^u^l in iIk- suhjihre hr. f f| Kr|W. 
*wt«d authority on electricity, wrote Largely of the oumv benefit* 
tr. be derived fmn. the Sinusoidal Current, 

S.iii tr.iiu-ihm un.li- <>vcr.il I-k- in which he colW 
attention to the rcnuirkatik* curative* *ffs vis of ihk form 0 f 
fli'i irai nv in many C0**i> i^liE^h had hicliLTirp betn ronijjtpri^ 
incurable. 


UHA'f /7 DOhS. Oise of the m^t remarkable properties 
ol i fat- Sinusoidal Current W in im revising tin- i»jic<if rile various 
organs* mj.-Ii :h rhe heart, hmgs, liver, stomach, tniestmcs, 
biiweJ.s etc., wliitti no* m u easily readied by other mean* of eke- 
trical ircat men l. This etirmii can lie dinruil into tlu- urgans 
named liy apptying thi- runwit along the spine to the nerve 
ouiints from these organs. Many corulitions of ill-Jiva.]■ li .in* 
due it. lark of ituio nf the heart; s.-me m the weakness oi the 
kidneys nr liver. By applying the proper -liituilu*. P< tin oryaii 
ikiTiTked, the general health cun lie bull l op, 

RE.\f£MPER 71 IIS. Ahvay * moisten pads thoroughly with 
abrtki Water, no current veLlI rurne through a *fry pud. 

117/ V IT IS A PPLmn T() THE SPtML Hyciyom? 
know? and realm**. that nearly even iuth- in the body nrigmups 
in thespiiial rOn), passing out betwWii the vertebra*, havingsoiw 
ium riuti to pcrlofiu ii|son ihc organ*. Kjwjfc nerve has its oppo- 
Ottit nerve :md when each pair of nerves arc in pfswt e^usli' 
briutn. perfect Imilih is tin* result. 

Realizing ihnl ail *<ens 4 Jl iollK arc rcflrwil Cr;in-SJrritf«*i to 
the eml of i hi- nervej for-example. ihc ulna (efpjnmoiMi 
*1* (In- muev En.ni' <<n I In* elbow) living lotickcd, wnutioliI as 
intmitdintely felt at the end "i the ringer^; m' every m- i 
erijiiuniinfi in she spinal cond. K^wing lEiis im lie ts'»e, then ti. 
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. of Sinusoidal .. . ai the rooi of zny of 

kva, il U imdulriy rcHc^l r.> Hu-o^an ii|i|:i]trt| Uy {gl 
iiLTi'f -m l: a* The he-.U, luhi! . l«wi l.^nvy-. I - ■ I . .„•*> 

.^.Lib. When -1.1V - -Hi-.Pi* l,as . '? st r °rtL-, itie ,|3j 

u!lh applied hv miwns- *mu.-ouKil l U .-inuty ai the 
spinal rvuiun will be ftrlesed to U* v or^an, restorm^ h- —- 

_oil,..t, ..-t .1, to vi.bi.TV IO IlDLuV Lfv.lllili-m 


till 

aoVcj 

tll’O 


apntai rvjh'M.'Ji i" ' . n F . M 

equilibrium fscc chart a* to where io apply treatment 

proper t'j.jitin!J retjSon). 


mm 

TO ihr 


HOW FQ LOCATE 
THE FART OF 
SPIKE F< J BE 
TREATED. 

A i the hack of the 

nvL-fc Will frt‘ rmtnl ii 
prominent bone- or 
vertebra; which is 
mart- prominent than 
thu- others, Th is 
called the seventh 
cervical* ami is mark* 
ed oit the chan, 

To locate the third 
fourth or fifth vt 
ral. count upwards 
from thist point. 

i’ii locate any of 
the dorsal vertebra 
or I uni liar vertebrre 
count downward?- 
Then- are iwl-Ivi; rti>r- 
=*:d vertebrae num¬ 
bered front top down- 
w-ari.1-,, and five lum¬ 
bar veriebrw just be¬ 
low (he d<nr L -,il vet re- 
bra'. 

Bv r-iiiHiiiin ..mi | 

fevlin^ i he vertehrnf 
illung the hpiiit- imc 
can readily locate the 
putt l« k treater t 
v- i(h the 
cniiiry. 


Cbn rt Showing 
Anatomy of The 
Spine- 


liR-h 

Mil MMJu. 


&.■ i « i 


»*• 

• - Hm 14i 


r -■« i 


■ l*i 


P kU-l«^ 
r^m ■ u-it- 


“■! lu&ur 

*kv , . ■ ■ ** - 

■ la lu b|AI ■! i ■■ 

AVnr L>ntr?i 
it/ the 

tymfHUhr'ii 
System Eft 1 
Smuiaidjttt 
7 rfiiimrnt* 






















Rrdrx rtdmipur (The stimulation or all n cr ^ ]„ , hl . s ., 
jvlneh tmitrol all the v,tal organs in the hbdy). When Uf ,i n J 
haml electrode on the *piiwr at . ( nv .,f the simMni n- 

cioninK if tlw current irritates the skin, m. rev it i t] . , ]r ( f hW n lini i| 
y<™ *he spot wfverr- there k im irrilai ton. This I.m », F a 
sljulfl he train'd for five mimiuv. internipiiiig the current hy 
uUr inremiptiny handle ahm.it iwho nr fifteen times; vvm ' mir,- 
uiC. Of course, nil the i line the !.irj;e pad is seizure uvw the -ac- 
ruTii at end «f spirw. Tims you ilkeriVer the weak spins. in votir 
Spine -Uqd eoiiH-queTlLiy tile nerve-*; must In- inurrfcrtsl with, 
1 W nerves in your spine com ml nil the vital nrgans Su vour 
body and must lat attended to, If the argons in jndy h.iw not 
the nerve control. they are weak. slug^rth ami in time tilavout, 

REJUVENATIN'!; to hie I -inter i system 

ITi it treatment is Ixmefb htl in Enlargement of the Heart, 
Palpitation of the Heart, Weak Heart, Leaky Heart valvular 
trouble! 1 , Exophthalmic Goitre, t '-i-S«:l; in the Head, Wh<*>pin^ 
Cough, N’oa: Blwl a ml Ncrvnu-; D^afnis-, 

SIM SCIDAI CURRENT DIRECTIONS 

die coal-tar derivatives such as .icrtniulid and other prepara¬ 
tions are used to >iimulate the heart. After their rfjfert has 
paved ihe patii nt it whim" than before, as nature having -[H-nt 
her store of vitality i* exhausted. No itovj flf dope if you have 
yur Sinusoidal (inn roller. Simply wvs the large pad and place 
tt at thv sacrum ijust below the small of ihe fiicki and with 
om> small disc pressed at thi seventh cervical {ree chan) turn 
on a moejerate current. Afier one-hair minute turn it off. hUst 
one-half mituite, rejx-at fur five minute- in alL Stv that the 
pads are thoroughly nioistcnetE If they Iteoanw dry rIairich^ 
the trealinenit wet them again, Trcatmerttb even day uiuil 
relieved- The Sinusoidal Current will only w<>rk <>ii the altvr- 
oaiiiig current and not on the direct taineni. 

.■ I mCKGrr r,i, I J-se one Sinlisoidfll laid over the 1 1nr; I IaJm- 
bar and lhe i idler over the lower nltfjomen, _ freaiment five lo 
st-vm I n addition, treatment should o]-h In' taken with 

thi- No, I Electrode with .-tlglu Spark over the lewer oMotsi'-ii 
and inner thigh. 

.-Ixiijrmid iThin Ulon.1 i. Elaev mir hand Hpmip; doinxlc 
St the* leulh dorsal on sprite. The abdominal pad t* placed oi, er 
the sacrum. Treat for fifteen minute*. If bowels ■ Lr '-’ ■ ‘ > f 1 
abdominal pad an lower spine anti move hand *-p<>nisc ' 1 

whole abdomen, especially on the liver, h ni “'' 
hhi-d treat the wimEc spine oil each Side nl it V ,1 
need exercise in the open air and should eat t.n J _ 1 ■ 

roufel tuo.1 .I i..k. Corf Ut« Oil io *>»« fun, ‘ lhe(r 


5vs|rra XI l*i si tolerate i!, It wmjlrj In- Writ in the ,1* 
iftcni, to interrupt itu current t.if every half mint 
fijimHi’ by using "in interrupting handle, iSee <>/ 



ticiVT fur oxtdiring the blood). l l ^' 

A ^"inn JVftam f ulfill ntTvou. affection nf | K . ilr[ . 
dii.4i.itinn), ri.n-e hand ^Huii]i4‘ lit Till cervical on U, u .j| 
and aMominul pad on sacrum at end of 'pine. Treat ■,, r ‘ k 
minutes twice a day. Inillmv with Anti* t’n ml^ i~,i|f,- in ™ 
minutes, twice a day. ' ™ 

.kdAmu ,Bronchial). Apply No, 101 over the _p|, cervical 
i r-, tin* mo spnigc handles held each side of the mxk. I%*• [„ 
iL-rrupting handle and interrupt current every half minute for 
about five minutes only. I’s- a very mild current. Treat sev¬ 
eral times a day if rase i> aggravated, .See (>/mw mh.iliiu.ini! 

Rrvhu hs i Caused by kidney* I wing distended i. p|,w hand 
*pon^c at \ 2th dorsal and abdominal pud on sicmm end ..i 
^psne . If there happens to he stone in kidney, this treatment 
will cause pain, so do not treat again. Better a d™ tor 
Interrupt current even, half minute I a using the inti rniptms 
hand tv for five minutes. 

8\i\ousnru i Caused by an overloaded gall bladder or the 
bile failing to flow in the duodenumK This can be relieved with 
the Sinusoidal Klcetrtriiy. 1 -e No, 101 Eteclrnde mi the 5th 
ami 6th Dorsal Vertebra-on the right side of “Spine Bone " and 
No. 133 on the sacrum or the trover abdomen. 

Turn on current until you tVvl it on spine, never mini I if von 
do not keel it on the stomai h; tre-ai tor hflecn inmutcs. 

Bttotidtr Trouble 'Nervous fund it ions, frerjtictu urination, 
etc A. I'Luo abdominal pud just .tbow -mitral region of spine 
1 lower spine) and place hand sponge over bladder. Tre.it frtwn 
>en to filtwn minutes at a time, once a irj.iy is enough- It is also 
well |q alternate the ireatTiiem and treat over tilt* kidwvs. bv 
placing the abdominal pnd ■ m the kidneys and the hand sporty 
dectrode over the bladder. Treat for" ten or fifteen minutes, 
once a day. 

Bronchitis. L'so hand sponge on the hack of neck and abdo¬ 
minal pad over the stomach. After a ten-minute treatment, 
shut off the machine and lower the neck |xid to iwtwecn rne 
'd i f i nil 1 1 / r blade and treat lor aianhe? ten niioute^ shoNCi 

give relief, If it doesn't, interrupt the cm rent with ouriioerujpt- 
uift handle ubrnit ttfdve limes a minute for five minutes, f. 'c 
(f/one iiitinlaiii>n for reaching the weakened tube* 1 - 



Enhy. rnw, r/. Placing fh.; i wo Sprmgc E 



heart, will bring about 


\}u.' yagits nerve which control* 
fipti-dy relief, 

Ciiarrh. Rare No. S OI tp 7th ■-«% fca| on back ,j , u , v i 
ham! sponge ,n end *F spine (the sirnim) for ien in fiftESfrtSa* 
uti-si desired results Al-n treat with \V, s. . v ™ 1 

Violei Ray Vacuum Kli-rtroili op in h noorif f* r tW'tn 

tl\'C minutes to get the (I* UK- elfre i , ]f ,- vv‘ i„ of |* n „ 
b,ttrr **ctire our (W outfit. Interrupt Slnuaoidd 
OVcrybaJf minute, using interrupting handle. See Viok-r R?,r 
technique) __ ^ 

Cold E/drrmfticx, 

Colitis. 

the ni m h 


'Hie Sinusodial current » in Amenorrhea 

l-ln e >mr JU.I over the sacrum and the other over 
uwl tenth 3 hir^il vertebr.u 


Deafness Noises, Ringings iu.r , Bt> careful and do not 
usc tMS c urrent it pus is coming from the tsars. Onlv take this 
treatment when going in tied, or if you are sp.ing to be in the 
hoitH' ior hours m a time. Never go out in air after a treatment. 

PHI ear with welt-^atod piece of absorbent cotton; plug the 
ear full. Place Sponge hnud electrode on back of neck. Now, 
place well-moistcm-d wooden handle sponge electrode over the 
ear ,uid treat with fairly strong current srum five to ten minutes 
but once a day. If two earn are affected, treat each one fnr 
WV4 ‘ tl niinutrh at the one silting. Be careful not to rat in a 
draught. If you must go oul, plug the cars with dry absorbent 
cotton. See Violet Ra\ treatment for deafness o 

Eyrs f Atnspfsy i.f tin - Opttr Xer\v|. Vse our hand sponge 
electrode on the back of neck and our No, 112, the double eye 
electrode, over the rinsed eyelids. Use a very mild current for 
fifteen minutes hut once a dai The Violet Ray treatment w ith 
double eye elect rule for five minutes hastens ;i eure). 

Erth ropiosis \ Intestinal suffering). Place the two specie 
electrode handles No, PH one at 7i!i dorsal and other at 
dor&al. Apply a medium current for about live minute®. r '“C 
Once a day. The muscles in the alufoniinul e.ivjty can n<- made 
strong and well i The Violet Ray c.in be u.-^vl over abdomen ter 
five nr ten minutes), 

Exhaustion. Plane the two bate lent on foot ' s ,°‘ ! 
which i^ rovefed with a im cloth and which is comic* t 
binding post on generator. Attach hand sponge (0 **i u r e 
itiK post and place on die nape of (he nt*k mm on^ 
toleration and trial for Cell minutes, mici a da ■ . 

Violet Ray treal.net with No* 2 Eketxodc lot 

Falling Womb fPeoplauss Uteri)._ 4*S-.fffitmff 
draw knees up. The abdominal pad should Wwrfljf 

of back and hand sponge placed on a hdwn 
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fi ve I 


ind^vithershlenl fli m ! S, VVI1 minute*mi urn? side M 
nil 1 IIMU' u» utlicr -tide* 1 n’- ld« :| «" 'VMinl. if pGf»i» tl 

Alternate (be ireatmoot by umur No. 108 Rectal b.l^ 
lubricated with our Ltihr;i N piol atui inserted well up in 
with tjbduminnl pad plneed uwr abdomen. Treat fc 

Ml s mi [l--. 

Centre' ^Simple}, l-’a hand sponge over goitre and abdotn 
iruil pad uvlt acrum spine Turn current nn until yn u i<\.\ ■’ 
in the tlanrl, A liflccn^mmute treatment h enough once a jJ 
■Siva^f Violet Ray Direction^. 

(rfiirr i Kxopthiiltme). Hand upongc at "ill cervical oal 
‘pine, abdominal pad on sacrum, Interrupt eurrifni every 
minute by u?tng interrupting handle, for live minutes 

Hay ftve-r. Apply band sponge on the 7th eervka] spfo^ 
and Abdominal pad on st rum lower vpine) for five i>r ten min, 
utes. Our Ozone outfit should Ixf used in combi nation for a 
speedy cure. The Violet Ray should be used up nosirjl f. ; , r 
minutt^ two or three times a day. 

Headaches (.SicLi. Place Hand Pad iXm. 13J) over the 
>acri[Tn and the large pad between the shoulder blades, Tnai 
10 minutes. 

Ihadat ii€ i \ e rvons). ^ Sin ti so it! a I (u rrc nt with ?nu[l 

pad over S-*M@lh Dorsal Vertebrae ;ind large pad over ^cnjttu 
* to 10 minute^ treatment. 

U'\;k iiht*d Pr ( <$urr\ Same as for Nervo^ Headache. 

//rarf. Place hand sponge run 7 th cervical on bach of neck 
f IUI : w un Qti , 4lh derail ju*i between shoulder Wades, Ttert 
nr alxtui ten minuu?,. Interrupt current every ball minute, for 


three minutes, by Use of interrupt ing handle. 

fydpitation). Apply hand spongr electrode on spin*' 
end t CC ^ frca , 1 H rve on and abdominal pad on sacrum at 
1 m.n' r P 'T‘ h . 1T ’“ rrLl l*i the current by using the interrupt^ 

1, „ fi - w w ’" tt, ‘» “"'v- Til.. inurmiptioiis ,mt (IMI I'vd'v 

T h twenty times a minute. 


T ilo^ib^V^ i ^ * iC ^' tl|H ' pad over the abdonun. 

i T"'* e * nd Uc ^ side of the *pitw b 

tSS dX ,^1,1 ? m .® ,the E.* i<lc <* ,lu ‘ *!««> from »i«l» •?« 

Ahddniin.il P.n! ,.-i ,V'V' L * ruatmciu las,> ten minuBP* f‘ : 

bST vo I abdnmdr, lnt | „,] 1W th ,. R«»> 

'* with our Lubra.SepW*. 

fur mother »„ minoiJ, ' on ™ mn( "‘ tolenuion «"<t ,rc 

im^ih«t"r« v sr;‘‘i- **r .wy &'"» «f 

p.J '"f"-* "u- rm-;d. !W *><*»«>£ 


hand 

Jo 


sfKmge on >iline In-tween 


fie 
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s&rjsi Wtt ss&rx* ——* 

conJiiip>inull treatment. 'iir^ tuum under 

Ste?n^ife Th] " ,r "' a ' mi " 1 " >,OUkl n ° r * ivt " imnKtliirirly 

Kidrtryx. If the right or the h-fi Rtv^ you pah., fl fi am* nn 
JjcttfT apply hand sponge ctmiorle on 7lh ^ tiltvc on 
mxk and aixEummal pud of sacrum .*r»| U-i cum-n- <» mi,-,. 
pDn run for ten minute*. Then, using nur iurtirupung Ei.-imltV 

»i minute for 

i.ut five minutes, \ few treatments will contract the kidnev 
n jxim persist*. despite tlti* treatment, there must In- a st-.-v Ln 
thtr talnty. A dot tot should he consulted ai once, 

Lircr l motion, Flooe hand sponge on 1st to 3rd lumbar 
aitu the dxfonuna! pad on the -.u ruin (end of spin?'). Let cur¬ 
rent run for run minute and then, w iili the tnttrrrupdpg handle, 
interrupt the fur- m every bplf minute for five minutes onlv. 
■I his latter t untrue;*t the liver mid funofs contjc^iion out, 

Lumtwgo. I se ihe Sponge I* li-> in de over the spine at ihebth 
nnd SiJ» dorsal vert* br;e and the abdominal pad nver the painful 
ansi. Treat lur about twenty minutes, twice a day n first, 
and then once .1 day until relieved. If it hurts most when you 

bend over apply sponge hum I dcccmdu or $ih anti 10th 
dorsal .■spine. If it hurls most when you straighten up, the 
1 ! O^'er I he f»th fti 9lh dorsal is the mode nt trvalrmm. Nv 

\ ii'li t Ray irfhnii[ue whit h, when used in combination, brings 
about quick re-tilts 1 , 

Mammary Glands (Caking and inactivity)* Place Hard 
spotigt' electrode over -fnd and 4th dorsal -711 nt 1 3(sl the 
wooden handle sjKmgL- over firs I one, and then the ether side. 
Trcji for fifteen minutes but once h day. This also enlaces the 
gland* and consequently the breasts. (The Vkvlet Ray in ruin- 
binatioii absolutely lilts out the chess muscles). 

d/rarrrpy I septrr \’t>. lb.t with a piece ol wet cotton pl^< j'd 
ovvr it. Stand on it with lirah bare feet 1 never tuind it irte 
plate is not latgt enough so long a,:- the two /eel are 1,1 l0r, j‘ lt 
with ii). Take your Imtul sponge dec 1 rude or die * ■ 

tfnrt .it the nape of the neck, not ,in the spun: h^ue, mil ' c * 1 " 
out inch on either and move the i'lecr™le mow . . 

the whole length «f the spine, firon one side anil u , F 
other. Next hold hand Sponge ovtT thv l^vei .no 



M om 


. ^_ f ifir trouble i 1 ' fini■'iI\ in the place h<U|j) 

©nor the nkt«iI npinc« down IUHU 1 the eml *tntl leave i( tfeift ^ 
wn minute- OnC can all uver ilu- leg* if i!,ry '« 

well as the front of the Ihh!\ I hi* treatment will t a J«. a)w ^ 


twenty minutes, once a tiny enough. I hi- V'iolei m y 
aIhi 3h- used (see ituit ructions under this heading). 

Menorrhazfa (Profuse M rntf ration*. Apply ;i strung CUri 
rent over ific bladder with tin* hand sponge elect rode, and 
abdmntnaJ pad "O the ^tn.dl of luck. Treat fur abuur . ' 


minutes, 


itn 


Mrustrat Pains. Apply hfltltl -ijNingc i jv m 3rd and 4th donsf 
spine and abdominal pad uver abdomen. Treat about tm 
minutes twice a day, 

Oitesity. t’si- Sinusoidal Current a* in Headache directions 
f oII<kv 1 1 y An to*Coni k risar i t m. 

Paths 1 of \nj Sci The appiil at km of ruir al dumtnai furj 
as a dispenser can be used. If pain is anywhere in the hack 
from the fleck down to the end of the spine, place abclcmmaj 
pad over the solar plexus. 1 hen use hand g^dngc on iht nain- 
fui spot arid leave it there. Turn on current to federalim ,tn<J 
-i_i for fifteen minutes. The pain will In,* cased or dt*|ttr*ed~ 
If pain is in the front j^±rt of body, place abdominal pad over 
kidiH-i> e,r un Sacral pari <■! spine lower spine) and u-. hand 
sponge over the pains id ana for ten or fifteen minutes, ff pain 
lH 111 c ^°th on foot plate, which is, ,,t oottnw. on- 

ncctei] with hintlih^ jjost on fionerator, and use band sponge 
over painful area for about fifteen minute?, line ur two ireat- 
iTL(;nr? a day S.s enough, 1 sc the interrupting ha mile for five 
minute.-*, and interrupt cum.ru every half mimuc. 

Pnralysis lArtn «*>r Amis i Our handle sponge elect rode i$ 
in i TeiKil and applied over the 3rd to 7th cervical nerves on 
I ark of neck, not on ihe spine Ihhh- in ihe middle, hut jiKt ■' 

tI. . ■ V Uh :fh ■ T^X An . imh The abdominal r *ad is pl.nid o« 

■ r '“ i<f ' 1 ? 11 em of spine, lim-rriipi the current bv u^inp our 

\u!‘ rn V in ? hm,l,le \ interruptions are from twelve to lift?* 
.h- ,i imntiiL, and length of t real mem is htu five miners 

Jho dii i r !fS tmenU cai1 in ft day at fir*, 

dtot | |,| be dropped to two in a few weeks' lime and finnlly ^ 

niinrn at “° Eri:|t tficnl !> :i11 over arm far about 

t itraly = :• I Infantile hilioinytliib}. T\ii- condition k ,r1 

«-*■- - -. S2SS&* 
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™ the abdominal pad is liablein ho ton large for t 
ruj.T current, which must lie mild for lt r hilrf‘ 
interrupting handle lor five minute* only. Tin- 
3rc *«ni» riiltnm* for five tninui, ■ 

parts with the hand, Do nm | 
nave a doc lor wateh the pi > wi-.-of iht» , al ^. 

and arms, nitre .1 day For icti minutes 


child Enter- 
1 >y lining the 
interrupt i 1n - 
the 

tIi is. Better 
Treat ttUi-Scles 


Persislrrtt //jh'ohj -hi Tu g-bn 
-■ntitlJ sponge handli * 1*11 oithet -ide 
vical nerve fe.tr aln>ui a minute r«r 
I hi-, omtratts the ijLiphnijtiti by 
nerve whit Ft cort Inals ir 


in mini Erne relief, apply the 
1 f 1 * tw neck at the -kh ccr- 
! \vj 1 : l c a 11 ilt' r ,i tiii- current- 
Mimni 1. 1 Hoil nf t]ic phrenic; 


PM?* (Hr mum rrhuids). I se the No. Ifis Metal Rectal Flet> 
irtxtv. l.ubrk ate lilt* Kknn*ud!e with ..»r f.uhra-SL'pioL p| ; ,ot* 
the’ abdominal pad over the stomach. Insert rectal i-k-ctxodi in 
hnu-,-1 almut three inflate. Ti@im current nn until you kd k 
fus 8hi ■ilidomcn. 1 -ikt- -iljout -i fiftOTn-msncitc ifcsttcncnt, Vou 
w]N find many trebles and conditions clear yip that have failed 
to yield to anything else, .is well as the disappearance d the 
■menus] pik-s, bleeding, itching and heavy tbndtuon nf lower 
F '' ‘- /■*!=** Violet Uav instructions for quick and lasting 
resirlts in combination with this treatment). 

Pro sir Jh Gfami (Hypotrophy). The gland h, of course, en* 
I.Lru'Si. Apply our Hand Sponge El w trade over the 12th dorsal 
m-rve cm spine and the abdominal pad on the sacrum at end of 
Interrupt the current by moans of our inicmipting 
handle, about lifttfn to twenty pjots rttry minute Tor five mia- 
ule>, rmly once a week. Remove pad from sat-rum, and place it 
o\it the r-niTiuieh and to iPti- other cord attach the So. 3US Meta! 
Keruil Electrode ajid insert up ir rectum about three or four 
i!i' .ii*> and pre>s it against e lit*- front wall of the rectum, towatiis 
the bladder, which i? against the prostrate gland- Turn on 
steady current and Fet it slow fur ten minim* at a treatment, 
mu n. ;l cIli y is enough. Tlits combined treatment can be taken 
at the one time, |i is wise to use the High Frequency' Violet 
«*y ftlass elect node in rectum for seven minutes on al icraate 
days for -.jH.-edy cure. [>r. EhcrFiart of C hicago, HI*. claims 
■I[jk 4■)y|i-||re in yu per cent, of \ hW> erase,', 

Sufi Aftjt anti Sufi Jointx. (Follow the ’•aine technique . 1 * 
URt d under Pains of any son 1 lyour own judgment as ro 
where to place the Abdominal Pad and -er Violet Ray ledmiejue 

also. 


Surr i'rrt, (Hitrile lech nEtp.tr as its**! under fSiiiisofanv s 'rl. 
Violet Kay leclinlqur). 


11 .ml Spang? mi Hit* n.i|« of ih« ntscSt, 


;r. j- ^r/EriSi 

Pad m Snd .plm «■ Sacral Spiu 

1 U1 n ,rv ,- I u , rt m id torn minutes. 1-1 hold tbtsc 

Ih, ("h f- ^ in I dace a (>i1 it rw I jet w*. _■ n t wSffk of chlttr 3sd 

£$ X IpbW Kay *^™^r 

Sicmoth {In*etSvity)y Mac* our hand *I»n*c « 

the Isi to 3rd lumbar spine and the iibdotum.d pad on t^.- sac¬ 
rum ,iid r,f spine. Trust for ten minutes,, It tins doe™ t 
amuse activity use the intfimipknu hatullo, inlcmiputifl ..il- 
current about twelve to fifteen times a nunun' unly live 
mi nun-. One treatment a day is plough. Manjlluu* r^uU* 
■ic'cnie. (The Violet Ray can 1 k> used m combination with 
gratify ill£ resists). 


rofiftvrurdiu (GsUftl the American disease caused by hurry, 
exci E etneai, wtry* i ■ tC- 1 . PIace c he Hand spon pc elec e in x le ciri t he 
7ih cervical at lxu k of tiecik and the abdominal pat! over the 
sacrum at end pi spine. Interrupt the current about twelve to 
fifteen limes every mi cue to for five minute* atad then lit the cur* 
rent How evenly for another five minutes. Vow tone up (he 
heart by artkm mi the vagus ntne and thii* (fee rate of the pul^e 
is brijURhi down to normal. 


Tupru AYrrc (li.i-. everything to d^ in control of heart)- 
liy applying out hand sponge elect rode on the Ttli cervical .ind 
our abdominal pad <m the saci'TOtt at end of spine and letting 
current run for five niuiuies, then by msiny; the interrupung 
handle and interrupting the current about twelve times every 
minute frrr another five minutes. one will he surprised how nutty 
synapinm- of su tiering are relieved by siEmulating. this ivoiuffif 
ful nerve. 

Wotnft (Subinvottaiion , Pt;ire our hand sponge eJoctrode on 
\tw S-.c and 3 rd lumbar spine. i he ahdominal pad on the ^wrutn 
at end of spiBic. Let the current fl.>w for five minute and then. 
u ' s ’ n W the intiTTiiptiny: handle, imerrupt thecurrent about twelve 
to fiftetn times n minute for five minute- moo*. The womb wdl 
conir.ict, _a* any doctor can verify, hv arid of the speculum- 1,1 
a diort nine it will resume its normal position if xhtro an? ^ 
adhesions, 



11 hooping (.aiigh, \. sotm ^ ilfci- f-n^hin^ hurrv 

.iml pi-no hand spPrtE^ elccinnik- mu chi- Till ivpi-irai m \r.uk -,i 
i*ek Hind the abdominal p;nl mu r u. "icrum ;<i i-nt[ ip i spint- Tr- 
lerrupj rurrciit twelve limi-H every minutv lor three or five 
rainmt-- with file itnsTmi^ttiiE fuiiulLi- .*im| tbu spnttn will Ik 
prevented. Thin will -liurtvn flu- M.ifTeriiiE and bnii^ almiiT 
tf'CS-'.itii.'Ji uif ihi" 1 nuikti—i'inr .-mlit i--ai 











HOW itJ OP^RATH N.KIV XtOPi-.LS 

Study the rut of tin- di^Xiim vhirb -Ikw- m.'irily t0 
iurn os* Lhe different cmrenl* >*n tin brp-r mwli-U 
^nnwlrl- have only inn- kri<jfi i«> turn whifli nt.ik< . the 
njrtvni i»r wi'.ik. 
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New, Startling Development 
of Electricity 


P ERHAPS the strangest force in 
modern science is electricity. No one 
has yet been able to tell exactly what 
electricity is—yet none of us can live in 
this world without realizing its many 
effects every day. 

Electricity has nfade possible an era of 
improvement such as no other great in¬ 
vention has led to. Electricity has given 
us the incandescent light, without which wc 
might still be burning oil. Electricity has 
made possible street cars, without which wc 
might* still find it necessary to use bicycles 
or horse-drawn vehicles. Electricity has 
made possible the use of high-speed auto¬ 
mobiles and aeroplanes. The farmer, the 
miner, and the builder explode dynamite 
with an electric spark. Machinery is 
operated everywhere by electricity# Elec¬ 
tricity made it possible for us to talk 
through a thin wire from coast to coast. 
Electricity made it possible for us to talk 
to a ship in the middle of the ocean with¬ 
out the use of wires. Electricity made it 
possible for us to send dots and dashes 
through telegraph wires. And so electricity 
affects us in ways we little dream of as 
wc go about finding the source of, or the 
reason for electricity. The greatest minds 
in the world have been applied to the 
development of the effect of 'electricity. 

Electricity as a Curative Agent 

The wonders of electricity have never 
been traced to their source. It is a mys¬ 
terious, magical power that is being de¬ 
veloped in some new way every year. 
What more natural then, that this mys¬ 
terious power should be applied to the 
field of medicine? Someone found that a 
mild current of electricity running through 
the body had a curative effect. That was 


the starting point from which improve¬ 
ments were made. 

With the perfection 
of the small storage 
battery came little 
machines with stored Nv fjtk 

electricity which could /VbNcm 

be drawn upon as the j 

owner desired. Then 
camc electric vibrat- A fir 
mg machines. These Anil \mV I J? 

devices, while crude. Wl'W-tl 

made use of elec- Ewn a child can 

, . . apply Violet Rajra 

tricity as a curative with the Violetta, 
agent. But the real 

value of electricity in the cuflc of disease 
was not discovered until the perfection of 
the X-ray machine. No one needs to be 
told how the X-ray has been used in the 
treatment of skin and internal disorders, 
even extending to the treatment of cancer. 
No one needs to be told how the X-ray 
machine has been used in searching through 
the flesh for hidden objects. No one needs 
to be told how fractured bones arc set 
through the aid of the X-ray. 

The Discovery of Violet Rays 

Perhaps the most remarkable develop¬ 
ment of electricity as applied to modern 
medical usage, is that of the Violet Ray 
machine, or as it is known technically, the 
High Frequency Generator. It fell to Nikola 
Tesla, a young Slav scientist, to discover 
the high frequency current, or Violet Ray. 
Taking the prunary current which is used 
fur commercial our- 
poscs.such as furnish¬ 
ing the motive power 
for street cars or for 
lighting, Tesla found 
a way to convert it 


MM!™-. 
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into high frequency discharges. In simpler even penetrate a piece of plate-glass two 

words, he diffused the heavy stream of inches in thickness, 

current into a discharge of mist, like the 

ascending mist which hovers over Niagara 3. The High-Frequency Current gen- 

when the mass of water that rushes over erales enormous quantities of Ozone during 

the falls strikes llie rocks below. If you |t s flow. The actions and benefit!, of this 

were struck by the full force of the rushing, wonderful health-giving clement will be 

crashing water of Niagara, it would kill described later. 
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High-Frequency Current produces such a “Tissue Resistance" and “Cellular 
marked effect oil nutrition and general Massage" 

health. Cellular massage is more pen¬ 
etrating and much more beneficial than The normal resisting power of the health 
muscular massage as produced by median- tissues of the body to exposure, the wear 

ical vibration. and tear of work, and the influences which 

No Shock, No Pain cause disease is called "Tissue Resistance." 



Above all, the When "tissue resistance" is at the normal 
strangest phenom- value which wc call par, the organs and 
cna is the complete fluids of the body are proof against many 
absence of pain of diseases that attack others, and will heal 
// ]| \V/ l{\ any sort during a very quickly if injured or otherwise sick. 

AgW Ja\ VIOLET RAY 

treatment. The ab- 
sense of pain is 
due to the inability 
, , of the sensory 

Violet Rnys are narrate*!!— 
even t» infants. Then: nerves to comprc- 

ia no abode or j.aiu. hend the very rapid 

vibrations produced by the High-Frequency 
Current, just as wc have vibrations that 
cannot be recognized by the auditory nerves 
as sound, or by the 
eyes as light. , 

Discard the crude 

idea that "shocks" J\ 1 

have the slightest A 

relation to the \ 

medicinal action of va 'v/\V^ I 

electricity. Tijlll T 11 

"Shocks” of any™*Jt.y. - 
nature arc impos- the country with 
sible with the VIO- ™ ra " k * w * ■««'“ 

LETT A and it can he used with the utmost 
safety on infants as well as adults. 

The capabilities and energy manifest in 
the above phenomena have their most useful 
application in the treatment of diseases in There is no better action than that of the 
which the nutrition of the body needs to be VIOLETTA High-Frequency Current in 

improved, the nervous system reinvigorated, energizing the impaired power of nutrition; 

and the physiological functions made to and in promoting an increased capacity of 
perform their duties. Violetta treatments the cellular tissues to 
arc exceedingly agreeable and go' far to take up more oxygen, — 
turn electrical treatments into a luxury. more food and more 

“Your outfit No. 1 received yestrr- “Since I Live received my XL^'v 

day ami treatment taken last night- machine from you I hnvc by it* l«- H 

It did me more good than gallons uf use for the past three weeks, been \_x I 

liniment in tb> way of relieving entirely relieved of a pain m ray 

pain.” —Claude A. Rankin, knees." —Edward J. Jackson, /'h kc) 

Murfreesboro, Arkansas. Jersey City. N. J. f 0 Ja A 


you. But the light mist would only he an 
invigorating spray. And that is what Tesla 
has done with electricity. He has so 
wonderfully divided its force with millions 
of tiny harmless units, that Violet Rays 
can lie applied to even a mouse without the 
slightest harm. Indeed, babies are often 
given Violet Ray treatments because of 
the amazing curative value. 


4 . It is possible to excite and light up 
any glass electrode from the current pass¬ 
ing thru the body during a VIOLETTA 
treatment. This can he easily demonstrated 
by holding in the hand any electrode, pre 
fcrably the metal electrode No. 6, when the 
machine is ill operation. Another electrode. 


One of the marked characteristics of a 
reduced state of normal resistance in the 
tissues i- the increased liability of the in¬ 
dividual to suffer from slight exposure, to 
take cold easily, to become fatigued easily 
and to lack the vital energy of the sound 
state. 

If the standard of normal tissvtc resistance 
is restored by prompt treatment the acute 
disease is quickly overcome by the energies 
of nature. If it is nut restored, the disease 
tends to become chronic. In order to cure 
(eradicate from the system) many diseases, 
it is ^merely necessary to build up the tissue 
resistance, then nature will do the rest 


Until the discovery of the High-Frequency 
Current and its development by Tesla ami 
D’Arsonval the wonderful results in the u.:c 
of electricity for medical purposes were 
obtained by the so-called faradic and gal¬ 
vanic currents at the cost of severe pain 
and muscular contraction on the part of the 
patient. However with the jicrfection of 
the HIGH-FREQUENCY GENERATOR 
this very beneficial form of treatment can 
now he taken with absolutely no pain. 


In order to keep tissue resistance up to 
par, it is necessary to keep the cells of the 
tissues in a tonic state. This is done by the 
cellular massage of VIOLET RAYS. * De¬ 
viation from normal nutrition reduces the 
toughness of the cells and makes them more 
susceptible to the enemies which are always 
on the alert to attack the human body. 


Phenomena Produced by Violet-Rays 


1 . The High-Frequency Current is uni¬ 
polar. That is, it does not require a com¬ 
plete circuit. From the attachments or 
electrodes you can readily sec the violet 
color reaching out and flowing into space. 
It is capable of traversing long distances 
as ether waves as in wireless telegraphy 
and telephony. 


Violet Rnys hnvc u toothing effect upon the 
entire nerve system. 


when held by another person, will light up 
or become excited even when held a foot 
or so away. This demonstrates conclusively 
that the beneficial High-Frequency Current 
not only permeates every cell in the body 
but emanates from it. 
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active functions. The VIOLETTA bc-^ 
comes the decisive means of restoring and 
maintaining the resistance of the cellular 
tissues at par. 



For building health and strength there is nothing 
like Violet Ray*. It permeates every celt of 
the entire bumnu orgauisau. 


Either Stimulation or Sedation 

The VIOLETTA can be used both as a 
stimulant to increase circulation and as a 
sedative for constitutional effects. 

Stimulation—By holding the electrode a 
short distance away from the part to be 
treated, small stimulating sparks are pro¬ 
duced. The stim¬ 
ulating action of 
the VIOLETTA 
is deeper, longer 
lasting and inure 
beneficial than any 
drugs or drinks. 


They arc not followed by a reaction; they 
create no habits; they are wholly beneficial 
without any drawbacks whatsoever This 
property of stimulation makes the VIO¬ 
LETTA invaluable in the treatment of 
Rheumatism, Lumbago, Neuritis, Skin Dis¬ 
eases, or wherever circulation is desired. 
This treatment can be given without remov¬ 
ing the clothing. 

Sedation—This is produced by holding 
any electrode in one hand or in contact with 
any part of the body. This treatment is 
very pleasant anil highly beneficial; the 
tranquillizing and refreshing properties of 
the Violetta sedation arc indispensable in 
the treatment of Neurasthenia or any 
nervous ailments. 

What Violet Rtty.H Accomplish 

. When daily treatments are given with 
the VIOLETTA, the following effects have 
been observed: 

Return of steep. 

Increase of strength and vital energy. 

Increase in cheerfulness and power for 
work. 

Improvement in appetite, digestion, etc. 

Increase of blood supply to point of 
application. 

General increase of local nutrition and 
progressive improvement in the general 
functions. 

Increase of secretions. 

Soothing effect on the nervous system. 

Increase of oxygen in the blood. (Ozone 
being driven directly thru the skin into the 
tissues, accomplishing an “ozonization” of 
the blood.) 
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Trouble, Intestinal Derangement. Sore Throat, 
Cuuglti, ami particularly r.o in Neuralgic rains, 
and Headaches, In fact there is hardly a pain of 
the human iramc hut what it wilt alleviate if not 
curr." 

Headaches—(Extract from Dr. Eber- 
harts Manual of High-Frequency Cur¬ 
rents.) Pages 228-229-230. 

"Frontal or congestive headaches arc re¬ 
lieved by passing the vacuum tube or elec¬ 
trode back and forth over the scat of pain. 

"Keep the lube in loose contact and pro¬ 
long the treatment until relief takes place 
which will usually be about five minutes. 

"The diagram outlines the areas where 
headaches occur. This will be useful in 
suggesting the probable line of treatment 


A few minutes* application of Violet Raya to tin: 
center of pain gives almost instant relief. 

Headaches 

A headache is a symptom of some local 
or constitutional derangement and not a 
distinct disease. Few drugs are directly 
curative and some arc paralyzcrs of the 
heart and some destroy the red blood cor¬ 
puscles. The coal-tar "headache powders'* 
arc doing much to undermine the health of 
those who take to them frequently. 

When High-Frequency removes pain it 
also builds up the forces of nutrition and 
general health. The most common use of 
the VIOLETTA is the removal of head¬ 
ache, and in such a way as to leave the 
system normal and not "doped”. Long- 
lasting relief, is the rule, but some forms 
of pain return, ami for these regular and 
persistent treatment is required. 

The resources of the VIOLETTA are supreme in 
tlic treatment of almost all forms and intensities of 
bead pains, a* is shown by this testimonial from 
W. C. Piucliiu, 1966 Valentine Avc., Nc*v York 
City; who writes: 

"You have not a customer on your books 
who is mure enthusiastic regarding its beneficial 
effect upon nearly all the aihnenta that flesh is 
beir to. If it could he introduced into all families, 
numberless doctors’ bills could be avoided. 1 have 
found it bcnclldal in Rheumatism, Gout, Stomach 



“Headaches at A or B arc congestive or 
frontal. At A they may come from errors 
in refraction; frontal sinus disease or nasal 
disease. Stomach diseases also frequently 
cause pain at A. Constipation A-B. Decay 
of front teeth A-B. Anemia, endometritis, 
bladder disease, C. Middle car disease, 
throat disease, eye disease, decayed teeth, 
D-E. Womb disease, spinal irritation, 
nervousness, E.Ovarian reflex pain* 
usually at C and E. 

Neurasthenic head¬ 
aches involve the back 
of the neck.” 


/'•SnSldfUiUir 



“I suffer periodically from migraine (sick bcad- 
ackcaj and have found the Violetta is the only 
thing that will give me any relief. It is also 
splendid for scalp treatment. 1 am going to 
England in a few weeks and since 1 have hAutiled 
from Use Violetta in so many wa/a 1 desire? to take 
a battery outfit along as there ia-no commercial 
current where 1 am going.” 

r—Mrs. is. W. Alack!uccu, Winnipeg, Canada. 



(C) Jeff Behary 2020 




Pack Eight] VIOLETTA RAYS 

IttlMMIMOIMinMaimin iM iai M tM Mim i MWWIWtB I MIMMnB IMlWIMW aWW I MW Ili l WIMIlIWIBMWtl^li nnillW U iWWMWM MMM 


VIOLETTA RAYS (Page Nine 


Rheumatism and Uric Acid 

There are two kinds of rheumatism- 
muscular and articular. Muscular rheum¬ 
atism affects certain ntusclcs and is called 
by special names such as lumbago, torticol¬ 
lis, etc. Articular rheumatism involves the 
joints and is also divided into several kinds 
—acute inflammatory, chronic arthritis, etc. 

Nothing in medical therapeutics is more 
certain than the absolute relief to all forms 
of muscular rheumatism which can be de¬ 
cisively treated by the VIOLETTA. Often 
the stiffness and pain from a new lumbago 
is banished in five or ten minutes. In a 
severe chronic case the first relief takes 
longest, and the second and third treatments 
take less time. Compared with other 
methods the curative effects of the VIO¬ 
LETTA treatments are obtained with ex¬ 
ceeding quickness. 

Articular rheumatism is not a primary 
disease of the joints, but is the effect upon 
them of a condition when the general func¬ 
tions of combustion and elimination arc im¬ 
perfectly carried on. In the whole range 
of difficult diseases few can be more greatly 
improved than can articular rheumatism if 
in bad cases time is allowed. The whole 
state of the body calls for elimination and 
nutrition and for these actions no agent 
equals High-Frequency. No other agent is 
so safe and sure a pain reliever. No other 
agent can so well tone up the faulty func¬ 
tions and reduce the circulation of irritant 
products to a minimum. No other agent 
can do so much to restore the impaired 
energy of muscles. 

The chief contributing cause of an ex¬ 
cess of uric acid is over-eating with too 
little muscular exercise to burn up the 
amount of food. The nutritional dis¬ 
turbance which lies at the base of “uric 
acid” calls unmistakably for High-Fre¬ 
quency treatments, 
which is the only 
genuinely curative 
remedy. There are 
drug palliatives 
hut no decisive 
drug cures. 




Rheumatism, no matter of how lone standing is 
relieved quickly through the daily ap¬ 
plication of Violet Rays. 


Prof. Apostoli and Prof. D’Arsonval have 
demonstrated and many others have con¬ 
firmed. the profound effect of High-Fre¬ 
quency upon nutrition, increasing the elim¬ 
ination of urea, carbonic acid, and water, by 
from 40% to 50% and by reducing to a 
corresponding amount the uric acid in the 
system. 

The consumption of oxygen is increased 
by means of the Ozone generator and the 
products of incomplete combustion are di¬ 
minished. It is certainly Letter to dispose of 
uric acid by oxydizing to urea, than to use 
solvents which do not lessen its production 
and which only palliate the evil. The trouble 
with an alkali is that the acid reappears 
next time about the same as before. 

With Violet-Ray treatment rheumatism 
of any form will gradually disappear and 




Ilarry Piekbart, Now York. N. Y., writes: 

"1 had a king siege of rheumatism. 1 could 
hardly walk at times, and after taking a treatment 
I was helped a great deal and could walk com¬ 
fortably. After a few treatments 1 was entirely 
well again. I have also been giving my wife 
treatments for neuritis with great success." 

One of the mnst remarkable cases is mentioned 
hy a Michigan physician in an article contributed 
to a western medical journal: 

"Another case." he status, "was chronic rheu¬ 
matism of the knee, which had caused limping and 
much suffering for a year. Tile first treatment of 
fifteen minutes wholly relieved the pain and the 
patient walked ofF without a limp. Symptoms re¬ 
turned within thirty-six hours. After fifteen 
treatments applied every second day the lcnce re¬ 
mained well. 

A New York physician in reporting a cure cf 
rheumatism, says that the patient informed him 
that benefit continued fo bo felt even when the 
course was over. This answers the question often 
asked as to whether the treatment does oat have 
to be kept up indefinitely. 

Lumbago 

Sufferers from the excruciating pains of 
lumbago can get relief from \iiolct Ray 
Treatment, as indicated hy B. F. McGrccvy, 
of Billings, Mont, who writes: 

"I find the Violetta Generator especially effective 
in lumbago." 

Lumbago and pains in the back arc removed And James A. Frame of Seattle, Wash., who 

quickly by Violet Rays treatment. says: 

"I have purchased one of your instruments for 
... , ... c n . the treatment of Lumbago and find it very 

the improved nutrition will finally correct beneficial." 

the fault at the fountain-head. And read thfs interesting letter from L. E. 

_ - .... r . .... . ,, Sislcr of Detroit, Mich.: 

Dr. Cora M. bran sun. Eau Claire. Wis., tells 
«"»• *«■ »'•>■ •*« 

mt i ii . ,, , , & Twine Co., of tin's city dropped into the office 

I had a call to see an old lady 72 years old. an d j„|j mc a | >IJU t y 0 ui Violetta, gave me the 

who badnt walked for one year. I gave her namc of a gentleman who had one and who 

twenty treatment with Just the Violetta and now | loughl j t t „ wac w | Icn he had an attack of lum- 

ahe gets up and walks around as well as ever. She hagPi They further advised me that it worked 

was a victim of, rheumatism. All the swelling left llkc a c i, arm . i have an attack ci lumbago any 

alter one week. where from three to four times a year and I am 

And here are a number of other letters wliicb herewith enclosing you my check and wish you 

prove the valucsof the Violetta Viojft Kuy machine would send me one of yum- outfits." 

in cases of rheumatism. Read them all. 

D. B, Scger. M. D., Morrison, III., writes: r , . 

“I have found the High-Frequency Generator UOUl 

very clncient in Neuralgia, Lumbago, and Rheu¬ 
matism of the joints." Gout is a nutritional disorder with an 

Suh’,"™”; tambfc and excessive formation of uric acid, character- 
rheumatism, and was all but helpless. I finally i zc d by the gradual deposition of urate of 


dim of the joints." Gout is a nutritional disorder with an 

S'nTv."; tumble and excessive formation cf uric acid, character- 
umatism, and was all but helpless. I finally i zc d by the gradual deposition of urate of 
r your machine iu a catalogue. , , , ...... 

It simtdy has done wonders for me nud my soda in and about the joints. 

&r.is!2f •vjFda Thcrc « *» *»“«“• b >- irainin s 


"It simply has dune wonders for mc aud my 
familr and 1 would not he without it at any cost. 

“Many traveling men who stop a\ my hotel., 
knowing my condition for two years and pore or ability to produce 
have asked me what brought me out and I take .. , , _ - „ 

them upstairs to our rooms and show them til* deeper acting, 

Violetta." . more quickly adtnin- 

Ctaudc TifTt, Seattle. Wash., wntes: . , , , - - . . 

"i fed so thoroughly pleased with the resutt istered and infinitely 

of the first day's use of the Violetta that 1 am ...no.;,., niiccmn nf 

herewith informing you that in one application of s P *, ‘ 

fifteen minutes I was relieved of a rheumatic tflC Violetta Spark, 
pain of two years standing. I had not been entirely ‘ 


"Have used your Violetta High- 
Frequency Generator in treatment of 
Rheumatism with much benefit." • 
—Mrs. G. E. Thompson; 
Toronto, Out.,-Canada. 


(C) Jeff Behary 2020 
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Sciatica and Neuralgia 


Neuralgia means nerve pain nnd in its 
simplest form this pain is the “cry of the 
nerve for food.” This implies that in all 
eases of neuralgia the nutrition is below 
par. Tliis again means that the High- 
Frequency Current is the most active agent 
in feeding the filaments and cells. 


Sciatica is a form of neuralgia with pain 
below the neck. The person who has sci¬ 
atica wants relief, and wants it urgently 
ami can usually gel it from the VIO¬ 
LETTA. When it is used the pain of the 
irritable nerve ceases to be felt, the effect 
is tonic and the limb gains strength; and 
in from five to fifteen minutes the patient 
is usually free from suffering and able to 
walk with energy and comfort for the time 
being. Relief from the first treatment may 
last hut a short time, after which the pains 
return but with a lessening severity. Relief 
from the second treatment lasts longer and 
so on until relief is permanent. 

Read the testimony of Frank llorrone, Seattle, 
Wash.: 

“I purchased the VIOT.F.TTA for my wife, who 
wa» suffering from an acute altack of Sciatica. 
From the very first treatment it induced peaceful 
rest and she is entirely well now." 

And M. M. McCabe of Duluth, Minn., writes: 

"I will state that we have found the Violetta 
lias been useful in cases of neuralgia of the face 
and neck and a member of my family having C oa- 
sidcratile trouble in this respect with one treatment 
5 * this Violetta we find removes the trouble, ami 
I feel it is worth while even for this alone, ar.il 
I have found that it is useful in eases of slight 
attacks of rheumatism in the joints, etc,’* 

Dr. Bert II. Rice of Vinton, Iowa, baa this 
to say: 

"I have good results with the Violetta in all 
cases of neuralgia. Almort instant relief in Facial 
Neuralgia. One case of 5th nerve neuralgia of 
fifteen years' standing, and had tried everything 
in the medical and surgical line, J was able to 
give relief at oucc.” 
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The spinal electrode No. 4 is particularly adapted 
to spinal treatments with the Violetta. 


Nervous Troubles 

All Americans have “nerves.” Some even 
style the nervous tendency “Aincricauitis.” 
It is caused by worry, business suspense, 
lack of regular sleep, impaired nutrition, 
excitement, too hurried eating, etc. The 
symptoms are muscular achings, pains, 
headaches, sleeplessness, dyspepsia, and 
nervous irritability. Your appetite is not 
so healthy, your back aches, you have dizzy 
spells when you stoop, your food does not 
digest, you arc listless, iu fact you arc 
breaking down. 

When the nervous system is below par 
or out of order, there is a derangement of 
nervous functions. Strictly speaking neu¬ 
rasthenia is not a definite disease but a 
condition, and this condition is removed by 
VIOLETTA treatments. It may be fairly 
said that no ease of functional nervous 
disease of whatever variety is properly 
treated unless the administration of High- 
Frequency is prescribed. Whenever any 
person feels below par, the tonic action of 
Violet Rays should be sought. 

There is no need of a rest cure. People 
who think they are “too nervous already 
and that electrical treatments will make 



them more nervous," arc as much iu error 
as was the boy who broke his leg dodging 
his own shadow. 



The tranquillizing nerve food par ex¬ 
cellence is Violetta Violet Rays. With the 
metal electrode held 
in one hand a few 
minutes each day 
the results obtained 
are beyond expect¬ 
ation. The whole 
treatment is a ban¬ 
quet of luxurious 
rest to the fretful 

... . .. nerves, and most 

For a soothing Violet Ray , , 

treatment electrode Nn. 6 often the patient 
is used with great success. gocJJ to s t cep dur . 

ing a treatment. The tension relaxes, 
worries take wings, the "blues" depart, 
nature is composed and strengthened,—the 
patient gradually gets well. 


Says Dr. Monell in his book: 

“One of the most striking effects of the 
high frequency current, is its action on the 
sympathetic nervous system. Applications 
of the vacuum electrode over the solar 
plexus will almost immediately relieve and 
later permanently cure, cases of long.stand¬ 
ing nervous dyspepsia, hepatic torpor, con¬ 
stipation, renal insufficiency, and finally, all 
conditions due to lack of vaco-motor 
stimulation.” 


But perhaps you would like to ler.nw wltat user* 
i; f the Violetta nay. Well, here i'. a letter I torn 
Mrs. J. U- Covert, of Buffalo, N. Y.: _ 

"I think your Violet Ray instrument is n wtm- 
lerful thing. 1 have doetnrrd for seven yean for 
neiirili* with nn help amt cettinc worse all the 
time. I have now had the Violetta (nr six weeks 
anil am so improved and would not be without it 
at any cost. 1 have caused two of my friends tu 
luy one." 

And Henry Miller of Savannah, Ga., writes: 

“My health was completely none due to a 
nervous breakdown, and your machine has helped 
me wonderfully." 

And here arc two letters from physicians: 

"It affords me Rreat pleasure to say that it does 
even more than you warrant it to da j I have used 
it on a case c*f Neuritis of thirteen years standing 
and it has proven mort successful.’’—Dr. E. E. 
McCormick. Buffalo, N. Y. 



Paralysis 


Faralysis is not a disease, but merely a 
symptom of certain forms of injury which 
causes the partial or complete loss of motor 
function of the muscle fibre. Violet Rays 
arc the most important remedy known for 
the treatment of paralysis. Some good 
results may he produced by a very few 
treatments, while more obstinate eases may 
require several mouths. Ten minutes of 
VIOLETTA treatments four or five times 
a week is worth ten gallons of the best 
liniment. Relief from stiffness and dis¬ 
comfort begins at once and normal func¬ 
tions return in a short time. 

The paralysis of infants resulting from 
pressure or accident is nearly always cur¬ 
able by a little pcrsistancc. The youngest 
and tendcrcst infant can be treated without 
pain or disturbance. • 


K, L. Allen, D. C„ 205 Boone National 
Bldg., Boone, Iowa, writes: 

"I have had very good results with the 
application of Violet Rays in eases of 
Paralysis, Rheumatism and Neuritis, and 
think it a vepr great help." 

R. M. Eubanks of East St. Louis, III., 
writes: 

“I was injured the 12th day of last 
April and lost the use of my left arm. 
I could not pick up a paper. The Violetta 
is the only thing which helped me and has 
done wonders. .When I came from the 
hospital I was very nervous and had in¬ 
somnia so bad. I could not rest Now I 
can sleep like a log. I can kill a cold at 
once as the Ozone destroys all the poison 
germs. I can now use my arm freely and 
would not sell my machine at any price 
if I could not get another.” 


“This little Instru¬ 
ment iit a wonder in 
the treatment of all 
nerve disorders. It 
relieves pain in a few 
minutes."—Dr. W. O. 
Parrish, Osceola, Iowa. 



(C) Jeff Behary 2020 
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Insomnia 


Adequate and refreshing sleep is neces¬ 
sary to good health. Inability to sleep is a 
very troublesome symptom and one which 
no one should neglect. There is no sub¬ 
stitute foi sleep and the act of medicine 
cannot supply its lack. Dependency on 
drugs is dangerous, depressing, and has too 
often been fatal. 

The power of the sedative action of the 
VIOLETTA tends to tranquilize the cen¬ 
tral nervous system, equalize the circulation 
and restore the capacity to rest. The High- 
Frequency Current is Nature's true remedy 
and the VIOLETTA is indispensable be¬ 
cause it at once treats the disease and the 
patient It attacks the symptom and im¬ 
parts a constitutional benefit at the same 
time. 


*• EubanlM. of East St. tools, HI., tells bow 
Violet Rays helped him: 

‘After leaving the hospital following treatment 
for a broken arm I so nervous that I suf- 
•fl'l l?'? 1 •"•omnia, Violet Ray treatment cn- 
abled me to sleep Idee a log. 

write* * >r " Kichardii of Strcator, HI., 

*;*I , ha ? ,lc h'<-d to quiet nerves and bring 
*>tisrit<i sleep in very restless patients." 

T «*p«neni!e of M. S. Shanks of Cartersville. 
Iowa, is interesting: * 

•I received the Violetta, used It last night with 
Rond results. I got up only twice last night, and 
got six hours peaceful sleep. Have had but little 
pain since. * 


Dr. S. H. Moncll, of New York, in his 
authoritative book on Violet Rays, records 
the following: 

"In case of a man aged 60 who had suf¬ 
fered for some mouths from insomnia and 
slept only an hour at night, twelve treat¬ 
ments administered by Dr. Gardiner enabled 
him to sleep four to five hours. In another 
case of a man aged 65, the insomnia was 
left as a sequel to pneumonia and twelve 
treatments produced a complete and lasting 
cure." 

Another Scottish physician, Dr. W. F. 
Somerville, of Glasgow, has this to say 
regarding the general treatment of insomnia 
by Violet Rays: 

"The sleep which electricity induces or 
lets nature induce is not only sound but 
decidedly refreshing. And still further, 
not only do the high frequency currents 
promote normal sleep, but, as we who em¬ 
ploy them are well aware, they improve the 
tone of the system to such an extent that 
our patients arc better fitted to resist and 
to overcome the evil influence of profes¬ 
sional, business, educational, domestic, or 
other cares or anxieties." 
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I lie Production of Ozone with 
Violet Rays 


W HENEVER an electric spark passes 
thru the air, Ozone is liberated. 
Ozone is known tinder the chemical 
symbol Oj and is a concentrated form of 
Oxygen. 

Ozone increases the oxygenation of the 
blood and tissues and also increases the 
number of red blood corpuscles. Germs and 
loxins cannot exist in the presence of Ozone 



and arc completely destroyed. Ozone is the 
most active oxydizing agent known. 

Inhalations of Ozone are beneficial in all 
diseases in the same 
manner as pure air is 
desirable, hut it is par¬ 
ticularly beneficial in 
all diseases of the 
Respiratory Organs, 



(C) Jeff Behary 2020 
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including Tuberculosis, Infectious Diseases, 
and all conditions where there is imperfect 
oxidation and where tissue resistance is 
below par. An Ozone spray has been 
demonstrated to be healing in all forms 
of ulcers. 

The following is taken from reports by 
Drs. L’Abbc and Oudin before the Paris 
congress: 

“We investigated the influence of ozone 
on nutrition in general, and especially in 
anemia or persons physically reduced. When 
the percentage of oxyhemoglobin is below 
normal (say 9 or 10%) inhalations of ozone 
for a quarter of an hour increases it by 1%. 
The increase temporarily at first, becomes 
permanent after a number of treatments, 
and one can affirm that at the end of two or 
three weeks, the patient has reached a 
normal figure. 

Juts is necessarily accompanied, in the 
case of anemic patients by more energetic 
oxidation, more rapid combustion, which 
calls for more rapid renewal or nutritive 
materials (increased metabolism) and from 
this there speedily arises an increase in ap¬ 
petite which in some patients take the de¬ 
mand for food such as has been heretofore 
unknown to them, with the return of 
strength, disappearance of complications; 
in short, restoration to health." 

J. 0. Van Winkle of Salem, Ore., writes: 

“Have treated one case with the Ozone Gen¬ 
erator and my patient said that it did him more 
gaud than any medicines I had given him." 

Catarrh 

There are probably more sufferers from 
this affliction than from any other com¬ 
plaint we know of. It primarily affects the 
nasal organs, and, if neglected extends to 
the front cavities 
of the head, then 
to the throat, then 
to the tubes lead¬ 
ing to the ears, 
and, passing down¬ 
ward threatens the 


patient with confirmed pulmonary disease. 
Its symptoms arc identical with those of a 
common cold in the head, of which it often 
appears to be a chronic form. The flow 
of discharge from the nose or head causes 
a continual hawking and spitting, making 
the afflicted person a most disagreeable 
companion. 

In the trouble itself as well as in the 
debilitated condition of the system which 
so often invites it, VIOLETTA treatments 
will be found to give surprisingly quick 
results. The ozone is inhaled thru the 
nostrils. There is an improvement of cir¬ 
culation thru the mucous membranes of the 
head and throat, the glands are strengthened 
and it enables the general system to throw 
off the evil results. The blood supply is 
purified by ozone inhalations, thereby toning 
up the entire system at the same lime. 

Asthma 

Hundreds of people are suffering agonies 
from asthma. Having tried all the usual 
remedies they have given up hope of relief. 
Violet Rays have proved effective in Asthma 
as in so many other ailments. Read the 
experience of Granville Holden, 86 Eagle 
Street, North Adams, Mass.: 

“I use it for Asthma ami pains in the elicit 
from coughing anil 1 get wonderful relief and 
would not part with it tor any money.” 

Hay-Fever 

Wc quote Dr. Moncll, the great authority 
on this subject: 

“The general public lias too long been 
misled by the tradition that Hay-Fcvcr is 
incurable, for few diseases arc more easily 
remedied. Tlicrc are three conditions all 
present in one individual at the same time 
to make an attack of Hay-Fever possible, 

“I. Wc must first have a patient who is 
neurotic—whose nervous system is habit¬ 
ually below par. The ordinary person may 
not realize that he or she is ‘neurotic’ but 
the state is generally recognized by physi- 
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Fui all client and _ bronchial affections. ] 
applications of Violet Hays have proven 
beneficial in thousands of cases. 


Along with the local treatment the neces¬ 
sary treatment of the general nervous sys¬ 
tem is carried on, so that when the patient 
is free from the functional derangement 
which causes irritation to set up May-Fever, 
the patient will thereafter remain well. 

One other feature. It is not necessary to 
wait until the season of attack in order to 
commence treatment. It is far better to 
begin before the attack appears, for the 
action of the VIOLETTA upon the general 
nervous system and local conditions is in¬ 
dependent of season. 

I f the first two conditions mentioned above 
arc corrected before Hay-Fever time, the at¬ 
tack will not develop, for healthy tissues are 
not irritated by the pollens in the air. 

Influenza 

No longer is influenza regarded as a minor 
complaint amounting to little more than a' 
bad cold. The long list of victims who 
succumb to it annually has established the 
fact that influenza is a dangerous disease 
requiring careful treatment. The superin- 
tendent of schools at Bird City, Kansas, 
E. D. MacDougall, writes: 


clans. In other respects the person may be 
well enough. 

“2. The other element is the dilated con¬ 
dition of the fine blood vessels in diseased 
mucous tissues of the nasal chambers. 

“3. And still another, is some irritating 
substance curried as a dust in the atmos¬ 
phere, which may be the pollen of plants 
or a dozen oilier things.” 

If the first two factors arc removed the 
third factor is eliminated. Can the High- 
Frequency Current remove the first rwo 
causes? If the reader has read the forego¬ 
ing entitled “Tissue Resistance and Cellular 
Massage,” this question will be so plainly 
answered that the helpless feeling of Hay- 
Fever is more of a fashion than a necessity. 



“I am satisfied my nrone generator (The VIO¬ 
LETTA) lias knocked the 'flu* on several oc¬ 
casions when I felt I was coming down with it, It 
would he a Godsend if the schools could success¬ 
fully use ozone generators at this time." 


Now read wlint R. n. Pickens. Superintendent 
Southern Public Utilities Company, Clemmons. 
N. C, says: 

"It might interest you to know that I have 
found the Violrtta invaluable in the treatment of 
influenza.'' 


Goitre 

In Goitre, excellent results have been 
recorded. The High-Frequency Current 
has a tendency to 
eliminate and ahsorb 
any unnecessary or 
waste tissues. 

A physician in Ore¬ 
gon has notified 
that with the last year 
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Electrode Nu. 5 is made especially for the treat- 
ntent of Goitre and produces amazing results. 


he has cured at least 100 cases of Goitre by 
the use of Violet Rays alone, and Drs. Col¬ 
lier & Collier, of Clarinda, Iowa, writ*: 


Deafness 

Life is an imperfect tiling if the sense of 
hearing has been lost or partially lost. Deaf¬ 
ness is a constant source of embarrassment 
to those afflicted with it and is besides a 
great handicap to success. 


That he lias had "wonderful success” in the 
treatment of partial deafness is the state¬ 



ment of Dr. J. Charles 
Brydges, 711 East 37th 
Street, Chicago. 


*'I can 
am having 
cess in tlie 
Partial Deafness 
Electrode No. 

Patients I am 
seem to improve 
treatment. Dr. 
of Englewood »s a ease- 
long standing and 
Ids caw we are 
wonderful results. 

“I am a thorough be¬ 
liever in Ozone Treatment 
in all inflamed mucous 
membranes and your No. 
2H Electrode together with 
oil attachment." 

—Dr. Chas. Brydges, 
711 E. .17th St., Chicago. 


"I need the Violetta for 


my uusuaii'i, wines .m 
Nellie Goodrich, of Haiti- 

more, Md. “He had spinal Electrode No. II 
meningitis caused by * when used with the 
shock to his nervous system Violetta violet Ray 
which left him totally deaf. Machine helps breafe 
He is gelling along fine, down the congestion, 
Violet Rays have done him which causes most 
a lot of good.” cases of deafness. 


••For the short time we have used the VIO¬ 
LETTA, we are well pleased with results. Our 
greatest benefit obtained is with tlie use in doctor¬ 
ing Goiter. In every ease where we have used it, 
yrc have secured great benefit.” 

Mrs. Austin Decker, Spokane, Wash., writes: 

“I Imvc been successful in removing a goitre.” 

Dr. R. W. Adams. 6 East Lake Street, Minn¬ 
eapolis, Minn., writes: 

”1 am relying on it especially in the treatment 
of Goitre which I have found the VIOLETTA 
gives wonderful anil speedy results.” 


Vocal Organs 

The accompanying illustration shows the 
method of treatment of the throat 
or vocal organs in cases of congestion, 
hoarseness, loss of voice or inflammatory or 
painful conditions in all classes of patients, 
but especially in the throat affections of 
singers, speakers, actors and victims of 
acute or chronic colds. 



The fact that we 
arc exceedingly con¬ 
servative in our state¬ 
ments is hacked up by 
a recent letter from 
James Mortenson of 
Granger, Utah. He 
writes: 'The Violetta 
certainly perf o r m a 
wonders, and accom¬ 
plishes more than you 
claim it will do.” 


Place No. 9 Electrode in contact and turn 
on current. Press the electrode deeply m 
the depression and repeat musical scale. The 
deeply penetrating current acting upon the 
muscle fibres and blood vessels, rapidly 
abates congestion and inflammation, induces 
a new blood supply, tones up the nervous 



(C) Jeff Behary 2020 



[Pace Seventh* 

iiiiiiiimi.ai.iiuiinnMH 


VIOLETTA RAYS 

uniiinuiiMiimiaitaiiuiiiiiMiRiiiiim<ai iiauiMlflMHWtiaianawauai 


Inf. III!. • 11; 111 iv mi 111 lie regained. It alii.nluirlf 
i ra-i i .1-1 a i .mini attack of severe lumbago In 
add11inn in i nmplHrly bringing l*auk my vision, 
whiili h.i» •mnii'dy impaired by a cataract.” 

Mr K'i'i i. lii> In tin only too pleased to rrc- 
nnunr nd < in Vi- lit. in In* friends, because lie 
kiiuwi lO irue Worth, 


The throat is successfully treuted with Klee*rode 
No. 'J when used ill connection with the 
Violet Kay Machine. 


mechanism and produces benefit with re¬ 
markable certainty and quickness. In value 
to singers and speakers it outclasses all 
treatments directed to the same ends. 


diir«»«* in I imlf-d -ti t.-ssIuIIi 
Vl'delta part If iilm Iy wlu-n used 
I 1 Irodr Nn. 1.1. 


Eye Diseases 

Eye diseases have been successfully 
treated with Violet Rays. In a report pub¬ 
lished by L. Webster Fox, A. M., M. D., 
Professor of Ophthalmology ill tlie Medico- 
Chirurgical College of Philadelphia, he 
stated: “My friend, Dr. Coover, of Denver, 
first called my attention to his success with 
high frequency currents in treating a certain 
class of eye diseases. Following his sug¬ 
gestion, I had my chief of clinics select a 
variety of eye eases, from blepharitis mar¬ 
ginal is (inflammation of the eyelid) to 
atrophy of the optic nerve for tests. One 
hundred cases of inflammation of the eyelid 
were successfully treated.” The report goes 
on to cite other eases of eye trouble which 
were benefited or cured by Violet Ray 
treatment. 


l owered Vitality 

lllnrssr* ami operations often leave low¬ 
ered vitality behind them, leaving the body 
an ru»y victim to, other disorders became 
the power <•( rnUtunce is lowered. Violet 
Ray* will |»'iu new life into the body. This 
ha* hern the experience of E. M. Barnett.I). 
G, ol Mr.tdvlllr. I'a. 

It you pi in I tally thill you will be In- 
tcrcrird in il>> testimony of Mrs. Noll 
JohiunM, Hil • Cottage St., Kcwancc, 111 1 

"Aw H hwH •HI. .cult* obtained by the iiw d 
i 1 " Vim IIM I l>i gained in weight ajj^H 

1**1 »»ix a Ullfi Ilian 1 -lii! brfuro I rcccmiTttH 

VIM 1.1 IA 

It fjril if* lit • weakened state re.v! what Dr« & 
M ll.f.-.ff M- . * I v i lie, 

"l . MU ••!! plra*nl H 

With III VlffUo* I (mil L ,_. BP 

H •Afeutlf I -I for 
pp U p H t *1411 • lowrred \*£. / H 

«IUlll» 1 luleh.l m-lrr Ve” , I 

N*| MW* •I**"’ ill the V 

mmSn «• «**-ar O V-v 


Mr. Rogers of Buffalo, N.V., 18 an exceedingly 
delighted customer. He tell* us as follows: “111* 
Violetta is my most valued possession. Il luis 
brought about complete health that 1 never be- 
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conics dry and brittle, the ends split, and 
the hair falls out. The cause of such an 
unfortunate condition can easily he re¬ 
moved by a little timely assistance of 
nature. 


Some authorities claim that in no in¬ 
stance are the life- 
giving principles of ft f 
hair growth within 

the follicle destroyed.^ HR 

and that in most cases y v, 

of baldness, the hair y/ l^T^VV{|| 

has only bccomc[ 

checked in growth be* L 1,' 

ncath the scalp, the 

(ullidc being merely fti’fXS'SSly'vtIK 
dormant and not dead. *?.»>•* to your scalp in* 

, , . directly by mrani of 

III such cases stint- metal electrode No. 6 . 
illation is necessary 

and no better medium is obtainable than the 
use of the VIOLETTA. 

It is not claimed that a growth of hair 
will be produced in a case of total baldness, 
but where the life principles arc jlill present 
in the follicles a reasonable use of the VIO¬ 
LETTA will develop a natural and per¬ 
manent growth. 

A few minutes’ use of a VIOLETTA 
after shaving will remove all soreness of 
the skin. It produces an agreeable, refreshed 
feeling, and leaves the skiu perfectly 
smooth and radiating with the color of 
perfect health. 

Thcr6 are two jncthods of giving both the 
scalp and facial treatment: direct and in¬ 
direct. Direct by passing the electrode back 
ami forth until the whole scalp has been 
treated; indirect by allowing the patient to 
hold the electrode in one hand and the in- ’ 
strument in the other. Then by turning the 
adjusting screw forward to the proper de¬ 
gree of current, die operator is able to draw 
the current to the scalp by means of the 
fingers of both hands. 

We can frankly state that this is the most 
successful and scientific treatment for the 
hair and scalp. It removes every ]>articlc of 
dandruff and foreign 
matter, immediately / _ 
relieves all itching 
sensation, causes a T 

delightful, restful OVv 

feeling of the scalp, f 1 MfTfall 


It gives a man poise and sclf-con- 
fidcncc to have a fresh, healthy ap¬ 
pearance and well groomed head of hair. 


Scalp treatments with the Violetta arc unusually successful when applied with electrode No. 3. 


th the Violetta 


p Ireatments wi 

(Dandruff, Falling Hair, Baldness, Itching Scalp, Etc.) 


I T IS a well known fact that falling hair each and every hair, encouraging it to new 

and baldness arc due to the faulty action life and vitality. It has a direct action on 

of the tiny nerves and blood vessels that the tiny nerves and blood vessels stimulat- 

eacli and every hair is supplied with. If ing them to perform their proper function! 

good, rich blood, laden with the necessary of distributing necessary food supply to tht 
nourishment, docs not circulate to the hair, hair. Also the Ozone which is generated 

they arc literally starved. Bacterial and acts as a germicidal agent and destroys any 

Parasitic germs get a foothold, causing the organism present, making dandruff impos- 
dandruff, the hair sible. 
falls out, and bald- 
VN-.N ness is the ultimate 

M 0 

J The VIOLETTA 

j ff \ X fir &PPhed to the scalp 
tt \A Cvt virtually exercises 


Front view showing how metnl electrode No. 6 is 
held wlicu indirect scalp treatments arc given. 


Woman’s headgear, from a hygienic stand¬ 
point, is more sensible than mail’s; con¬ 
sequently, women rarely suffer from total 
loss of hair. Frequently, however, on ac¬ 
count of circulatory derangements, her hair 
loses its natural gloss and vigor and be- 
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and if used regularly it is sure to give 
lasting results. 

COULD NOT BE WITHOUT IT 

"Have been using your Violet Ray Machine for 
some time in my heatity parlor. The beneficial 
results arc simply wonderful, in connection with 
l.ath facial and scalp work, f simply could not 
be without it." —Mrs. Carrie Cunningham, 

1046 East 43rd Street, Chicago, III. 

"I have been using ynur Violetta fur some time 
with good results.” 

—A. B. niglitshne, Moravia, Iowa. 

AN AID TO BUSINESS 

"We have two machines here that have been in 
constant use fur the past year and a half. We find 
business increasing to such an extent that it is 
necessary to purchase more outfits to supply the 
demand.” 

—The Canadian Barber & Specialty Co., Ltd., 
Toronto, Out., Canada. 

Many eases have been reported of grey 
hair being restored to original color. To 
those interested we refer them to Dr. Eber- 
hart’s “Manual of High-Frequency," revised 
edition 1919, pages 223-227. 

See pages 30 ami 31 for further letters 
on this subject 

Facial Treatments 

(For General Massage, Pimples, Blackheads, 
Eczema, or Any Skin Disease.) 

Few people realize how important it is to 
give the skin intelligent care and proper 
treatment. Few know how much the health 
and general com¬ 
fort of the body 
is dependent upon 
the proper per¬ 
formance of the 
functions of the 
skin. The skin is 


a blood purifying organ and it is vitally 
necessary to keep it in perfect condition 
ami normally active. 

VIOLETTA treatments not only arouse 
the circulation on the surface of the 
skin, hut cause a “cellular massage." 
In tliis way it reaches the deep inner blood 



Violet Ray treatments arc more beneficial to the 
complexion than all crearm and cos¬ 
metics in the world. 


and lymph vessels that course thru and be¬ 
tween the muscles and tissues deep within 
the body; and right here is its greatest value 
for these are the ones that feed the surface 
tissues, and that bring new and lasting life 
to the skin. 

Skin diseases of all kinds arc peculiarly, 
susceptible to Violet Rays. A prominent 
Chicago physician reports notable results in 
eczema. Many cases of eczema of a dozen 
years’ standing have been cured in ten treat¬ 
ments or so, this physician states. He adds 




that with the aid of Violet Rays he has 
cured catarrh, neurasthenia, rheumatism, 
gout, tuberculosis and obesity. 

A well known actress adds her praise. Trixie 
Friganza writes: 

"Cheerfully will I add my praise for Violetta. 
Its the best 'pain chaser' and 'soother’ I've had the 
jtrn.l fortune lo find, Its WONDERFUL. It 
cured my brother of neuritis. As for myself I 
are it for facial treatments mid general ma:»a>;c. 
I cannot say too much far it." 



Far removing surplus fat, and for indigestion 
dcotrade No. 2 has proven effective. AI mi used 
fur deep seated caws where deep penetration is 
required. 


Acne (Pimples) 

Acne (pimples) is terribly disfiguring and 
causes great embarrassment to those afflicted 
with it. A person with a pimply skin Js suf¬ 
fering under a distinct handicap on account 
of the repellent effect of the complaint. 

II. J. Kobher. 407 South Dearborn St. Chicago, 

"I used the VIOLETTA instrument fur a severe 


Li'i i ;ii'ilir.ill l jii(!!liijI‘:illTlUli'l!i 



cane of Acne of the face. It helped me consider¬ 
ably for the acne is gone." 

Read these endorsements from professional ment 
“Have accomplished same wonderful things with 
it, rspecially in skin disease*, You may have re- 

K >rt of these if you wish.”—Edwin T. Jaynes, M. 
Waterloo, Iowa. 

"My Violetta Generator is doing very satisfactory 
work. I find it especially effective in catancous 
(skin) eruption*."- B. F. McGrecvy, M. T, IX, 
Billings, Mont. 


Obesity 

Modern investigation has proven'' that 
obesity is not the result of over-eating of 
fats and sugars, but the inability of the 
albuminous elements of the food to be 
readily oxidized—together with deficient 
exercise. ^ 

The semi-starvation treatment of obesity 
is wide of the mark. What is needed is to 
restore the normal balance of jmtrition so 
that the distribution of food to each set of 
tissues in the body will conform to nature’s 
intention. 

Correct the abuses or excesses in any 
habits anil set yourself upon a mixed and 
healthy diet and then make your tissues 
distribute tlie nutrition properly. This can 
be done by the resources of the VIOLETTA 
HIGH-FREQUENCY GENERATOR. 


Torpid Liver 


A large proportion of the ills which 
afflict mankind are caused by a torpid liver. 
If your liver is not in good working order* 
you will be constantly ailing, for upon that 
organ falls many of the most important 
processes of the body. Violet Ray treat¬ 
ment will excite the liver into activity and 
restore buoyant health. 


Dr. J. L. Suavely, 401 Second Ave., 
Sterling, HI., wrote us 
that he had secured 
excellent results with 
the Violetta in the 
treatment of torpid 
liver. 
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Rout I What These Prominent Journals ami Newspapers Say About, the Violetta 


Reprint from Washington 
Herald. 


Extract from "American 
Hairdresser.” 

"A New Electric Apparatus.— 
Now with the advent of the 
VIOLETTA a simple and com¬ 
pact apparatus is placed hi the 
hands of the operator, and a 
powerful curative ugent is placed 
within everybody's reach. Won¬ 
derful results have been ob¬ 
tained in the use of the VIO¬ 
LETTA and many cases of gray 
hair restored have been reported. 
The VIOLETTA bids fair to 
revolutionize the entire profes¬ 
sion." 


From 
Record.’ 

Man usually thinks of himself 
ns a unit—that is, unless he hap 
pens to be a soldier and the 
Germans have shot some of him 
away, But even in that case he 
is likely to rcgaid himself merely 
as a damaged unit. 

Thoughtless man. however, is 
kidding himself when he does 
this, for man i* made up of 
many billion cells, somewhat like 
a honeycomb — only different; 
blond, bones, muscles, fat. nails 
, and hair arc made up of count- 
less microscopic units or cells, of 
different shapes and sizes ac¬ 
cording to the parts of the body 
winch they constitute. 

Sometimes a majority group of 
these cells, or in a large minority 
in some section of the anatomy 
of man “lav down on him" be¬ 
cause they nave not been treated 
kindly, or arc worn out and ex¬ 
hausted by excessive strain 
thrown upon them. Then nun* 
grts peevish and cross and goes 
to the doctor. This always Is a 
wise thing to do under the cir¬ 
cumstances, but very often the 
circumstances could he prevented 
were the cells treated properly, 

To aid in the proper treatment 
of the cells science has invaded 
the home with a new and do- 
mesticatcd apparatus for the ap¬ 
plication of the violet ray. The 
duty of the violet ray, hitherto 
confined to the elaborate and ex¬ 
pensive apparatus of the lab¬ 
oratory or the special prac¬ 
titioner, is to massage gently the 
tired-out cells and male them 
feel good. 

The violet ray is a first cousin 
of the X-ray, hut, unlike its rel¬ 
ative, it is utterly amiahlr ai'd 
docile, producing no irritating 
effect. Fur this reason, and be¬ 
cause cellular massage is much 
more penetrating and gentle than 
the common or muscular variety, 
the violet ray apjuiratus bids, 
fair ti> become ns important an 
adjunct to the home as is the 
Victrula, which massages dull 
care away from the mind. Fur 
example: 

Fon Milady's IIair 

Dues milady fear that dandruff 
is beginning to make inroads on 
her wealth of hair. It may be 
due to poor circulation in the 
scalp. Therefore milady removes 
from a neat leather ease a com¬ 
pact polished cylinder. In one 
end of this she fastens a comh- 
likc arrangement. The other she 
connects with an electric light 
socket by means of an ordinary 
electric cord.. Nothing remains 
for her to do except to comb her 
hair, and from the teeth of the 
violet-ray comb tiny streams of 
electrical activity stream into the 
scalp, unaccompanied by any 
sensation and gnctly, massage 
the millions d! tiny scalp and 
blood vessel cells, and even the 

blood corpuscles themselves. 
Thus the dormant cells, stim¬ 
ulated to activity, do their duty, 
and east off the dandruff evil by 
furnishing the proper nourish- 


"The Philadelphia 


Extract from the American Journal of 
**Clinical Medicine,” 

"High frequency for the general practitioner has 
lor many years been a sort of Utopian dream— 
something which lie has looked at from afar, and 
Inngrd for, but which seemed to he out of his 
reach. Not alone because of the high cost of high- 
frequency outfits—though that is an item, too—but 
because the very patients upon whom he must de¬ 
sired to use this sort of therapy, his home patients, 
are shut out from its benefits by the unwieldy size 
of these outfits, which limits its use to the office. 
Both of these obstacles arc overcome by the VIO¬ 
LETTA H. F. Generator, made by the Blradon- 
Dun Company, of Chicago. This excellent ap¬ 
paratus is easily portable, exceedingly moderate in 
price, and at the same time 100 per cent efficient. 
Indeed, it has many splendid teaturcs which make 
it superior to any other we have ever seen. We 
have not lime or space to detail all these features 
here—many of them would pass unnoticed by an 
inexperienced eye—but they are just the things 
that make a finished and perfected instrument. In¬ 
cidentally the company puts out a capital clinical 
chart of instructions, showing exactly what con¬ 
ditions arc benefited by tin- treatment, and the 
precise technic in each condition." 


Reprint from the Chicago Journal. 


Breathe Mountain Air 


Violet-Ray. Treatment* 

Given in the Home 


IN VOUR OWN HOME—NCW 

| OZONS ATTACHMENT TO VIO¬ 

LETTA HIGH FREQUENCY GEN- 
1 CRATOII ADMITS OF PRODUC¬ 

TION OF OZONE IN ANY QUA*. 
TITV ANO WHENEVER DESIRED 
Is iamb day* oinr home «e L**r 
IDKll »r »*w Ml*BUCc InVBBltSM for 
tt« diltrectloa Of lit* In -»L*4«xal« 
«UucM«r akin II ■*»aa th*i car *u 
«a:IU« «r« mid lar cl.n ■ytlllnc <N 
human tloot It la Mr oyIbIub |k*t 
Ilia nraual maatt.it tn«».ph la *cl- 
tnilSr rrtMrr k I* that vhirh mllilatt* 
lovmrS tha conairtutln cl Ilia xbS > 
•pfeadld <*ut|«* at Ikli li Hie n«* 
Vwi-UA H'EX FTiqUnr.*y OtBBmtOf 
■ Llrh. briliin *i.,*r»lli,| direct *Ur 
trirtif, can b« utllltad Nr Ilia mu* 
fict-ua Ilf oiytra U inr xmm.nl r*. 
qulred tsd «borM«r and vhanatar At 

• Ira* AIR. FUUtl Bad WATER Bra 
ut 1 riirsiul* for ll.ln«. w« ai 
»*lit SHU BUhaal foot da?* wltt- 
Ml salar, but <al? * N» miaul ft 

• lilsul air. jx.I lur p«,-r. rt loxllk 
•II IUl« Ml.! .Sa part. E.arTim. 
hnuwt that jajre air mrant th« proptr 
etnNMUM Of. the SI.-.,I A parson 
-tin la auiro/tat Irma «*?fts .Uni 
IlM I* iraxkrhrd by Itch of BAurlab. 
nar.l ir.t I* Mil tolcinrl S» tk* nun 
uallar In Ibe -ro.ro Kv,ry par»i 
t« CSronlc poor fc.xll* la aulTerlst 
frnrt a»|ao xiartnion. and tor Iklt 
iraaou. all hr.m, irnttra ai.t all i-tj 

'*** “lyural* det» kraxlltlne T*e 

V uNIU ll|(k ) rrpiern r Gauaralor. 
•thick w* hx.e pra.louxly deacrlSr. 

la rruv, 4tJ «UD kk OtuM AtUrhlDea! 

ABhrratM iMraon quaxliu-. 
«f Uiutc ny Ih. w U ISI. It l. 
drlraa Into Ika Uim*x nr IbA.M lata 
««, l-insx kod la lt.la »*> cmhln.i 
•tlrsellr wllb l hr Mmd. r- rk Her It 
f*l*«*tah (treulallok Id 

*!*» «h« tired frame 

nnxRt. Tiiwtr. is ozo.vn oeuue 
*Sf T ? IUNS CAJWIOT EXIST "or 
Calvrb. AMhraa. May F.—r 
trcatiunals caaaal S* aartlltd. 
■nu fur TatonaNaia. Ill konctclal «f 
Ar.aqu. ekloR- 
,il» Inaoiunta ami rirnroa daMllty 
vaal , ll aaJar In cneilaMd kppltca 

'Vr. ,!! *°Y '« «*>• «'l f-MBdaUaa 
d ?•*'!- **«•* '•Uhl* mur rtark 

Nali.a* mini paonl fi.rr* f.-r the 

«« f- ’-ur. ih. rallr-il 

>>«a«ni of thu Ytalft 

Ray ladMilne and tUu c| is* aianu 
N,:u.« of fr*«b cnunius air al .III 
- a* 1 ‘“'••'■litiun*. cuaadmp- 
Nmr pailrnl* aiil Uialila »cn 
crallj. rhm* *„», , b , #Bwt ^ f| 
•Iso pRiarl.tA *< a tcrrlf of trnah 
hr Th. VtoNUa 
Hl*h Fiequtrry Ccnr.-ai*r I, mn.i 
xi n.'i rS.tirn.lr, 

xm Utaaral IGrcirndr, Cam ML* to Er 

mliri .25*- *’*• »n« Vat 

*ns Ik* Oico* AiUchOMBL It |* In 
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Tbo Violct-Itai ta ehs creatext fores 
for health i\nd beauty which aclenc* 
baa ever produced. »A compsrutfrely 
recent discovery. It ha* already won ths 
universal Indoraement in tha mid leal 

'nrofesalnn 


Extract from "Electrical 
Experimenter." 

“One of the smallest practical 
high-frequency inachini's suitable 
for cither direct or alternating 
currents, known ns the VIO¬ 
LETTA, is illustrated herewith. 
The complete outfit is suitable 
for Use by any one. Owing to 
the special design of the vibrat¬ 
ing interrupter on this device, 
the action of same is very 
steady and uniform, 

“For those desiring to take 
Ozone treatment, a glass Ozone 
generator is furnished at slight 
extra cost. This instrument 
generates enormous quantities 
cf Ozone. The treatment is 
very pleasant and amazing re¬ 
sults nave been obtained." 


'profeaslnn. 

At Inst It brings within everyone'* 
itach the heiUh-pIvla* qualities tf elcc- 
trlcily- It tirlngs th-ro In n form tha; 
la t*ufe. pleasant and benefl, l.>l lo tho 
I hiplu-at degree. 

Tho Violet-Raya ars produced by the 
Violetta Instrument and .applied by 
mesng of gUiaa nttaciunents or olec- 
tu>dcs. Tho electrical discharge may 
nppenr ta'ihe eye to be a single spark, 
but In reality le made, up of a number 
of successive spsrka following each 
other with such craa: rapidity that they 
thango directions millions of times per 
cecond. a speed that the eye cannot 
note, n*ir the senses.feel.-'For this rea- 
:-on the curratt produced by the Violet- 
kRuy i-i sometimes called a "High Fre- 
Yuency Current." 

/ The Violet-Itny Usr a pleasant', stlni-1 
mating cITfect wherever applied and 
brings the bloed tingling to the surface, 
electrifying tho tlaauea with life. 

By holding 


Extract from "Medical Council. 


"The VIOLETTA High Frequency Generator is 
one ut the most compact and at tlie samc time the 
must efficient hiph-lrequcncy instrument ou the 
market. The entire michanisni is cuntnincd in one 

C ecc, making it unnecessary Inr the doctor to 
avc bis patient to adjust the machine, which may 
be in some other part of the ruom. The current 
can be regulated while the treatment is being given. 
It delivers a current of very high oscillations. It 
i? fully guaranteed and at a very reasonable price, 
l'or full information, two hdudsonic charts giving 
technique arc ^furnished by the manufacturer!. 
Blcailon-Dun Co,, II South Besplnines Slicct, 
Chicago, 111." 

Extract from editorial section of the 
41 Electrical Record ." 

"The Iltradnn Dun Co.. II Snuth Drsplnlnes St., 
Chicago, is marketing a new type of electrical ap¬ 
paratus called the VIOLETTA. It is small in size 
and very efficient in operation. It is made for 
prufcjMonal ns well ns for private use, the fre¬ 
quency being so high that no sensation is felt dur¬ 
ing a treatment. The penetrating property of the 
VIOLETTA not only has a beneficial effect locally 
but also acts os a tonic throughout the body." 


Extract from "Electrical 
World,r 

“For treating various diseases, 
invigorating the nervous system 
and facilitating the performance 
of physiological functions, a 
small machine generating en¬ 
ergies at high frequencies lias 
recently been developed by the 
Bleadan-Dun Co., Chicago. The 
VIOLETTA generator as it is 
called is enclosed in a small cast 
and is provided with various 
types of electrodes for treating 
the scalp, face, throat, etc." 


— -- any attachment In the 

band a refreshing Renee of warmth and 
exhilaration Is produced which cause-, 
reatful rclnxation. This sedative effect 
In most useful whero the nutrition or 
the body needo to be Improved, the 
nervous’ system reinvlgoratcd and aids 
all the functions of the body In per¬ 
forming their duties. 

Speaking of Ups Violetta, which ( R 
manufactured by tha Bleadon-Dunn 
Company. Chicago, a prominent medical 
man sold: “With continued uso of tho 
Violetta, the ruddy glow of health re¬ 
turn a to tho pallid cheeks, -vou feel 
the joy of perfect blood circulation, you 
realize what It tticann to hnvo every 
nerve, every organ In the-bod? working 
in perfect hnunoDy. Its exhilarating 
and permanent stimulation J* powerful 
inough to reach and benefit every part 
nf the body, yet it la «* Eoothlng. bo 
absolutely delightful, that n single 
treatment win convinco you of its won¬ 
derful merlin." 


Extract from a page 
article, "Electrical Review " 

"An advance in application of 
High-Frcoucncy currents have 
been made through the advent 
of VIOLETTA High-Frcnucncy 
Generator, a modern scientific 
instrument which does all the 
work of the hulk old type 
machines. The compact con¬ 
struction of the Vioictta equip¬ 
ment, its simplicity of operation. 


Extract from editorial from "Popular 
Science 

"The VIOLETTA shown in the illustration pre¬ 
sents many feature* nf interest. The ubc of the 
apparatus is particularly indicated in the facial and 
scalp treatments wherein the value of the High- 
Frequency Current has been demonstrated many 
times in recent years. The apparatus should prove 
exceedingly useful for home treatments." 

K. L. Allen, D. C.. 205 Boone National Bldg., 
Boone, Iowa, writes: 

“I have had very good results with the applica¬ 
tion of Violet Kays in cases of I’aralysia. Khcu- 
matism and Neuritis, and think it a very great 
liclp. 


mem, its simplicity ot operation, 
and Its safety, makes the II. F. 
current now available for private 
use in the borne. 

"It is really a luxurious elec¬ 
trical treatment. The manufac¬ 
turers, Blead'ui-Dun Co., Chi¬ 
cago, furnishes with each in¬ 
strument a booklet an the sub¬ 
ject' of High-Frequency Violet 
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VIOLF.TTA RAYS 
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VVliat Physicians Say 


Results obtained by physicians through¬ 
out the country with the Violetta in cases 
of rheumatism, lumbago, bronchitis, nerv¬ 
ousness, neuritis, neuralgia, goitre, etc. 


SEES GREAT FUTURE FOR VIOLETTA 

“I have hint excellent results with jrour VIO¬ 
LETTA and can we the turn? when they wilt he 
used by nearly all in the profession.” 

—Dr. J. J, Smith, Heaver Dam, Wls. 


I 


ESPECIALLY GOOD FOR LOWERED 
VITALITY 

"I am welt pleated with the Violetta High- 
Frequency instrument, I find It especially good 
fi r patients with a low vitality. I intend order- 
i> it sumn more of the applicators in the near 
future.” 

—Dr. E. M. Barnett, 
Masonic Temple, Mcadville, Tenn, 


INFANTILE PARALYSIS. GOITRE AND 
NERVOUSNESS 

“After using one of yuur Violetta High Fre¬ 
quency Outfits for the past number of months I 
am pleased to inform you that I am more than sat¬ 
isfied with it. 1 find it 
a great help in many 
eases, especially such 
r.s Infantile Paralysis. 
Gastritis, Goitre, 
nervousness, etc. I 
cannot recommend the 
High -Frequency Cur¬ 
rent, and more especi¬ 
ally your apparatus 
too highly. 

—Dr. K. R. Dunham, 
810 Ferry Street, 
Sedfo-Wolley, Wash. 



"Have treated ore ease with Ozone Generator, 
and the patient said it did him more good than 
any medicine that I had given him. and as to the 
Spa»k Cautery I have removed several warts with 
it and find it very satisfactory." 

—Dr. F. O. Van Winkle. 

U. S. National Bank Bldg.. .Salem, Ore. 


RESULTS OBTAINED BEYOND 
EXPECTATIONS 

“II gives mu great pleasure to endorse your 
“ Vinletta High Fre¬ 

quency instrument; 
the results obtained 
are far beyond my e*. 
pecUtiuns. The Thcr- 
aj'eutic value of High 
Frequency current is 
underestimated. 

~~Dr. Carl E. Brown, 
Marion, Iowa. 



'^NECESSARY INSTRUMENT 

“I like this machine very much, and find it a very 
neerssary littlr instrument in my office." 

—Dr. Howard F. Clark. Stuart, la. 


VERY SATISFACTORY 

"About three months ago I purchased one of your 
High Frequency Generators which lias Riven me 
very good satisfaction," - -Dr. B. G. Wilcox. 

545 South Chicago Street Joliet, III. 


GREAT RESULTS IN STUBBORN CASES 

"It is just two months since we received your 
Violetta High-Frequency Instrument, and have 
given it a thorough trial in the following cases 
with great results: Goitre. Carbuncles and Boils, 
Corns and Bunions {removed), Leucnrrbea, and 
Three Cases Uterine Tumors. The above cases 
(except the carbuncles and boils) were of long 
standing and arc now entirely well." 

-Dr, D. J. Hackmnnn, 
115 West 4th Street, Ottumwa. Iowa. 


VIOLETTA INDISPENSABLE 

"After using High Frequency Current for several 
months in a general practice iny results are 
gratifying to say the least and I would consider 
this branch of Therapeutics practically indes- 
perisablc to every practitioner. The value cannot 
lie estimated in dollars and rents. The results 
obtained in a large variety of eases lead me to 
believe the future of High-Frequency Therapeutics 
cannot- be over-estimated at this writing." 

—Dr. E. E. Giltner, Waseca, Minn. 


GOOD RESULTS IN RHEUMATISM 

"The Violetta has given me some very satisfactory 
results in the treatments of Rheumatism, Neuritis 
and Uterine troubles." —Dr. II. B. Weaver, 

President Medical Society of N. C., 
Asheville, N. C. 


WELL PLEASED 

"I will say that I am pleased with the application* 
of high frequency current and have had good re¬ 
sults Horn its use." —Dr. J, W. Oliver, 

Douglas Block, Omaha, Neb. 


Dr. W. C. Griffin, Cartcrsville, Ga., writes that 
he is treating six eases uf goitre and has already 
successfully completed ten cases of voitre. and 
adds, "I use the Violetta every day and could not 
get along without it." 



VIOLETTA RAYS 
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ALL SWELLING LEFT IN ONE WEEK. 

"I have had success with the VIOLETTA in a 
case of Carsenoma of the breast. It was as large 
as a hen's egg, and I reduced it to the sue nj a 
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"I would not Ire without the Violetta you re¬ 
cently sent me. It‘has accomplished sonic unusual 
results. 1 would not Ire without u«c. 

Dr H. J. Moyniliau, 


ALL PATIENTS LIKE TREATMENTS 
“It has proved very beneficial in the following 
cases: Rheumatism. Paralysis, Pleurisy l-eu- 

corrhea. Conjunctivitis and many other diseases, 
and the treatments are *o pleasant that all my 
patients like it."—I>r. Harry T. Davis, Aurora, Mo. 


"I am more than satisfied with the \ inhitta. I 
have used it in two acute eases uf Lumbago arn 
in four to five treatments the patients were all 
right, the first treatment giving great rrlict. I 
have also found it fine in other ways. 

Dr. C. A. Border, 

819 S. 3rd St.. Ponca City, Okla. 


GOOD RESULTS IN MANY CASKS 
“I have hud very* satisfactory results, in treating 
goitre, and a variety of nervous diseases._ Rheu- 
mat ism, Neuritis, Neuralgia. Insomnia, Constipa¬ 
tion of bowels, and stomach troubles. ’ 

_Robt. A. Hankins, M. D.< Carhnvtlle, Ill. 


FOR BEDSIDE TREATMENT 
"I will say that 1 have used High-Frequency 
Electrical Apparati in my practice for about ten 
years with good results rsi such cates as Indicated, 
and have conferred ureal benefit upon my patients 
by its uv. A few months ago I added a "\ udetta 
apparatus to my equipment and have found it ol 
much benefit, especially in bed-side work where a 
portable apparatus is needed." 

' —Dr. E. E. Lusk, Barahoo. Wtm. 


PROFITABLE OFFICE EQUIPMENT 
“It gives me pleasure to state that iny High- 
Frequency Instrument has given me very satutae 
tnry results in a number ol' eases. It is by far the 
most profitable appliance 1 have in ror office 
equipment. My best results with it have been in 
cases of lumbago, torpidity of liver and bowels, 
venous engorgements as in hemorrhoid*. I had a 
ca*e of menorrhagia that resisted all mcdieai treat¬ 
ment for two years which responded promptly by 
using High-Frequency current.” 

—Dr. J. L. Snavcly, 401 2nd Ave„ Sterling. Ill. 


WOULD NOT BE WITHOUT IT FOR MANY 
TIMES ITS COST. 

"Allow me to say that I would not'he without the 
VIOLETTA fir several times wliat it cost me, 
It has been of great help to me In many con 
ditions. Have removed a number of Warts and 
Moles. Also an Epithelioma." 

—Dr. Robert Roddy, kewanee. III. 


“Have received a Violetta High-Frequency Gen- 
erstor and find it does the work very nicely. 

—C. W. Holtimullcr, M. D.. Farmersville, Ohio. 

FOOL-PROOF 

"We certainly would not bo without the Violet- 
Ray since we have tested :its efficiency.” 

— Dr. I. M. Gceslm, Bmnkficld, Mo. 

PATIENTS WANT MACHINE AFTER 
TREATMENT 

“Since receiving the Vinletta I have used it 
several times on my patients with fin- results, so 
much s.i in fact that several of thefti wish to know 
if 1 could get one for them.” 

_C O. Zimmerman, M- D.. Oakland. CuL 

THE VIOLETTA IS AS EFFICIENT AS AN 
X-RAY COIL FOR TREATMENT WORK. 

“I am in possesion of one of your Violetta Gen¬ 
erators (outfit No. 4) and very much satisfied with 
the good work and results I get out of it. I also 
have a 12 inch II. F, and X-Ray coil with resonator 
hut get gooA rnciugh results with the Violetta that 
1 am bound to get dry cells to operate it and do 
some good treatment work in the country." 

—L. N. Smernoff, M. D., Atlanta, Nebr. 

RELIEVES PAIN 

“The VIOLETTA is the finest thine T ever used 
to relieve congestion in any part of the body, and 
to relieve pain. Treatments arc so plraxant that 
all my patients like it." 

—Dr. G. B. Duncan. Kewanee, Ill. 

TONIC TO PELVIC ORGANS 

"The Vinletta Is a tonic and a sedative to the 
pelvic organs when given with the insulated elec¬ 
trode No. 7 together with proper spinal treatments. 
Oz-nie is well known for its germicidal properties 
to infectious of the vaginal and utcrics." 

—Dr. L E. Barnes. Chicago, I1L 


•T will say t|jat I am pleased with the applications 
of high frequency current and have had good 
results from its use." —Dr. J. W. Oliver. 

Douglas Bloc*, Omaha, Neb. 


USES DAILY 

“I use the Violetta in my practice daily and have 
found it mnst excellent for buniuns, soft corns be¬ 
tween the toes and general massage which gives 
almost immediate relief to tired and sore feet. 1 
would nut be without this instrument.” 

—Dr. D. E. Hillingrr, South Chicago, III. 



"Enclosed please find check for amount due you 
on apparatus, Am well pleased with it in every 
particular.” 

—Dr. J. J. Doyle. 

Peoria, IlL 


"I have used your Vio¬ 
letta Machine and found 
it gave satisfaction. I can 
recommend it to any 
one." —Dr. B. Nicola, 
Box 5J3, Sigourney, la. 
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VIOLETTA RAYS 

luuiiiuiiuiiuiiuiiDtiiuir.ituiuiiiiKirJiiminiDin 


Quality Points of the Violetta 


From Drugless Healers 
and Sanitariums 


i\ scientific con- require. No previous experience or tcch- 
ViOLETTA in- nical knowledge is necessary to operate 
lie resources of the Violetta. 

of tlie luxurious Economy. It uses only % of the amount 
:y Current among Q f current consumed by the ordinary 16 
ider in more than candle power lamp: and operates on any 
ict mankind. current alternating or direct without 

mufacture of the special adjustment. 

j thoroughly and Description. The entire mechanism is 

enclosed in a hand¬ 
some. highly polished 
hard rubber casing. 
The entire instrument 
weighs only one and 
one-half pounds, and 
is encased completely 
with the electrodes 
m a hatidsome vel¬ 
vet-lined seal grain 


throat, Coughs, anil particularly so in neuralgic 
jiaiiu, 'headaches, etc., in fact there is hardly I 
pain of tile human frame but what it will ailcviat 
if not cure.” —W. t* 1'lncbin, 

1966 Valentine Avc., New York City. 

“My apparatus is working very nicely and I an 
pleased with it." —F. C. Davison, 

Kelso Sanitarium, Ilioonnngtoii, III. 

“We are using the Violetta and have had tome 
especially good results." —T. C. Wcllmer. 

Vice President, The Wcltnter Institute, 
Nevada, Mo. 

“It is just two months since we received your 
Violetta high-frequency instrument and have given 
it a thorough trial in the following cases with 
great success. Kxuntlialmic Goiter; Corns and 
llnnions removed; lajticorrhea; Uteric Tumor. 

"The above cases except the rarlutnele and India, 
was of lung standing and are now entirely well.’* 
— D. J. Heckman, D. C., The Heckman 
Klcctric Sanitarium, Ottumwa, Iowa. 

“I need the Violetta in my Sanitarium practice 
and feel lost when am without it.” 

—Dr. James F. Blanchard, 
Supt. Grand Island Sanitarium, 
Grand Island, Nibr. 

HAS GIVEN d/100 TREATMENTS IN 
MANY CASES 

“It is with the greatest pleasure lliat I send 
you a report concerning tlie use of one of your 
Violettas during the past year. During that time 
I have given about four thousand treatments with 
{lie Violetta to ail iiitniite variety of ailments and 
have found it tQ he the one unfailing remedy, in 
had cases of ucuritis, pneumonia, pleurisy, lum¬ 
bago. muscle cramps, neuralgia, headaches, and 
for absorption in acute and chronic disease. Itch¬ 
ing akin and eruptive skin disorders are alike 
amenable to the curative ray* of the Violetta. 

“As a tonic stimulant to tlie nervous system it 
has no equal. 

“It js one of the few high frequency machines 
that give the highly desired, strong yet cooi cur¬ 
rents. And it certainly does stand up under 
heavy service. 

"1 luiuking you for the past year’s courteous 
service.'’—Ralph Shadduok, D. O., Chicago, III. 

FROM PRESIDENT OF STATE BOARD OF 
EXAMINERS OF NORTH DAKOTA. 

"Your VOLETTA outfit is very satisfactory, 
and is a great success in every respect, and it gives 
me pleasure to rccomnirnd it. I would not be 
without it as it does wonders." 

—A. O. Henderson. M. D.. D. C... President Buard 
of Examiners, State of North Dakota. 


made a part of tbc 
fin idled product. All 

r tu d I> * Jj 

1 <t:ttil 
and 

ni nli.-nt and 

scientific machinery; 

accuracy and correct 
finish. 

For this reason it is possible for us to 
give such a liberal and ironclad guarantee 
with each instrument. The VIOLETTA 
is guarantied to Ijc kept in repair free of 
charge fur a period of one year, but with 
ordinary care it will last a lifetime. Our 
guarantee number coincides with the num¬ 
ber on each machine, the stub of guarantee 
is returned to factory when purchased. By 
this method wc have a complete record and 
history of each individual machine. 

Construction. The VIOLE'I IA is con¬ 
veniently constructed in one piece, making 
it unnecessary for Utc operator to go to 
any other part of the room to make an 
adjustment. 

Its simplicity of operation. The turn¬ 
ing of a small button conveniently ‘secures 
any regulation desired. This regulation 
can be accomplished while the machine is 
in operation and enables the operator to 
/Oi apply the treatment mild 
or strong as the case may 


aircauy «u...; 

be of service to your company in furthering the 
advancement uf this wonderful machine, feel per¬ 
fectly free to command me.” 

—Bradford Howard. I r.mklin. Pa. 

USED TWO YEARS 

“I have n Violetta which I purchased in. New¬ 
port, R. 1- n couple of years agu. It’s the joy of 
my life.”—Mrs. S. A. Cowic, Washington, I). <-■, 
"I have used Violetta for over two years and it 
gives pci feet satisfaction. I would not lie without 
one." —Ur. j. Johnson. Kent, Wash. 

AHEAD OF ALL OTHERS 
"I find your Violetta is ahead of all others. 
is more easy to adjust and does not get out ot 
order as others do. It meets the approval 0 M 1 II 
my patients who arc mostly theatrical people. 

Maurice, Boston, Mass. 

FR< )MFT DELIVERY _ 

“Have used t li c 

VIOLETTA in such / 

eases as Goitre. Bron e% M 

chills, Pleurisy, Neu- H j V 

riti*. Neuralgia, and W- n 

Lumbago, and find it \—S I 

very beneficial. In —vN. 

fart 1 would not be /'"TT 
without it in roy uf- f It jST H \ 
Ike. I want to thank J ,-|ly \ 

von for your prompt- / fle sjwiiilll \ 
ness.*' —Ur. Daniels, / A l \ 

Lisbon, n. d. V \\mj\ y 
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RECOMMENDS AFTER THORO TRIAL 
"I have hail it uood deal of experience willt a 
number of Iii^btrequency apparatus and have 
found them waiitiiiK, some in mechanism arnl 
others in efficiency. 1 did not feel that I wanted 
tii present an apparatus to my students ami the 

J rotession without first giving it a thoiough trial. 

am pleased to advise that I have fuuml the 
Violetta satisfactoiy in every respect both in 
efficiency and mechanical ccunplctenc&n. I am 
ordering two more machines, one for Dr. C. 
Stmm of Sun Antonio, Texas, and another one 
for rny own purpose. I have given it sufficient 
trial to warrant its recommendation.” 

—Dr. J. C. Hubbard, Oklahoma City, Okla. 


ALWAYS GIVEN SATSFACTION 
“I have recently added one of your Violetta Gen¬ 
erators to my office equipment and have tried it on 
many patients and it has always given satisfaction. 
“I am highly satisfied with the machine. 

"My pleasure, the other day, was to meet one of 
your salesmen. 1 was impressed with his appear¬ 
ance and manner of handling himself and bis 
machine." —Dr. Harry M. Hull, 

27 Davidson’s Auto Blk.. Sioux City, Iowa. 

FIVE YEARS EXPERIENCE 
“From our experience during the past five years 
that we have done business with you we find that 
you have treated us very nicely and our business 
relationship has been very pleasant." 

—Yvette Co.. New York, N. Y. 


BEST ON MARKET 
all right and the heat machine on the 
—C. E. Marquis, Boeotian, Mont. 


market. 


VIOLETTA IN CONTINUOUS USE 
SIX YEARS 

"We are sending you for slight adjustment a 
Violetta machine which has been used for six 
years continually. Wc believe that it has stood 
up wonderfully well after the hard usage given it." 

—Then. Stave Co., New York, N. Y. 


A VOICE FROM AUSTRALIA 
"We are daily using the whole outfit I brought 
with me and everything is very successful.” 

—J. J. Pritchard, Melbourne, Australia. 


ATTRACTED ATTENTION AT CONVENTION 
“Our meeting from the point of enthusiasm was 
a grand success. The Violetta attracted consider¬ 
able attention anil succeeded in overcoming an 
unfavorable impression that bad been created in 
this section bv another apparatus.” 

—Geo. A. Terry Co., Buffalo, N. Y. 


Violetta outfit, and think it one of tbc best an 
handiest machines on tlie market.” 

—Dr. Shcrley C. Laccr. Louisville, Ky. 

HAS TRIED THEM ALL—NONE EQUAL 
TO VIOLETTA. 

“It is certainly a grand improvement over any 
have used and I think I have tried them all. M 
patients remarked the diflerence immediately on tr 
change made." —Dr. Cliax. H. Brooks, 

4J8 E- State St.. Trenton, N. J. 


WORTH TWICE AS MUCH 
"I received the Violetta machine on the 12th 
inst. and am highly pleased with it. It lias even 
been better than what I expected it would lie. It 
is worth twice as much as what 1 paid for it.” 

—Homer A. Wicker, Washington, D. C. 


Violetta Outfit No. 3 

The electrodes shown here with the outfit No. 3 are regarded as very prac¬ 
tical for personal use. The No. 18 eye electrode can be used not only for the 
eye to stimulate the optic nerves, but also for crevices of the face or body or 
for the application on a restricted area where other electrodes would perhaps be 
too large. The comb electrode No. 3 can he used besides the scalp for applica¬ 
tions on the back, legs, arms, or any part of the hotly. The No. 5 throat electrode 
because of its shape can also be used for the legs or arnfc. 

For the man or woman who wishes to have at home a complete outfit ready 
for the treatment of any ailments that may occur, this is the ideal outfit. 

Each electrode is contained in a separate compartment formed so that it will 
fit each individual electrode. The inside of the case is lined throughout with 
rich satin, across the cover of which is a purple silk ribbon, imprinted in gold. 
The outside of the case is lined in seal grained caratol with beveled corners and 
creased edges, r«aking a very handsome and beautiful outfit. 

It has proved its merits in the treatment of asthma, boils, bronchitis, dandruff, 
colds, headaches, lumbago, rheumatism, nervousness, neuritis, pimples, skin 
diseases, and a host of other ailments. 

This instrument can lie used with any of the elec- |v 7 w 

trodes shown on pages 39 and 40. and additional V* ' j 

electrodes can be obtained from time to time as required. l 

It is an ideal outfit for liome use and with it you can S~\ 
in your own home take Violet Ray Treatments for j \ 

(95 throat, eyes, scalp, face, and body. / \ 

v/ Constructed to operate ou 110 1 '\A \ 

n\L_. volts A. C. or D. C; 32 volts;or 220 ,=TjM 

voits. • Emi i lilr > 


Now—Try a Violetta in Your Own Home 

On the following pages you will find listed the several styles of Violetta Violet-Ray 
Machines. As long as they arc in our factory—as long as these machines arc not in 
your home, you are missing the greatest health aud beauty treat of your life. Why not 
send for a Violetta. This catalog contains as much evidence as wc could possibly crowd 
into its pages to prove to you that Violetta Violet Rays will do more for you than 
medicine and will bring to you the healthy glow of.youth and beauty. 

Think how much more happiness there will be for you in life when you are feeling 
100 per cent perfect every day. Think how much better you can work—how much you 
can enjoy your play. Think how much more pleasant you can be to yourself, to your 
family, to your friends. 

If the Violetta were a new machine you could afford to be skeptical, but it has 
proven so successful in the hands of private users as well as in the hands of countless 
physicians aud drugless healers, that you cannot afford to let any doubt stand in your 
own light—stand in the way of your own health. 

Look over the Violettas listed on the following pages. Read 
IIIt the descriptions carefully and order the one that suit} you besL 
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Violet De Luxe 

The Do Luxe Outfit is the newest develop¬ 
ment of the two piece Violet Ray machine 
and is a perfect product of electrical design¬ 
ing. No pains or expense has been spared in 
making this as nearly perfect as possible 
and the best two piece machine on the 
market. . 

In appearance it » very elaborate, the 
coils being contained! in a highly polished 
wood box, either mnhlgniiy or white enamel 
approximately 6x5x4%” high. The plate 
upon which the adjustment is mounted is 
of pure white marble, all metal parts being 
highly nickeled. 

The handle in which the tesla coil is con¬ 
tained is of polished hard rubber 7-}fj" long 
and in diameter, very neat and easily 
held with 7 feet of reinforced cord. On the 
end of this cord is a special ping of our own 
manufacture, which fits snugly on the two, 
posts on the marble plate. 

This is one of the distinguishing features 
of this two piece machine fur the handle is 
detachable and prevents the breaking of the 
cord which is a common occurrence on two 
piece machines which have the cord per¬ 
manently attached to the mechanism. 

The entire outfit is contained in a very 
elaborate leatherette carrying ease lined in 
purple satin. The cover is lined in folded 
satin, having a red ribbon across, printed 
in gold. It is of unexcelled beauty of de¬ 
sign and performance, and presents a very 
elaborate appearance. 

The De Luxe Outfit contains the polished 
wood instrument ease, the hexagonal handle 
and cord, 6 feet line cord, body electrode 
and comb electrode, all contained in beau¬ 
tiful carrying ease as shown. 

The comb electrode has not before been 
furnished with this otlfit hut we are adding 
it as a special feature 

Violetta Outfit No. 7 

This is an ideal outfit for the home and 
contains not only tlv* General Electrode, 
Comb Electrode, and Metal Electrode, hut 
also the Ozone Generator No. 28 fur Ca¬ 
tarrh, Asthma, Bronchitis, Hay Fever and 
so forth. The Ozone Generator is fully 
described on a later page. 

The carrying case for this outfit is spe¬ 
cially made to contain all the electrodes 
mentioned including the Ozone Generator 
and its various attachments. It is lined 
throughout •with satin with a purple ribbon 
iinnrinted in fold, tirtscntitur a very blind - 


VIOLETTA OUTFIT No. 1 

This outfit includes the Violetta Violet-Ray Generator and the General 
Electrode No. 1 which is the most important electrode of all 


VIOLETTA OUTFIT No. 5 

Especially for Physicians' Use 

Thin ouVEt in very practical for physicians* tine ami containn Vaginal Electrode. 
Krctnl Electrode, Urethra) Electrode. Metal Electrode, Eye Electrode, External 
Thrn.it Electrode. Cnmh Electrode, amt Body Electrode for general tine. The One 
Piece Machine i* preferred by physicians over other makes because it in unneces¬ 
sary for the physician tu leave his patient during a treatment since «Ire entire 
adjustment is in one piece. Furthermore, in the use of Orificial Electrodes, merely 
insert the proper electrode and by using tile Metal Electrode No. 6 in the machine, 
make the cc tact with the metal cap of the glass electrode. All of our electrodes 
will fit this machine since they are interchangeable with all our types. For 
physicians we specially recommend in conjunction willi the use of this machine the 
Ozone Generator No. si. 
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Tke Violetta Multifrex—Type A1 


For tlic last six year* High-Frequency gen¬ 
erator* of whatever nature or design, have shown 
no revolutionizing improvements. It was left tn 
mir many years of experience. Study ami ton 
Milation with pruinineut electro-therapeutist* to 
produce the Multifrcx. 

Special attention lm been given to tlic different 
High-Tension discharges. By special and unique 
arrangement of capacities, windings and resist¬ 
ances, the standard electric current of 110 volts 
A. C. or I*. C. is transformed to a great variety of 
high-pressure currents at varying frequencies. 
Since the science of High-Frequency has become of 
such importance a certain classification nf the dif¬ 
ferent High-Frequency discharges which vary in 
wave-form, pressure and volume was mode. This 
formed a period nf extensive and elaborate ex¬ 
perimenting from v' fch emerged the Multlfrex. 

High Frbw'VKNCY Cubr»..vts: The vibrating 
spark-gap allows a great range of current intensity. 
A selective switch allows the production of three 
separate and distinct forms of High-Frequency 
current. On the first step a pleasing mild How 
can he obtained. This form of current is especially 
suitable for eye, car, nose and throat work. On the 
second step a powerful stimulating spark is pro¬ 
duced, suitable for Lumbago, 1'urtial Paralysis, 
Rheumatism, etc. 

Multi-Fbcouxncv Omni nth: On the third step 
Multi-Frequency currents arc produced which cause 
a Faradic sensation in combination with High-Fre¬ 
quency. This can he varied from slight tu strong 
muscular contraction, Tln*c Pseudo Faradic Uni- 
pula r discharges arc of tl)c"ulmost importance in 
treating Partial Paralysis, Chronic Muscular 
Rhrumatbm and causing reflex action by spinal 
application. They arc a profound stimulant 1o cir¬ 
culation, elimination and secretion. 

Owing to the High-Frequency oscillation carrying 
the motor-waves, this form of electric current 
possesses great advantages over cither the simple 
High-Frequency nr plain induced Faiadic current, 
ft finds its application as a substitute for massage, 
(High-Frequency oscillation cause! a "cellular mas¬ 
sage'*) as an aiil in tlic absorption of exudates re¬ 
sulting from fractures, sprains, in the relief of 
acute rheumatism, neuralgic pains, etc. 

The Multi-Frequency current is a new modality 
and is not contained in any other instrument. 
When sltihhom cases do not yield with High-Fre¬ 
quency alone, this combination opens up a new 
field for treatment which in numerous cases has 
produced wholly unexpected and gratifying results. 

The High*Frequency handle is also an added 
feature. By placing a long tesla coil in the 
specially molded hard rubber handle, no unex¬ 
pected spark can jump from the cord or any part 
of the handle. The contact-socket in which the 
electrode fits in embedded in solid hard rubber, 
therefore eliminating any exposed metal parts 
which might produce sparks. 


Cautery and Diagnostic Attachments: Beside.- 
the various forms of High-Frequency currents 
which the Multifrcx produces, it is equipped with 
Cautery and Diagnostic attachments. 

Cautery: The Cautery attachment is composed 
of a Cautery handle of our own design, a platinum 
knife, ami special heavy gauge reiulurccd wire. 
The Cautery handle is equipped with a thumb 
switch and the heat of the knife is regulated by 
means of the adjusting 9crcw and can be heated 
from a cherry red incandescence to white heat. 
The results obtained with this attnchmrnt are of 
equal value ti> the e\|>cnsive cautery transformer 
silling in itself for $30.00 or more. It is employed 
in the removal of diseased growths from various 
parts of tlic body. 

Diagnostic Lamp: The light for the Diagnostic 
Lamp is produced by menus of a special resistance 
unit separate from the other mechanism, thereby 
ctTrvting a steady bright white light with no flicker 
whatsoever. 

Dlsciiiptiun: By exercising great mechanical in¬ 
genuity the cutire outfit has been made to occupy 
about half the space of other box-type machines. It 
mcatuies only 12%"xfi Jk w x6%’* and weighs 7 
pounds fully equipped with alt attachment.--.. The 
entire outfit is contained in a heavy caratid covered 
case, handsomely lined with purple velvet. All 
metal parts are nickel-plated, the cutire outfit being 
very dahoratc in appearance. 

Witli the three capacities of the High-Frequency 
current, the Cautery ami the Diagnostic Attach¬ 
ments. the MuUitrex covers a wide range- of use 
fulness and makes a very valuable asset. It is 
superior and different in design, efficiency and re¬ 
liability. It embodies in a very compact form the 
advantages of very expensive apparati. 

We present the Multifrex, a most perfect fool¬ 
proof apparatus, giving a dependable and safe 
machine which has proven its success and deitv* 
onnlrated its great value in bringing quick results 
in all cases where Higli-Frequcucy in its different 
phases van and should lie used. 

Kowicmiint: Tlic following clcctiWrs nnj at¬ 
tachment* comprise the equipment of a Multifrcx 
outfit A-1: 

I Body Electrode. 

1 Insulated Prostatic Electrode for rectal and 
vaginal treatments. 

1 Insulated Urethral Electrode for bladder, ear, 
nose and throat. 

1 Figuration Electrode. 

1 Metal Handle for indirect treatment. 

1 Hurd Rubber High-Frequency Hamllr. 

I Cautery attachment complete with platinum 
knife. 

I Diagnostic attachment complete including lauqx 

All contained itt a handsome carrying case. 


Tke Violetta Multifrex— 
Type B 

This outfit is exactly as described above under Type A1 with 
the exception that it contains one body electrode and docs not 
contain the equipment for cautery and diagnostic work. . 
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Patrnt fending 


The Baby Violetta Type 15 is a new departure in Violet-Ray instruments. 
For the first time a Violet-Ray machine is equipped with an index, and the 
strength of current can be adjusted to “mild,” "medium” or "strong.” By 
means of eccentric contact points which control the index we arc enabled to 
gauge the amount of current which is shown on the index. We have these 
features patented and they*therefore can not be found on any other make. 

The index agrees with our chart of instructions which shows whqn to use 
"mild.” "medium” or "strong” currents. 

The Important Features of Baby Violetta Type Jb arc as Follows: 

1. Equipped with index as mentioned. 

2. Adjusting Knob on‘top of panel. 

3. Handle can be separated from rest of instrument and is equipped 
with 2 pin composition plug of our own manufacture. 

4. Specially constructed hexagon handle of beautiful design. Light 
in weight and convenient to handle. 

5. Specially constructed Tesla coil to fit 
handle. 

6. Formica panel, indestructible and highly 
polished. 

It is also equipped with all the special features of 
the Type B outfit and all other improvements in the 
general manufacture of our instruments. 1 

Carries our regular one year guarantee. 

Will not operate on other than 110 volts. f \1 Jr 


Our Newest Product 

Appreciating the demand tor a lower priced Violet-Ray machine, we have 
now developed in our laboratories The Baby Violetta. 

As you will note this is a neat and compact apparatus. '1 he magnet coil 
and adjustment is mounted in a handsomely lined and covered carrying case, 
size 10"x5j4"x3” with beveled edges and nickel-plated hardware. 

A specially constructed Tesla coil is contained in a very neat handle com¬ 
posed of highly polished insulated hard rubber and is shock-proof. A o spark 
can jump from cord hading to this handle. In size it is 8'm length and 1-M 
in diameter. 

Unlike other types of low-priced machines, a great deal of attention has 
been paid to construction and assembly. As you will note, the body Qt tne 
instrument is composed of molded composition with metal inserts, insuring not 
only perfect assembly, but also a finished and handsome appearance. 

^ It is equipped with 7 feet of cord to lamp socket 

jLjrSo, _ and 6 feet of heavy cord to the handle. It is furnished 
j/n complete with carrying case, cords, general electrode 
IIH and yearly guarantee. 

iJ Weighs complete 3 lbs. Guaranteed for one year. 


irnnTKsu. 
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The VIOLETTA—Type C 


The VIOLETTA-T 


The magnet coil and condenser of the Violetta Type C machine are 
mounted in a special die molded base, and are incased in.a rigid vertical tube, 
tlu- top of which is closed with a handsome highly polished die molded cover 
mi which is mounted the adjusting attachment. All molded parts are made of 
a strong and durable composition and, op account of being die molded, are 
accurate and uniform, insuring a perfect machine. Height, 4/inches, diam¬ 
eter 4 inches. Six foot cord and plug furnished with each machine. 

Our efficient Tesla coil is contained in a very handsome highly polished 
hard rubber handle, hexagonal in shape, with a spiral spring to prevent 
breaking of cord. 

Only Low Priced Machine IF Inch Accomplishes Results 

The only low priced machine on the market that will really accomplish the 
marvelous, health-building results possible through the 
Abe scientific use of the VIOLET KAY. An electro- 

%A) medical apparatus heartily endorsed by physicians and 
ffU beauty specialists everywhere, 
y ^ Not a toy; not something to “tinker with ; a really 


This instrument is ttie same as Type C only encased in a very handsome carrying 
case lined outside with heavy caratol, corners beveled and edges creased. Lined inside 
with rich satin throughout. The case is so constructed that the instrument and handle 
fit in specially constructed compartments. The electrodes are contained in a removable 
tray which fits in the cover as illustrated or can be removed and placed in main section 
of case to close lid. The tray is constructed with special compartments which contain the 
following electrodes:— 

Body electrode for general work. 

Comb electrode for scalp or body. 

External throat electrode. 

Eye electrode. 

Metal electrode. 

This case can lie furnished without electrodes to carry Type C or any choice of 
electrodes. i 

Cl. Includes all electrodes shown in handsqtne satin lined case with removable 
tray complete. * 

C2. Includes carrying case without tray and one body electrode. 

C. Includes body electrode but without ease. Enclosed in sjiccial cardboard carton. 
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Additional Violetta Electrodes 


Portable Battery Outfit No. 6 


For Use Where No Current Is Available 

»I This is an ideal outfit for use where 

no commercial current is available, 
and lias been found suitable for all 
kinds of treatments. This outfit can 
he. operated with 10 to 12 standard 
dry cells connected in series. Dry 
cells can he obtained at any electri¬ 
cal store. 

We have also perfected a special 

'fe.-ti'ia.'i- battery omtair.ir.^ 5 cell-. I" 

this outfit. lty using this 

storage battery a saving in the 

charged in any garage at .-mail cost. 


No. 2 Condenser Electrode.—As the name 
implies, it condenses the current, and pro¬ 
duces a strong even How; also generating 
electrical heat which is very desirable in 
deep seated cases. Used for Rheumatism, 
umbago, Neuritis, Neurasthenia, Skin Dis- 
_ses, Etc. This Electrode can be used in 
jdace of the No. 1 or No. 6. 


No. 3 Comb-Rake Electrode.—Used for all 
scalp treatments; Falling Hair, Dandruff, 
Gray Hair, and for stimulating the hair 
cells. 


The complete cells are contained in a cara- 
tol covered carrying case, and weigh 37 
lbs. It has a substantial strap to aid 
portability. 

The spark length of the High Frequency 
applicator can be regulated to any degree 
from a mild adjustment for facial and scalp 
treatment to a strong stimulating spark for 
rheumatism or for any other treatment 
where deep penetration is necessary. The 
frequency of this apparatus is extremely 
high, giving painless treatment. The re¬ 
sults obtained being equal to those obtained 
with the standard 110 volt machine, as it is 
specially constructed and adjusted to opcr ; 

ate on batteries or 
storage battery In- 
stead of the light¬ 
ed /D ,,,g currcnt - 

((U *^‘* s * s *" ,rst 

J time that the High 

Of if'Xv Frequency current 

\\ II n \ vi has been success- 


No. •! Spinal Electrode.—For all Spinal 
treatments. Arranged so that it fits over 
both sides of the vertebrae. For Reflex 
Spinal action, use the Metal Spinal Elec¬ 
trode No. 30. 


No. 5 Throat Electrode.—Designed so as to 
fit over the neck. Very excellent results 
have been accomplished with this electrode 
in Goiter, Tonsils, Double Chin. Any ex¬ 
cessive formation arc eliminated. 


Storage Rattery 




This slnraRf battery Si marie especially In oper¬ 
ate our Buttery Outfit No. 0 and contain* 5 cells. 
Its ca|>acity is 2(1 ampere hour pioducing 10 to 
12 volts. Will mu in connection with the instru¬ 
ment ten hour* at full charge- Can l»c recharged 
at small cost in any charging station. 

The plates arc very durable and the battery will 
last from six to seven years. 

It is 37 lbs. in weight contained in a very heavy 
caratol covered case with an extra stout handle 
for portability. 

Size— 11” high 17” ut length and S 1 /i wide. 


No. 6 Metal Electrode.—This delivers a 
strong current and is excellent for general 
tonic and where constitutional effects arc 
desired. When held hy the patient, there is 
no muscular contractions, merely a sense of 
warmth and glowing permeating the entire 
body. The current can also he drawn to anj' 
part of the body by using the No. 1 elec¬ 
trode or the fingers of the operator. 
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What Beauty Specialists Say 


"We are very much ji leased with Mir VIOLETTA 
and we pivc more VIOLETTA treatments, both 
sculp ami facial, than any other; having almost 
400 tickets on file at the present lime.’’ 

—Mrs. McCann, Mgr., Gicld-Scblick. St. Paul, 

"I have used the VIOLETTA fur nearly a year. 
In Neuritis and Nervous headaches have bad very 
good results. Have removed warts and moles vritli 
success. Cannot say too much in praise in the 
treatment of the scam.” —Mrs, Mary Gileer, 
107 Jefferson St., Green Bay, Wis. 


"We have now used vour machine, the "VIO- 
LETTA" for Over one year i:i each of “the trn 
departments, which we control throughout the 
cuuntry and have found it satisfactory in every 
respect. During the time we have used them, 
not one has gotten out of order. My operators 
jilte this machine in preference to any others an 
it is an safe and easy to handle. Because we are 
so pleased, with your “VIOLETTA," wc are 
sending this unsolicited anil of our own accord. 
It is a wonderful piece of mechanism.'' 

—Math. I. Thouic, 22 W. Monroe St.. Chicago. 


Electrode 1-A.—Double duly Electrode. 
For use same as No. 1 Electrode, but ar¬ 
ranged so that from otic Surface a strong 
current is produced for energetic stim¬ 
ulation, and from the other a very mild 
eflleuvc for light treatments. 


Patent Pending 


No. 30 Special Metal Electrode for Reflex Action. 
--In order to stimulate any muscle or nerve, place 
this Electrode in contact and then turn on the cur¬ 
rent, thus avoiding the spark. The organs or mus¬ 
cles can be made to respond as to direct treatment. 
Used mostly for stimulating the nerve centers at 
the Spine. 

Violetta Lubricant.—Used in connection with the VIO- 
xj- l * or a,,y bod y treatments. The action of the 
High-Frequency current drives the lubricant into the 
tissues. 6 oz. bottle. 

Violetta Inhalant.—For use with the Ozone Generator. 
1 oz. bottle. 

Dr. Eberhart's Manual of High Frequency Currents. 


T«>rt of U» Util 
otminr tsai of t.i« ttuiri in 

Lmlelf U* mobI of BAt-i It ■ 


CM- (Hit -If fit fisrr lo :j satire 
th»ir «nl tmMiiltT to 


We manufacture the Violetta Generator for other than standard 110 volt current. 
However our standard 110 volt machine will operate on the following voltages and 
cycles when used with a resistance unit: 


iumr.rt t Co., W.l«n, 


200 Volts 50 Cycles A. C. or D. C. use 400 Ohms Resistance 
200 “ 60 " “ 44 44 41XJ 

220 44 60 44 “ “ “ 400 “ M 

240 44 60 “ * " “ 450 “ 

250 44 60 M " * “ 500 " 44 

230 " 50 * 44 " " •* 425 

240 “ 50 44 44 450 44 


Cia'-l MMn, ll * feel Calf.. 
fit•, U-»tt I C.«;*ry, F-nford. 
Cross 2rot»rt. fMOWtUa, r] 

ninft. * city. . 

BsUock'a, Lm Csl. 

D. LMstnlti* * !*ros., K<k|<I-i», 
OlsStl SrcSbrro, UlM^n, 
UltuMfollt Sn torts Co., tins* 
l. Isstrrf-r » Co.. S.ssil. II. 3 
T»- KJ». Ullr/ CO.. •*>« n»T»a. 


U*J * Tftjlsr. Kim Isa City. 

tislol Pro furs. riiUdclrMe, F»... 

?l« II: :• nIntel Coapiny, tHUiiri. hi.. 

ti jig .r'.'atn Outlol Cvsptiy, Iroviilnnno, B. l 

► orbrs ft fUlncs. SfTlqjf1*1.1. U»»*. 

rnaaut ft >rr Co., 51. louts, Co. 

fltlil, LOilInk ft Ci>., 31. hull, lllftn. 

*. ftuin :ura Co., fulilacttl, D. C............ 

ft t.-.Kny Co, . tirooBter, lose..... 


When ordering these units specify screw or bayonet type of plug. 


Many women have Violetta in their own home and, 
can give these beauty treatments at / 

tlieir own convenience. J 
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Some beaut}* parlors 
have thousands of 


Violetta Violet Ray 
Generator. 


USES FIFTEEN MACHINES 
— "We have used the 
"I jflB Violet-Ray machine in 
»ur shop fur several years 
jSJi,y\ and have found that the 
3^-4^. VIOLETTA II. F. A. is 
iJVy|'cO' satisfactory in every re- 
jf/ spret. We use fifteen of 

/ >nn/i W l * ,r5P machines in our 
=!=\ X n fJ | |U\ several departments and 

ll j\ A II none of them have ever 

XfUl.-zAii •' \ l III I gotten out of order.” 

Some beauty parlors “H* Dechman. Mgr., 
have thousands of Man del Bros., Chicago, 
customers for scalp CANNOT DO WITHOUT 

treatments with the .... , 

Violetta Violet Ray „ ”*"* rmr 

Generator. 1 F - 

in my beauty parlor. The 
heneTicial results arc 
simply wonderful, in connection with both facial 
and scalp work. 1 simply could not he without it." 
—Mrs. C. Cunningham, 1046 E. 43rd St., Chicago. 


SIMPLE, COMPACT, DURABLE 
"I find the VIOLETTA the best instrument of 
its kind that I have ever used, because of its sim¬ 
plicity, compactness, and tbe case with which it is 
operated, and its durability.” 

—Gervaise Graham, Stevens Bldg.. Chicago. 

FOR LOWERED VITALITY 
M. Barnett, Mcadville, Term., writes: 

"1 am well pleased with the Viotetta. I find it 
especially good for patients with a lowered vitality. 
I intend ordering some more of the applicators in 
the near future.” 


ENJOYED BY ALL PATIENTS 

“T have found the VIOLETTA excellent in my 
work. It has many desirable features It is easily 
applied and most ben¬ 
eficial in results. It 
refines the texture of 
the skin and ia very 
BRRn effective in removing 

Hy-fc. soreness of the glands 

€Y •*y\\ ]} °f t,le nw: ^ nn ^ *1>out 

l II the ears. Have found 

t | I! it fine for removing 

/A\ V//kTv>\| I 41 any deep seated sore- 
f. \) \ 1 ] [l ■/**""ness of internal na¬ 

il V l i,;li f-y .fT ture. Its use. in scalp 
. treatment is splendid. 

YP^HSjSIl One very desirable 
feature about the 
11/ I VIOLETTA is that 
litfft i’iV 11 \ it is enjoyed by 

Violet Rays are so everybody." 

easily applied that one —May F. Joyce, 

can read while the treat- 605 Alhamhra Bldg., 
ment is taken. Milwaukee, Wu 


The testimonial! of an 
expert in regard to 
design, workmanship 
and efficiency. 

"I have received the 
Violetta High-Fre- 
fluency instrument and 
find it to be excellent 
in dnign and work¬ 
manship. Its efficiency 
and nutnut are suelt 
that it IS very prac 
tieahlr, and it* range 
of usefulness is 
greater than that of 
any similar machine I 
know of. It has al¬ 
ready demonstrated e 
its value in several e 



know of. It has al- The Violetta is so 
ready demonstrated easily used und so ben- 
its value in several eficial in results, that 
cases where a device every woman should 


of this hind is em¬ 
ployed." 

II. R. Van Deventer, 
Engineer Attorney, 
Sumpter Electric Co., 
Sumpter, S. C. 


make it a part of her 
boudoir equipment. Hie 
Violetta is unusually ef¬ 
fective in the treatment 
of goitre and other throat 
affections. 


”1 do not quile see how I can get along without 
the Violet Ray machine a* I know that all of my 
customers so enjoy having it used on them that 
I fear if I should be without one 1 would have 
to close my parlor." —Minnie MaLabrc, 

Ancon, Uepubitca de i anama. 

From the largest 
establishment of 

“We beg to advise 
that we have been \ ^ / 

using the VIOLETTA 
High-Frequency ma- 
chines for more tl'.nn 
one year in our cstab- Iw 

lishinciit. and have -gj*! \ 

found them entirely fly/ ) 
satisfactory in every ;y || > ,» 1 WJ — - 
way. We have about U\\ 7 S - v ■' 

thirty of these ni.vi\\/' j II'V/k ——1 

chines in constant J'/\ lit I 
use, daily ami we are " 

very pleased to inform you that we have had no 
difficulty since we installed them. They have given 
us perfect satisfaction.— E. Burnham, Chicago. 

“I have been nsing one of the Violet Ray outfits 
in my simp three years and they arc all right." 

—Major Theo. Barker, Jefferson St., Danville, Va. 

“I have opened up in a line nf work, where I use 
this instrument constantly, and I must commend 
it in the highest terms.” 

—Mrs. G. L. Rogers, Lynchburg, Va. 

‘‘I have done wonderful things with my little 
machine." —Ida L. Truer, Burlington, la. 

"Finest thing I ever used to relieve congestion 
in any part of the body. It also relieves pain so 
quickly that all my patients like it." 

—Dr. G. B. Duncan, Wewance, III. 

What Electrode No. 20 
docs. 

"Have removed warts 
and mole* with success. 

—Mrs. Mary Gil 
Green Ba; 




iifmii.‘ii>3 1 iiiii>uuiitititiitiiutiiiiiiViriii[iii\tiiiiii!U',tttr<i i -,--ii | iouiiiitit : iiiiimrmiwinu i .itnniuiuutuhU\niwviit:uwt>‘ihiiiii'tV 


(C) Jeff Behary 2020 


VIOLETTA RAYS 

oniiiiiniimmuiuiiaiitinniiiriiiiiiiiiimiiimiMiBiiii 


[ Page Forty-Five 
nitiiiiuiiunmuiituittiuiiuiiiniinintinii 


What Home Users Say 
About the Violetta 


The following letter* arc .“r*®!* 011 '^* 

expressions of appreciation of the VIOLr.T 1 A, the 
originals of which are on file in our office. \ ou 
may writ*- any of these people, ind they will be 
glad to give you any information you may desire. 
We have thousands of others t>» whom wc cart, 
refer; among them are some of ou, most prominent 
business, professional, and public inca. 

SURPRISED AT THE RESULTS SHE 
OBTAINED. 

"I am more than satisfied with result* in the 
application of High-Frequency Current. I have 
hern perfectly surprised at the cure* I have hern 


been perfectly surprised at the cures I have heen 
able to make. For instance, in a case of pleurisy, 
when tbe water persisted In the pleura and the, 
doctor could do nothing to absorb it, and the 
temperature of the patient went up every after- 
noon. I used your little VIOLETTA at the bedside 
and in two day* I had the tempcralure normal 
and in two weeks the patirnt was able to be up. 

I have cured two bad cases of water around the 
kneecap when the physician thought it would he 
necessary to nut on a plaster cast which meant a 
stiff knee. In both cases I had the water ab¬ 
sorbed. the pain gone 
nnd patient walking 
about with comfort 
JJf and without a cane 

T in two weeks. To 

/\ \\te those who know what 

•—*7 \ r" will this trouble means the 

r /' J\ \ v|l cure is like a miracle. 

\S Jr \ \\| — “For indigestion 

\T s^*^- | | ——■ there is nothing to 

fiNer, (Ct Vfcai -., | h-equal it if properly 

l\l/, applied. 

mA'/ l "The two I bought 

1 /Vi i /l _—1 y/ 1 from you I left with 

1 nyi 1 Y 4 friends in the cast 

f/l I A nnd I need another. 
Read what users say about One I sent to mr 
the treatment of water ou niece, a trained nurse 
the knee with Violet Rays, in Port Arthur. She 
wrote me recently 
that the machine lias given perfect satisfaction its 
every way." —Mr*. K. Coates-Colcman, 

224 Smith St., Winnipeg, Canada. 

WATER ON TIIE KNEE 
A tribute to the efficiency of the Violetta ill 0 
case of water on the knee is paid by J. Mary 
Tompkins, of 44 Fairgrove Avr., Pontiac, Mich., 
who after stating that the Violetta had given 
splendid results til rheumatism nnd falling hair, 
continues: 

"A cousin who Is using the Violetta machine 
has nearly been cured of water ou the knee joint 
after being crippled for years.” 

And Mr*. Helene Briggs, Spokane, Wash., 
writes: 

“The Violetta has done me Tots of good as I had 
what they call water on the knee. This lady I 

5 m getting this machine for is in an awful shape. 

have med my machine on her and it helped 
her most wonderfully so she must have one. 


WELL KNOWN ACTRESS ADDS HER PRAISE 

"Cheerfully will I add my praise for Violetta. Its 
the hrst "pain chaser" and "soother” I ve had the 
good fortune tu find. It* WONDERFUL. It cured 
my brother of neuritis. As for myself I use it for 
facial treatments and general massage. I cannot say 
too much for it." —Trixie Frigansa, 

“Will say that this instrument is curing a very 
severe case of erysipelas which failed to respond 
to extensive treatment by phyririan*. Our cos¬ 
tumer is very enthusiastic as to its merits. 

—Marshall Electric Co., Marshalltown, Inwa. 

“Have given your Violetta a thorough trial and it 
has proven very satisfactory. Can use another 
niic in my work. Rend outfit No. I with electrodes 
No. 4 and No. 6 . Please m*h this order and, send 
it to me at 501 H Western Ave., Omaha." 

—Cape. II. L. Ankeny, ui:.-n!n, Ncbr. 

"Am very well pleased with the Violetta and I 
have already gotten a great deal %l benefit from it.” 

—Fred Ward, Sylvan, Minn. 

“Impossible to get along without one, and pleas 
rush order." —Mrs. Pearl N(land. 

Box 32, Kittanning, Pa. 

"I told several parties how much it did for me 
and they wanted to try it so I demonstrated to 
them. I am at the present time treating ten dif¬ 
ferent partic* every day and most of them want to 
get one for themselves.’'—G. O. Echltn, Milton, Pa. 

“I think its great. I like the Violetta just fine.” 

—H. H. Murk, Seattle, Wash.! 

“We have three of your Violet Ray machine* and 
wc cannot say enough for the wonderful work 
they have done.” —T. II. Trevor II. Pike, 

Christchurch, New Zealand. 

ACHING RONES 

A severe cold frequently leave* aching hone* 
behind it which causes more suffering than the 
original ailment. Bradford Howard, P. O. Box 
499, VVatseka, Ill., obtained relief in such a case 
by the use of Violet Rays, Ho writes: “I am 
delighted with the VIOLETTA. By using it I 
relieved a severe case of aching of the bones 
caused by n bail cold and find it generally southing 
and stimulative.” 



and find it qnitr useful iti many cases.” 

—C. B. Hutchinson, Duluth, Minn. 

"Some time ago while In Seattle, Wash., 1 pur 
chased one of your 
Violetta machines. It 
has been thu admir¬ 
ation of many of my 
friends who have seen 
it. I have two friends 
who would like to 
purchase a Violet! 

—Itruce Evans, 

Bluffton, Ind. 
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Simple Instructions for the Use 
of All Instruments 

f I MIE technique here given is that used in cases where the par 

ticular disease in question has been quick to respond to such 
treatment. However, with continued use of (he apparatus, in¬ 
dividual technique is quickly developed. 

If a sedative effect is desired keep electrode in contact. If 
stimulating effect is desired, hold electrode away from surface, 
the farther away the longer the spark. A uniform spark of any 
length can be produced by administering the current through 
layers of toweling or through the clothing. The length of the 
spark depends upon thickness of the layers. 

The indirect treatment is given by placing an electrode (No. 
1, No. 2 or No. 6) in one hand of the patient, while the operator 
draws the current to any local point with the fingers or elec¬ 
trode No. 1. 

Do not use high-frequency for. scalp treatments with toni 
containing more than 40% alcohol. 

Do not be afraid to use our apparatus. It is absolutely safe 
in every respect. 
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Clrc'de IreatmT h 


AbBCCSB 

Apply alto la developing etnreaa la arrant It* growth. 

s 

I 

7-10 

H 

C 

Alcohol and 

Drug Addictions 

In alcohol. turphln* or op.uea habit*, apply over llrer. eoUr pl«u» 
end apine. In cocaine «ae calk! current to aolee of f»*<- *•*“* * nd *'*• 
to pofnl of reddening. Do not fallow itile treatment If b.»i pr-uure 

s 

lit 6 

1015 

1 

ss 


U liw. 






Asthma 

Apply over the ehest and over throat stands. Alau Ule Orane 
Generator (No. 2* ) 

s 

1 & 2 

10 

i 

c 

Ataxia 

The current and apart should be ea atrwng u the patient will 
Lata rate ; aptly to the eptne. over t/ulteck*. abdomen and back of lege 
Gradually deertooe treat in enU to three rimes a week. 

s 

1 &6 

10-15 

1 

LS 

Barbers’ Itch 

Sperk aver surfaee and atout edge*, no not try ta remove In one 
treatment Trent until you observe destruction of tUsue end Ut the 

s 

1 

« 

1 



Interval* t< drlersnlard by pour lodgment. 

Med 




SS 

Birth Marks 






• Treat with electrode No. 1 over the Madder. The urine will clear 

S 

1 

7 

4 

c 

(Cystitis) 

very quickly. Operator bold hand on patient's back to draw currant. 







Cover a reaaonobte auifoee amund the boil ea well a* the boil 

Med 

1 

10-15 

4 

c 

(Furunculosis) 


Med 

1 | 

MO 

1 

i c 

Blackheads 






Brain Pag 

Apply to forer-eed over eye*, bock of heed and 

Med 

1 & 6 

10-15 











Caver the entire area la be developed- 

Med 

1 • 

5-10 

4 


Development 
Bright's Disease 

Apply over the region of the kidney*. It «UI t« notleed thnt 
tlViimen quickly diaajipsora. 

S 

1 

15*20 

a 1 

4 

c 

Bronchitis 

Orore itemld be Inhaled threngh Ihe Oo*ne Generator 
poeitble in connection with Urn Ueatment. Applications of tho currant 

s 

1 




ahould be to the cheat end bock causing a reddening. 

Med 

l 

5-11) 

li 

ss 








Bunions 


Med 


5-10 

4 

c 

v 




Burns 

If barn covers Urge area, use Ne. t. If a mad, tit en« of the electrodes 
wilh emollee point. 

Med 


3-5 

H 

c 

L'S 

Callous or Coma 


S 

lor 20 

3-5 

4 

Cancer (Mild form) 

This la treated with a strung spark and may require anmlhem. Sur¬ 
gery Is aametimre employed In eonlueetlon. Consult outhcrUiaa. Uae 
Electrode No. JB and follow with No. 1 or f 



1-3 1 




M 


H 


Cankers 






Carbuncles 


Me<l 

1 

5-10 

4 

c 

Cataract 

Ocee the eye lids. 

Med 

at 

5 

l 

c 

Catarrh—Nasal 

Piero s few drape of pine needle oil in Otane Generator srd 
fellow laalruetloni given an anuther pegs. Follow Ifcla treatment 
9 ,m e■ vernal treatment of me rear vita Electrode No, 1 and fio t 
internally. 

S 

28 

5 

4 


Chafe 

First apply High FrrqorT.r» Lubricant. 

Med 

l 

5-10 

1 

c 

Chapped Hand* 
or Face 

Flnt apply Uigh Frequency Lubricant 

Med 

1 

5-10 

l 

c 

Chilblains 

Apply direct to a dieted part 

Med 

1 




Cold Extremities 

After trealing cttrrnulsta apply to tpine a«*d abdomen aa a tonic. 

Med 

1 

10 

4 
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It over bom. ibov* lye ami tuf«S of f»*' Ouior Oroeraroi 
Colda ID Head iNa *1 .rhnlM-on# grrollj swiet also spplieatmas .n ir* wiU 

Electrode No. tl 

Colds In Lumis T ~*' '-" l — ^ — , " ha1 ' , " m ° WM C * n,r *’°* *’ 

Constipatlon S'&.Xn ttZrXST "**"*• 

to aMtamaP. cueim iu minutes. medium lurwist. 

Dandruff »“•— — “*» 

Dcafnr«, E*r*=hc «-*■» — - - — “ «* - 

.nd E»r DWr* _ ___ n« .*«. 


VIOLETTA RAYS 


Diabetes 
Diphtheria 
Dyspepsia 
Earache 
Eczema 

Epilepsy 
Eye Diseases 
Falling Hair 

(Alopecia) 

Felons 

Female Troubles 

Fistula 

Flabby Breast 
Freckles 
Frost Bites 
Hay Fever 

Headaches 
Heart Disease 
Hives and Rash 
Gleet 
Goitre 


No. !U IM No. 1. On 
The Own* Generator |N* ZS 1 


Aral; over ih. abdominal ar«m. Rasolll 
of 1.0 wceka. Obe.rv* proper «*v 

Appiy U» IntWie and ouuido of ibrost ■ 

Oiotio C«n«ralnr u dlrrotnL 
At'plr over itomaeh end total 
• III olJ. 

Iniert in ear. 

••si atoiV-fys*™vr »»'»“'» s 

Lubricate elrclrode wilh High FWW«l LutiKont 

Apply over the team and otang “*• »>»** No * ,0 h'** 1 ' 

Close eyelids, apply end repest »i deaired 

j-. eaftsr vfffjn'sa t, 

blood, roduee currerit- 


a hub frroneeuy t 


I. •pplieolion during menttrustion 


__ (I3M ««*»!<« (taw of l 

& WiSTE-i" 

Lchrxata trllh High Frogusncy bateteaat Wtoro intrnlng. 
Apply l« nipple nsd »ho»e eortnee of breast 
Er.erml wraka’ trenimsnt wilt ba rouuirod 


■ felt. 

Ilrsdutee are from varying «*•" It r«*taf la * 
to the sent of psln. rover the ep«ne snd stomach 

Cover opine and total ptasos. 

Apply High Frroneney Lubricant. 


FoOow lh*e grfUt afcaw S minutes •< sharp spsrhs 

Gonorrhea (M.le) M*» *»“«• **"= ol “ t 

Gonorrhea (Female) **• ««•“"“ >'<■“ F ““>* 

_(.1. at Amt U to. t-ctn With 

Gout 




<* attack. 


bwronts. 

°'* y H,lr sSCteiFSSsSSSjSSS 

.. .nine solnr plexus, over gym and tide* of ones. InhalatlasA 
Grippe (lofluensn) Ctr.er.ior (No. 28| *IB greatly aid- inur nasal appUe- 

Ix.n ty Electrode No. II Is al*o benelleUl. 

Insomnia Cover back of bend, nock and eys brows In order menUoned. 

PrUinw dlrttllPM under Female Trawblea; the is* Electrode 
Ltuconhcs la with abort spark. AnUieplis douche* should bs taken. 


Lumbago 


painful • 


^ Is la relieve piin eoeiUons the uesttnem o»» 
il H, pnln U dle&U Repeal Ire^m-nt «tene» 


Med 

1 

5-10 

a 

C 

S 

1 

016 

« 

ss 

Med 

9 

7 

1 


Med 

3 

10 

1 

ss 

M 


2-7 

1 

c 

S 

| 

10 

Vi 

ss 

Med 


10-15 

hrly 

ss 

s 

1 

10-15 

1 

c 

M 

11 

2 

hrly 

c 

Med 

1 

3-8 

1 

c 

Med 

4 

MO 

2 

c 

Med 

IB 



c 

S 

3 

& 

h 


Med 

1 

MO 

H 

c 

Med 

7 

7 

1 


Med 

9 

6-7 

a 

c 

Med 


5-15 

i 

c 

Med 

1 

MO 

i 

c 

Med 

1 

3-6 

hrly 

ss 

S 

28 

KPf& 

M 

c 

Med 

1 & 6 

5-15 


ss 

Med 

1 

6-16 

I 

ss 

Med 

1 

i to5 

1 

ss 

Med 

1 

7 

1 

, 

S 

2 

6 

1 

c 

Med 

1 

6-16 

, 

c 

t Med 

3 

6-10 

I 

ss 

£ Med 

) 

MB 

H 

ss 

S 

8 

1 

MO 

I 

c 

5 

1 



ss 
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Ut patient bold rartnl Elertrrfo In on* band, jgjtag « SZTto! 
alter it hu liron btmp«I. Mssaeor » fin**" e”* -?!*.-^* 1 

point au.jgnl. Uigh Frefluchcy Uihrleant Is aeeellent tne masasge. 

Treat sieotlea porta. 

Trent spine, hack nr bend end orok. Immediate results will bs felt. 

Apply to test of pain, rale Inc U* ebdroda roerolonnlly to produe. 
epark. First apply nigh rrequ-ney Lubricant. 

The ft ret few trenlmcnu uiually Inrreaeeth* 

|| felt, and the current may ha inrrraaei! and • short epark given. 
Aprlr at the wet nf pala. 

r t» iCrttfd porla amt treat tenehlenll^ B^lll 
i cnrrrnl as strong ' ' “ 


ind*Ewnn< U nrrn<t na strong si Uderablf. Fat will deeri 
rnlirlrilute. giving grealer oconfort. 


to Ibe crtllce. 


oa "» -e"" 1 »-sst ..e o- *■ .*«»!» 

to produce spark. First apply High Krroves*/ LaibncanL 


Massage 

Mumps 
Nervousness 
Neuralgia 
Neuritis 

Obesity 
Pains 
Paralysis 

Piles (Hemorrhoids) Lubilesl# baforo leaertlcg. 
and olber reelnl 
diseases 
Pimples 

(Acne VuigarU) 

Pleurisy 
Pneumonia 

Poison Ivy 
Pyorrhea 

Red Nose 
(Acoe lit 

Rheumatism 

Ring Worm 
Scarlet Fevar 
Scars 

, Skin Diseases 
Smallpox 


Alimil the note wed o*h*r chan- 
ek.U. Where p 
a short npark ti 

Cover back and elieet Ihrough urrtee etathlng on til »'l" hroontes 
qud* rod Oroae. Cereralro 1 No. Ml ehculd alto 


Gene rotor Wo. 2S *a twr d»rv*lian» r 1 **" u 


Sore Feet and 
Stone Bruises 


UslFon'r ^ Appl/'staSarS**' ‘tT Wk^awl' chsat’ttirmih anderciolhtna 
until lUsh b*co®a rad. 

Apply High Fruiuency Lubrtesnt 

Inhalatlona from Olnr-r Oweralor are <*ry befirfteial 
Brel Lafora turning mi currroL 

ralni; the «r.l»rg*d *«lnt-. Tt.f I 
s the paUgntV comfort tndiralea- 

Rhauvi.lirm rtnpoeds oulchly. but »mrW rh*umi 
longer troetmrnt. Tre.l the nllretrf p»rt» vntd pnln II 
chaagt. In the pallenf. tmtlilon «"!• •*«**• 0 

troaUhrnl Treat m often is pnln reappears. 


Cowllr.un Ire.lmtut until flesh ta quit* red. Uro Ua»r>' 
(No. I* 1 is directed. 

Thn objeel Is lo deatroy !>•" Utef ta ttll »•» tlrooo 
tlirrefnr uic M etroog a spark so tdernM*. 

TrentBMCta may bn lakers id frequent ns Idcnlilr. 

llefnr* Urn dlneaie has broket) out giva a general treat 
narla cf Uio tavly. If eoets hove oppanrnL treat each 
and cover the whole eurfnc* with No. 2. A ehoel, oirt- 
best- Treat al.na Sh mlnulea. two or threw lunea a day. 

Flnt apply High Fntpier.cy Lubricant. 


Apply High Frequency Lubricant for esterln* 

If sprain ta nld use sharp spark. 

Stiff Neck or Joint* "** wi* l,bo...r 

InhalalloFis from Orone Generslor INs All "HI greatly aid. 
apply No. 11 Intern ally. 

Decrease from tang epark to short spark. 

Inhale from Orone Generator Wo- »» containing pin* need! 


Setrc Throat 
Sprains 


Tonsiiitis 


Ulcers 

Whoopinc Cough 
Writer’s Cramp 


Apply No. I la chat and lawk. 

Apply from firmer tips In shonlder and a 




M 

1 A 4 




Med 

t 

6-10 

1 

c 

Med 

1 A G 

5-15 

1 

ss 

Med 

l 

3-10 


c 

M 

1 

10-15 

1 

c 

Mc-J 

1 

1 or 2 

10-15 

h 

c 

Med 

1 

5-15 

i 

c 

Med 

9 

7 

t 


S 

l 

7-12 

2 

c 

s 

1 

10-20 

h 

c 

s 

t 

10-20 

H 

c 

s 

1 

3-5 

# 1 

LS 

Med 

10 

a 7 


c 

Med 

1-20 

fl-S 


ss 

S 

2 



5 S 

Med 

1 

MO 

1 

SS 

s 

2 

10-20 

h 

ss 

S 

2 

S 

i 

LS 

Med 

1 

5-15 


SS 

i 





Med 

1 

6-10 


c 

M 

S-IO 

.VS 

H 

c 

S 

1 

15-20 


c 

s 

12 

6-16 

H 

ss 

Med 

1 

5-10 

i 

ss 

S 

1 

6 


LS 

S 

1 

6-10 

h 

SS 

Med 

1 

5-10 

1 

ss 
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Base of Brain G. End of Spine. 11- Liver. 

Center of Neck. 7. Neck and Throat. 12. Kidneys. 

Middle of Shoulder. 8. Lungs. 13. Bowels. 

Middle of Back. 0. Heart, 14. Spleen. 

Hips. 10. Stomach. 15. Loins. 



Condensed Directions for Surface 
Treatments with Violetta 


For further detailed directions a chart is furnished with the instrument giving time 
and interval of treatments. The electrodes mentioned are shown on pages 48, 49 and SO. 
With all surface treatments Violetta lubricant should be used. Described on page 50 

Asthma— Use No. 2 Electrode A 8 and Brain Fag— Electrode No.l on cyes.back 
No. 5 Electrode A 7. Also Ozone inhalations of head and neck, and down spine. Ozone 
with Electrode No. generator No. 28 should also be used. 



28 described on 
page 50. 

Boils —Electrode 
No. 18 on B 7 or 
wherever they ap¬ 
pear. 


Bronchitis —Electrode No. 2 on A 8 and 
B 8 until reddening is produced. Ozone in¬ 
halations with Electrode No. 28 should be 
used with each treatment. 

Catarrh (Nasal)—E lectrode No. 1 in 
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region of nose. Inhalations with Ozone 
generator No. 28. 

Cold Extremities —No. 1 Electrode on 
parts affected, then Electrode No. 4 to 
spine and No. 1 on A 13. 

Colds in Head— Electrode No. I over 
nose, above eyes and sides of face. Internal 
nasal treatments with Electrode No. 11. 
Ozone inhalations with Electrode No. 28. 

Corns in Lungs —Electrode No.l or No.2 
on A 8 and B 8. Also Ozone inhalations 
with Electrode No. 28. 

Constipation— Electrode No. 1 or No. 2 
at A 13 and A 15. 

Dandruff— Electrode No. 3 on scalp. 

Deafness and Earache —Electrode No. 1 
and No. 11 to car. 

Dyspepsia —Electrode No. 1 or No. 2 at 
A 10 and A 13. 

Eczf.ma —Apply Electrode No. I thru 
handkerchief or gauze to produce a short 
spark. 

Eye Disease —Electrode No. 18 over 
closed eye. 

Falling Hair (Alopecia) —Electrode No. 
3 on scalp. 

Hay Fever— Electrode No. I on spine 
over nose and inhalations with Ozone gen¬ 
erator No. 28. 

Headaches —Details given on page 7. 

Insomnia— Electrode No. 1 at B 7, A 7 
and eyes. 


Nervousness —Electrode No. 1 over spine 
and at A 7, B 7 and A 13. Results should 
be immediate. 

Neuralgia —Electrode No. 1 or No. 2 to 
seat of pain with short spark or thru cloth¬ 
ing- 

Neuritis —Electrode No. 1 to scat of pairi. 

Ouksity —Electrode No. 1 to affected 
parts and treat consistently. Begin with 
mild current and increase as strong as 
tolerable. Fat will decrease and redis¬ 
tribute. giving greater comfort. 

Pimples —Electrode No. 1 or No. 19 
where small areas arc to he treated. Raise 
electrode to produce a short spark. 

Pneumonia —Electrode No. 28. Also No. 
2 at A 8 and B 8 through underclothing 
until redness. * 

Rheumatism —This responds quickly. Use 
Electrode No. 1 or No. 2 until pain is dis¬ 
pelled. Treatments should be through 
clothing allowing a spark. Treat as often 
as pain reappears. 

Scars —The object is to destroy the tissue 
so that new tissue may form, therefore use 
a strong spark with Electrode No. 1 or 
No. 2 a 

Skin Disease —Electrode No. 1 held 
slightly away from skin to produce short 
spark. 

Sore Throat and Hoarseness— Electrode 
No. 5 at A 7 and A 15, also Electrode No. 
10 internally. Also to improve voice. 


Influenza —Electrode No.l or No.2 over 
spine, over eyes and sides of nose. Elec¬ 
trode No. 11 in nostrils. Inhalations with 
No. 28. 

Goitre— Electrode No. 5 at A 7. 


Stiff Neck or Joints —Electrode No. I at 
A 7 or at joints affected. 

Tonsilitis —Electrode No. 1 at A 7. Elec¬ 
trode No. II internally and Ozone inha¬ 
lations with Electrode No. 28. 


Lumdago— Electrode No. 2 with short 
spark over painful area. 

Massage —Allow patient to hold Electrode 
No. 6 and operator or masseur turns on 
current. Masseurs fingers or No. 1 Elec¬ 
trode will draw the current to any part of 
body. 


Ulcers — Electrode 
No. 1 or No. 20 with 
sharp spark. 

Writers’ Cramp— 
Electrode No. 1 to 
finger tips and upper 
spine. i 
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Violet Ray Spinal Applications 


2 

Center of 
Neck I 


3 

Middle of^Vs??j£ 
Shoulder 


Middle (aL 
of Back 


At the Mips (3oi 


* . \v 

End of SpineX 



E VERY muscle of the body, every 
gland, is controlled by a certain 
nerve or nerve center. If you 
stimulate these nerves or nerve centers you 
can control absolutely the action of the 
muscle or organ which they themselves 
control. When the activity of any organ 
is impaired, a High-Frequency application 
to the spinal nerve center which controls 
this organ, sets up a reflex action. This 
causes it to regain its normal state and to 
perform its natural function. For instance, 
5 if digestion is sluggish apply to the 

stomach itself, and then to the 
nerve centers of the spine which 
control the stomach. The same 
thing is true of every other bodily 
function: first, apply to the seat 
of pain and then to the spinal 
nerve center with Electrode No. 
30 in contact The illustration 
—. shown here is not meant to be 

exact but merely to give a gen- 

. oral idea of the relative position 

r of nerve centers and organs. 

If the digestion is sluggish and 
the stomach out of order thru 
error in diet or general debility, 
you can give the stomach just 
exactly the stimulation which it 
needs by first applying to the 
" stomach itself with the general 

rUQ l electrode and then to the nerve 
center of the spine which controls 
>C ' the stomach. 

Miss Hannah Olson, R. 3, Story City, 
Iowa, writes: 

"I sutTcrcd from spinal trouble and in 
times of severe pain am! weakness it 
seemed to he the only thing which 
would give relief. It has such a 
soothing effect on the nervous system 
also. As a sleep producer it cannot be 
equated. As I have gotten results from 
the use of it 1 know what e good 
thing it is." 
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Spinal Stimulation - 

The following shows where Spinal 
Stimulation with High Frequency Cnrrcnt 
should be used: 

1. Apply at this point for headaches, eye « 

diseases, deafness, insomnia, wry neck. 

facial paralysis, locomotor ataxia, etc. 

2. Apply at this part of the spine for 2 1 

throat trouble, neuralgia, pain in the ~ 

shoulders and arms, goitre, nervous pros¬ 
tration, la grippe, dizziness, bleeding from ~ ^ J 

the nose, catarrh, etc. *2 

3. Locates the part of the spine where 

high-frequency stimulation is used for / 

bronchitis, pain between the shoulder- * 

blades, rheumatism of arms and shoulders, 

hay fever, etc. Cj 

4. Apply at this point for asthma, pneu- 
monia, tuberculosis, difficult breathing, 

other lung troubles, writers’ cramp, etc. 0 ' > 

5 and 6. Stomach and liver troubles, cn- / 

Iargcmcnt of the spleen, pleurisy. / J 

7. Bright’s disease, diabetes, ovarian ^ j 

troubles, skin disease, eruption. / 

8. Spinal applications at this point give 0 / 

relief in such cases as appendicitis, bladder / 

diseases, peritonitis, uterine troubles, ir- / 

regular menses, lumbago, etc. Q/ > 

9. Apply for constipation, rectal troubles, f 

piles, sciatica, prostate trouble. / 

10. Sciatica, rectal, uterine, and prostatic 10 

troubles, togetlicr with many other diseases 

of the pelvis and lower extremities. 

It is an established anatomical fact that 

. Chart shaw 

the brain is the great nerve center of the 
body, and that it has a prolongation, the 
Spinal Cord, which passes downward 
through a canal in the spinal column. This 
spinal cord also has prolongations called 
the spinal nerves which pass out through 
tbe intervertebral foramina (small openings 
between the movable bony segments or 
vertebrate of which the spine is built up.) 
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Chart showing spinal areas. 
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Get Your Violetta Now 


Y 


OUR Violetta is all ready to ship. We want you to 
have it and use it at once, so you yourself can feel 
the splendid benefits derived by so many others 
from its use. 

If you are a sufferer from any of the numerous 
ailments mentioned throughout this book—if you arc 
a physician with patients who are suffering from 
these ailments—if you arc an osteopath,—a chiro¬ 
practor—a drugless healer—you will find the Violetta 
Violet Ray Machine the highest type of high frequency cur¬ 
rent available, the highest type of electrical development used 
as a curative agent. 

Throughout this book you will find the testimonials of 
actual users of the Violetta Violet Ray Machine. 

Violet Rays are not new. They have been tried and 
proved successful in tens of thousands of cases for almost 
every known human ailment Tltere is nothing dangerous 
about them. In fact, they are harmless even to infants. 

The great medicinal value of Violet Rays cannot be ex¬ 
plained. We know that they are healing and that is all. We 
know that Violet Rays penetrate to every cell, tissue, and 
organ of the body. That they reach the most remote parts of 
the human organism. These facts are readily demonstrated. 

In view of the testimonials printed in this book and the 
great mass of evidence which the limited size of this book 
forces us to omit, we urge you to order your Violetta at once. 
Try it. See how it gives almost instantaneous relief—see what 
beneficial effects it has—see how it soothes where soothing is 
needed—see how it stimulates where stimulatioh is needed— 
see how it revives every tissue of the human system—see how 
it vitalizes you into almost a new being. Don't put this im¬ 
portant matter off. Send for your Violetta today. Order the 
Outfit No. 1 if you want to use it at home, or if you wish 
to have a complete outfit, No. 3, or one of the other outfits. 
See pages 29 to 37 for complete list of Violettas. 
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TOASTER STOVE AND GRILL 



purpose oi a fine toaster and an efficient 
stove for frying, boiling and baking. 

Tbe six strands of super heating element 
in this sturdy little grill insure the attain 
meat of a quick heat and the maintenance of 
an even degree of temperature, so necessary 
to perfect cooking. 

Both the toaster tray and the grill plate 
arc interchangeable which makes it possible 
to switch from one to the other at the desn * 
of the user. The sliding tray which fits in 
the ba>e makes cleaning easy. 

. For tlie convenience of travelers it is 
fitted with detachable legs which makes 
packing possible in a box as small as 10 
in. x 6 in. x 2 in. Size ready for use, 4 in. 
high, 5 in. wide and V in. long. 

Fully Guaranteed for One Year 

No. 1A.Liwt Price $5.50 

JUNIOR GRILL 


An unequalled value in grills, for toast¬ 
ing or light cooking. Just the thing for 
your room or for travelers. Very light, 
yet practically unbreakable. Insulated han¬ 
dles prevent bums. Size 5x5x3 inches. 
Weighs 1 lb. Complete with cord and plug. 

No. IB.Price $1.05 

GRILL STOVE 

Dandy For light cooking. Large enough 
to toast two slices of bread at once or to 
keep coffee pot warm while toasting on 
other end. Ideal for travelers. Completely 
nickel plated. Weighs only V/j lbs. Size 
5x9 inches, 3 inches high. Supplied with 
cord, two-piece attachment plug and separa- . 
blc connector. 

No. 1C.Price $2.95 



ELECTRIC STOVE 

A Real Convenience 



A wonderful little stove for cooking of 
all kinds. 


Beautifully designed and substantially 
built to give the user uninterrupted service. 

The heating element in tikis stove is of 
such size and quality that a perfect heat 
is quickly reached and steadily maintained. 

While it is only guaranteed for one year 
it will give the user many year3 of satis¬ 
factory service without repair. 

The disk is six inches in diameter, height 
of stove 5 inches. The legs which arc 
gracefully formed arc rubber tipped to pre¬ 
vent scratching and are detachable which 
makes it possible to pack the entire stove 
in a small space. 

It is fully nickeled and beautifully pol¬ 
ished throughout. 

Equipped with 7 ft. of cord and 2 piece 
socket plug. Weight 4J^ lbs. 

Fully Guaranteed for One Year 

No. 3B. List Price $0.25 



SECTIONAL HOT PLATE 

,_ A most 

useful appli¬ 
ance — for 
heavj r d u ty 
cooking the 
same as a 
gas or coal 
range. Has 
t h i e c con¬ 
centric heat¬ 
ing areas, 
each controlled by an independent trigger 
switch, making seven heat combinations pos¬ 
sible. Switch on center, intermediate or out¬ 
side area at will, nr combine any two to give 
heat desired for size of utensil. Two or 
three of these plates may - be bolted to¬ 
gether to make a complete two or three 
burner hot plate. Burner 8 l /j inches in 
diameter. Plate 1lxllx4 , /5 indies high.; 
Supplied complete with seven-foot cord am! 
attachment. 

No. IE. Price S?t4.00 
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PERCOLATORS 

Muko Better Coffee 



The Best «»f Coffee Tliny Create—At 
Roiling Point—They Percolate 

These Percolators arc designed for hard, 
every-day use on your breakfast table. 
Good looking, yet economical. Extra heavy 
hard drawn aluminum. Improved principle 
makes better coffee. Pumps absolutely 
nothing but water at the full boiling point. 
Only the true coffee flavor is extracted, 
leaving the bitter tannic acid in the coffee 
grounds. Try a Percolator for your next 
cup of real coffee. 

No. 2A—8 cup.Price $ 8.00 

No. 4B—6 cup.Price $0.00 


WAFFLE IRON 



Serve delicious, piping hot waffles made 
right at the table. The waffles arc just 
right in thickness. Even electric heat ap¬ 
plied to both top and bottom at same lime 
insures perfect results every time. Waffles 
made full sire—7 S/16 inches in diameter— 
fully half again as large as made by the 
ordinary electric waffle iron. Top of iron i.- 
flat—may be used as a plate warmer while 
cooking waffles. Weight, S His. Height, 4 Vi 
inches. Maximum leg span, 9^4 inches. 

No. ID....Price $12.00 
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No Electrically Wired Home is 
Complete Without a Toaster 



This is a masterpiece of the appliance 
builders art. Put side by side with any 
other toaster on the market it is the in¬ 
evitable choice of the discriminating buyer. 
Its six horizontal strands of super heating 
element insure a degree of heat that not 
only toasts quickly but so distributes the 
heat that the bread is evenly toasted at all 
paints. Its spring operated holders enable 
the user to toast two slices of bread at 
one time. 

Fully nickeled with a heavy plate that 
Insures lasting beauty. 

Size, 6 in. x C/ in. Equipped with com¬ 
position plug an<l six foot extension cord. 

Fully Guaranteed for One Year. 

No. 3A.List Price $-1.00 


HEATING PAD NO. 5 

This is the mod¬ 
ern application of 
heat. Useful wher¬ 
ever there is an 
ache or a pain. 
Invaluable in sick¬ 
ness. Stays hot as 
long as you wish. 
Three degrees of 
heat. Protected by 
reliable series ther¬ 
mostat. Costs only 
Vi cent an hour for 
current. Full size 12x15 inches. Covered 
with soft grey wool eiderdown. Supplied 
with white washable slip, ten feet of coni 
and three heat nickel-plated push button 
switch. 

Heating Pad No. 5—Ilf) volts, 45 watts. 

Price $8.00 

One heat No. 511....Price $11.00 
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A WONDER AT $5.00 


MARCEL 

WAVER 

NO.OA 


N«>. flO Curling Iron the greatest buy 
on the market. Small and very light for 
fine work. 10]4 inches long. 5/16 inch rod. 

No. 6C—each, 110 volts, 16 watts. 

Trice $8.80 

No. (ID Hair Drier in comb shape. Dry 
your linir quickly after swim or shampoo. 
Avoid colds and save time. Straightens 
out snarls while combing the hair. 

No. 6D each, 110 volts, 30 watts. 

Price $3.80 


You may Ret cheaper irnns, but no nr hrltt-r! 
This No. riA si* pound iron is the housewife's 
friend. Ton section consists of heavy sheet ulrrl 
hood to which arc firmly riveted the handle sup¬ 
ports. Black ruhrrwcd wuod handle. Bottom 
section consist* of beating clement imliedcil in 
hnttoin plate, and clamp plate which nl*t» serves as 
heat icscrvoir. The itamng fact; is smooth as glass 
and edges arc rounded. I rolling face measures 
3f.j inches x fill inches. The heating element 
produces the nnot amount of heat from current 
used. Base polished bright, other exposed metal 
parts nickel-plated. Six foot cunt, cninnlete with 
pins of best design- not neglect ordering this 
itou in once, is Inc best on the market. 

Ki. 9A Iron. Price $5.25 




Marcel your own hair by means of this 
excellent article. No other product on the 
market so efficient and simple to operate. 
Never before could the home user get 
such excellent results without the assistance 
of a professional beauty culturist. The il¬ 
lustrations and directions with each waver 
are so clear that no difficulty will be ex¬ 
perienced in accomplishing good results. 
Nothing looks prettier than a beautiful head 
of hair neatly marcelled with a deep, at¬ 
tractive wave. This is a very attractive 
article made of the very finest materials. 
All metal parts are heavily nickel-plated. 
Handle is black cbonized finish. Fully 
guaranteed against burnout for two years. 

No. 6A, complete with detailed directions. 

Price $8.01) 


A powerful electric motor vibrator at 45.001 
Incorporate* the many attractive feature* of the 
expensive vibrator*, and i« finally reliable. Cov¬ 
ered by an iron dad guarantee, tin* article may 
lie houitht with absolute confidence, and expectancy 
of excellent service. Gives a wonderful niassni;**. 
and has so many important use* a* to malm its 
iMijueHxion a necessity. Why pay beauty special¬ 
ists. liarbcra and physician* fur these treatment* 
that limy he had in your own home at trifling enstf 
Vibrator 7A—110 volt*. A. C. nr I). C. 

Price $8.oii 

Vibrator 7T1—Similar to 7A model bin with a 
■elective switch making various intendin'* of vi¬ 
bration possible and oilier improvements. 

Vibrator 7B—110 volts A. C. or D. C. 

Price $10.00 


AN IRON YOU WANT 


COMBINATION CURLER AND 
WAVER ROD NO. OR 


is/ 

Undoubtedly the finest curling iron on 
the market regardless of price. Beauti¬ 
fully nickel-plated and eboutzed handle, 
j ust fits the hand. Clamp is removable fur 
use as .a waver rod. it/ inches long, •}£ 
inch rod. No. 6B—each, 110 volts, 

IK watts.Trier $1.00 
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KEEP COOL WITH THESE STURDY 
FANS 

VVc recommend these fans as splendid bargains, 
easily word) the low prices asked. 


Fan 11A—6 Inch.......Price $ 5.00 

Fan 11B—6 Inch with switch to 
change strength of current—“ 8JiO 

Fan U' —8 Inch ... M 8.50 

Fan Nh- 1 ' Inch “ m.f»o 



A REAL LABOR-SAVER 


A labor saving device that ij 
one of the most useful items a 
woman needs and appreciates. 
Operates practically all nukes 
of sewing machines, attaching 
by means of a removable clamp 
that allows several different 
adjustments, and from which 
the motor hangs directly 
against the sewing machine 
wheel so that it cannot possibly 
get out of alignment Speed 
is controlled by a rheostat with 
lever operated by the foot 
Cost of operation only about 
.1/10 of one cent per hour. 
Detailed directions for installa¬ 
tion. Sewing Machine Motor 

No. 8A__Price $12.00 



THE VERY BEST IIAIR DRYER IN 
THE MARKET 

Casing made of highly polished aluminum and 
mechanism is absolutely fool proof, A heating cle¬ 
ment of special wire throws a large volume of hot 
or cold air almost instantaneously. The universal 
motor allows operation on both alternating and direct 
current 110 volts. 

Light of weight, the only dryer constructed of 
aluminum with nickel finish, self-lubricating hear¬ 
ings, has a porcelain heating element easily accessible 
and guaranteed to give thorough satisfaction. 

No. 14 A.PHee $12.30 
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THERAPEUTIC LAMP—A WORTHY HEALTH APPLIANCE 

/9k The meagreness and uncertainty of literature 
concerning Light Therapy has kept many physi- 
jpv cians from employing one 


. . _ of (lie most powerful 

of therapy appliances. We read that the Actinic 
Kay is the only ray that is destructive to germ 
life. We are also told that the arc light is the 
only light capable of penetrating bone matter. 

The fact remains, however, that various col¬ 
ored lights differ only in wave length, and the 
shorter the wave length, the greater the penetrat¬ 
ing power. White light has a shorter wave length 
than any of the colors, and as we all know'rs a 
combination of all the colors. 

The electric arc light is practically disqualified 
for therapeutic purposes. Dr. Rogers says, " The 
chemical action of light depends upon* the sub¬ 
stance upon which the rays strike, and not on 
any chemical quality inherent in the rays them¬ 
selves." Oxygen enters the blood through the 
lungs, but light is absolutely essential in the gen¬ 
eration of perfect red corpuscles, 

The white light, that is, the light obtained from the usual incandescent or 
stercopticon bulbs, is indicated wherever the normal physical condition has 
been disturbed or impaired from most any cause. 

The reflector on the "1 herapeutic Lamp" is made of highly polished alum¬ 
inum, spun to true parabolic shape, and owing to its simple clamping device, is 
readily removed for re-finishing at any time. The inside diameter is nine and 
one-half inches. 

1 he lamp bulb itself is of the carbon filament 
stereopticon type (of 375 watts capacity;, permit- [&§£& p 
ting the vay 


Therapeutic Lamp 12A- 
312 . 1)0 


/s to be concentrated at the focal point. 
The rays, therefore leave the hood in parallel lines, 
covering sufficient surface for the average treatment 
and permitting few, if any, rays to be deflected into 
space. 

The handle is firmly held by a metal band clamp; 
no solder being used. 

This lamp is truly portable in spite of its size. 
It weighs only a few ounces, and is the product of 
thought, study and experiment. It is a lamp whiqli 
commends itsel f to the busy practitioner who wants 
to get results. 


I.amp 12H—$6.50 
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rill IE wise man of Bagdad named 
1 Hakeem once said: " Hie priceless 

j ingredient of every product is the honor 
and integrity of him who sells it; con¬ 
sider his name before you buy. 1 nrec 
words of this old tale, “the priceless in¬ 
gredient,” tell the story of Bleadon-Dun 
Company, revealing the secret of its . 
service and success. 
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Largest Factory of its kind devoted exclusive!^ to the manufacture of Violet-Ray High Frequency Instruments. 




















Manufactured' by 


BLEADON-DUN CO 
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Viokt Ray Generator and Ozone 
Transformer 

Prom Electrical Afere hand iti no. July, 1M0 

A now model of combined violet ray 
high frequency generator and ozone trans¬ 
former la being offered by the Charles A. 
Rmnston Company, 41 Kllleott Street. 
Buffalo. N. Y , manufacturer* of electro¬ 
medical apparatus. 

In this model, which la No. 26, the 
high-frequency coll* are wound to pro¬ 
duce a current of exceedingly high oscil¬ 
lation. The ozone attachment la provided 
with a gin** reservoir for the aolutlon of 
ozone oil. which Altera the ozone and 
eliminates Irritating gases An inhaler 
covering now and mouth la provided. The 
generator l* mounted In a leather cov¬ 
ered carrying case with nickel-plated 
trimmings 

Other model* made by the same com- 

K ny combine high frequency and slnuao- 
il current*, high frequency, sinusoidal 
and ozone, and violet ray high frequency 
only. 
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Telephone Model Violet Kay 

Generator 

From HUcte*rat MtncAatnii*inff. AU(ui(. 1920 

A new "telephone model** of 1U violet 
my high frequency generator 1a btfnt 
brought out by the CmtrlH A, Bra rut ion 
Company, 41 EJllcott (Street, Buffalo, 
V. so called because It looks like a 
telephone and may b*i hunt: from hooks, 
picture molding or bedstead. To operate* 
tile user simply take* down the handle 
and turns a knob The device Is port¬ 
able and may be used when flat on the 
MtbUt or hung on the wall 
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CONTRA-POLE ELECTRIC CO., Inc. 

•ZXCanufacturcn 

BROOKLYN. N. Y. 
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UIE Contra-Pole Violet 
Ray Machines at last 
bring to everyone’s 
home and within everyone’s 
reach the health-giving quali¬ 
ties of electricity. Its 
agreeable, painless and ex¬ 
hilarating ray of electricity 
will bring to the pallid cheeks 
the ruddy glow of health. This natural rem¬ 
edy will beautify the complexion; restore per¬ 
fect blood circulation; build 
up and develop any part of 
the body, remove superfluous 
flesh, and relieve pain. Med¬ 
ical electricity, as the Violet 
Ray is sometimes termed, is 
the' most successful and sci¬ 
entific treatment for the hair 
and scalp. Conscientious ap¬ 
plications with the Contra- 
Pole will restore the luster and bring new life 
and vitality to the hair. 

When your nerves are on 
edge, when you are complete¬ 
ly tired out, or your vitality 
low, then you can appreciate 
the relaxation from the gen¬ 
tle cellular electrical massage 
given by the Contra-Polc Gen¬ 
erator. Rheumatism, lumbago 
and neuritis, the bane of old 
age, and headaches find immediate relief and ulti¬ 
mate cure. Sprains, stiffness of joints and neu¬ 
ralgia disappear after a short /- To 
treatment. Lassitude, irrita- ~ ' 

tion, indigestion, fatigue and 
insomnia yield readily to the 
action of the Contra-Pole Vio¬ 
let Ray. For muscular paraly¬ 
sis. gout, constipation and 
indigestion, there is no more 
effective treatment than the 
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Violet Ray, and as such, it has 
been endorsed by the medical 
profession. 

The Contra-Pole Violet Ray 
generates enormous quantities 
of ozone. When applied, it 
drives the ozone into the tis¬ 
sues of the body, thus enrich¬ 
ing the blood, arousing circula¬ 
tion. destroying germs, and instilling vigor into the 
tired body. When it is inhaled into the lungs 
through the ozone attach¬ 
ment, it is the best method 
known to medical science for 
the relief of colds, catarrh, 
asthma, hay-fever, anarmia, 
and influenza. It is one of 
the most helpful remedies for 
Influenza, and is of great as¬ 
sistance in Pneumonia. 

There is absolutely no danger, pain or elec¬ 
trical shock in the use of the Contra-Pole. 

The method of treatment is 
simple—it need merely be 
attached to any electric 
light socket, direct or alter¬ 
nating current, in the privacy 
of your own home. A 
Contra-Pole in your own 
^ V ^ home is the cheapest form 

- V of health insurance. 

^ ;--- ' Contra-Pole Violet Ray 

Machines are endorsed by prominent physicians. 

1 here is no danger in their employment. 

Diseases benefited bv Contra- 
MT > ,olct Asthma. Bar- 

rf T v Boils. Blackheads. Ca- 

*rth. Chilblains. Colds. Corns. 

^nsttjvanon. Dandruff. Deafness, 
v'"?r,* c ^ c 'Eyt Disease. 

Haw. Hay Fever. Head- 
y * vKMtre, Insomnia. Lumbago. 
i-n.l Vl ' u ' Tlc A v Neuritis. 

iv °f*y y ’ 1 ii n». Paralysis, Piles. 

<L* «?• Pyorrhea. Rheumatism. 

_■> n Diseases. Sore Thr eat. Sprains. 

" * <■ ramp. m_ 1 M J 



Cu^Qmba&o) 

' - BACK 

S ->—-.AO* 
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No. 1. Contra-Pole Home Outfit. A self-contained one 
piece Violet Ray machine, simple in construction, easy to op 
crate, designed and 
improved by the orig¬ 
inator of this type of 
apparatus. This new 
model has a current 
strength indicator and 
presents in all 
details the most 
perfect product 
of its kind. For 
alternating and di 
r e c t current. 

The Home 
Outfit in¬ 
cludes the 
Contra- 
Polc Gen¬ 
erator. a 
general ap¬ 
plicator, a 
comb appli¬ 
cator, for 
scalp treat- 

m C n feet of cord with attachment plug and instruction 
all contained in an elegant satin-lined, imitation 


seven 
book. 

leather carrying case 
Price, complete. 


$30.00 


No. 5. Contra-Polo Home Outfit. A two-mece \ jolet 
Ray machine, for home and professional use. Th s V 
Rav Generator is the most up-to-date and pertect proi 
the electrical art. It is very beautifully made up in all de¬ 
tails, all metal parts are gold-plated, 
and its construction is entirely dif¬ 
ferent from other instruments. It 
produces two different kinds of Vio¬ 
let Ray discharges of high and low 
frequency, an important feature, 
especially to professional people. 

The instrument case is finished in 
light mahogany. A 
special feature of 
this Violet Ray 
machine is its ad¬ 
justment, a new 
m e e h an ism 
originated by 
a well - known 
inventor of 
m a n y im¬ 
proved Vio- 
l e t Ray 
products. 

The outfit consists of the Contra-Pole Violet Ray Two-piece 
Generator in elegant mahogany, gold-plated, 7 feet silk con 
necting cord, separable, light-weight and spark-proof handle 
with 7 feet of spark-proof cord, a general applicator, a comb 
rake applicator for Scalp Treatments, instruction book and 
a very elegant velvet lined, imitation leather covered carry¬ 
ing case with separate compartment for applicators which 
arc neatly held in place by special clamps. ' 

Price, complete . *45.00 
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INSTRUCTIONS 

FOR OPERATING Vl-RAY-0 HIGH FREQUENCY GENERATORS 


READ CAREFULLY 

First. Screw plug on end of cord into a convenient electric light socket. 
Then insert applicator into end of Generator (not too firmly.) Turn cur¬ 
rent on at lamp socket and Vi-Ray-0 is ready for use. 

Second. Turn adjusting screw at bottom to the right until you hear a 
humming sound and faintly see the Vi-Ray-0 Rays in the applicator. Then 
place applicator upon that part of the body which is to be treated. To in¬ 
crease the current turn adjusting screw to the right. To decrease the cur¬ 
rent turn adjusting screw to the left. 

Third. Start treatments with a weak current and gradually increase it. 

NOTICE 

Every Vi-Ray-0 is thoroughly tested and adjusted before leaving the 
factory. Your Vi-Ray-0 should work satisfactorily when you connect it 
to the lamp socket and turn the adjusting screw to the right. 

In case it does not start, do not at once think the trouble is in the ma¬ 
chine. It may be that the plug is not making good contact in your lamp 
socket. Be sure that the current is reaching the instrument. 

This generator is fully guaranteed. It is not liable to get out of order, 
but in case it does, do not ship it to us until you have first written explain¬ 
ing as fully as possible how your Vi-Ray-0 behaves. We may be able to 
tell you what your trouble is and thus save you needless express charges. 

Under no circumstances take your Vi-Ray-0 apart or permit anyone else 
to do s o. It is at your own risk, if you do. _ 

CAUTIONS 

Do not use any hair tonic when treating the hair. Use only Vi-Ray-0 
High Frequency as a tonic. 

Do not take a treatment in a bath tub. 

Do not leave the instrument with current turned on—unscrew plug from 
lamp socket when through with treatment. 

Do not bend cord sharply at point where it enters Vi-Ray-O. It will break 
in time, if you do. 

Do not hang instrument up by the cord. 

Do not turn adjusting screw with one hand while holding glass applicator 
with the other—a shock will be the result, if you do. 

Eight to ten minutes should be the limit of any treatment. The instru¬ 
ment should be allowed to cool down before another application is made. 

The vacuum in High Frequency applicators changes with prolonged use 
because some of the rarefied gas particles, disappearing under the action of 
Vi-Ray-0 currents, become whiter and of a greenish yellow color. Any 
applicator which has reached this state can be re-exhausted by us at one- 
half of the original cost. Your Vi-Ray-0 applicator is then as good as new. 

All Vi-Ray-0 applicators are made of the finest glass obtainable and 
should be handled with the greatest of care. Please note that it is impossi¬ 
ble for us to guarantee applicators. 

When ordering applicators state definitely number of applicator as given 
in our electrode circular which accompanies all machines. Add 10 cents to 
your remittance to cover parcel postage and insurance on your order. 

WESTERN COIL & ELECTRICAL CO. 

RACINE. WIS., U. S. A. 


.—.. .:..;.j is 



(C) Jeff Behary 2020 


































NOTICE 

An :u i'ir.n- numerical record of all 
H-l - devices is kept in this office and all 
.-t-ri.il numbers are stamped on the natm- 

liil not apply to 
any article* frufh which the nameplate 
has t>een removed. 

When returning include this can! prop¬ 
erly signed by t|i*- dealer from whom you 
ptjVelutscd the H&trmucnt. 

DEALER’S STATEMENT 

We sold thi** article at the full adver¬ 
tised list price. 

Give Serial Number 


Finn Xante 


Per 


I»at* 


Citv 


Hamilton-Beach Mfg. Co. 

Incorporated 

RACINE, WISCONSIN, U. S. A. 

Form UOB MM 


w 


I 


Names of friends whom you think would be 
interested in a Vi-Kay-0 


-Matl tins card filled out on both sides to Western Coil and Electrical Company 
aune, ,t isconsin, U. S. A. and get a guarantee on your Vi-Ray-O 

(Over) 
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Number or Type . 

w 

Purchaser Sign Here .. 

Street Address .. . .. 

City and State .. 

Date of Purchase .........'. . 

From Whom Purchased .... 

Name ...... . 

City and State . 

(Over) 
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Supplies and 
Equipment 
for Physicians 
and Surjeons 


THE PRICES APPEARING IN THIS 
CATALOG CANCEL THE PRICES 
IN ALL PREVIOUS CATALOGS. 


nk S.Betz Company 


General Office and Factory 

HAMMOND, INDIANA 

NEW YORK CHICAGO 

6-8 West 48 th. St. 30 {-.Randolph St. 

pb‘si.kd mo MANurAcrufiee 
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TIM THRIFTY ON ECONOMY IN BUYING 
DIRECT BY MAIL 



THE APPEAL 
OF LOWER PRICES 

While low prices in eoMtinUr 
SMd u bull for the «n»ur 
by unstable and unscrupulous 
bouses dealing with the Phy«t- 
>t.« we folly appreciate that 
by for the greater number of 
phyildAU mo* *t bo offered some 
greater appeal than price aloa*. 

In nuluac oaf brims wo hare 
kept o watchful oyo on qusll’.y. 
Tho economy therefor* of buying 
Bo to co Product* wholesale. di¬ 
rect by null stand* out o»«n 
mar* ohxrply when tbo prices or* 
eooelderrd against th* both 
(round of guaranteed Quality and 
Mnrlco. Tbo pnwot prices of¬ 
fered or* tbo rooult of lead sue- 
•alnoil and exhausttvs effort to 
search uat raerchaodls. ond row 
materials that con b* purchased 
in tore* quantities u tbo moat 
masenablt pH coo Reduced coats 
of manufacture. orltb o als»!o 
amoll i nor fin of pro 111 added, per* 
mjt ua to offor you tba moot at¬ 
tractive value* 


Dear Friends: 

Yon Hot* heard a great deal told and Hot* 
read much that is published regarding Thrift- 
Real. genuine dyed-in-the-wool Thrift does not 
mean parsimony. Rather tl meant laving—daring 
that which might otherwise have been ape 
fooDshly. 

To lave — to ernncm'.ie —to practice thrill you 
do not hoard dollars, but save them by purchas¬ 
ing wisely, thereby tasking your dollar buy the 
most _ _ . , 

You know friends. Thrift is common lease In 
spending." You can spend your dollars wisely 
and tare through economy by purchasing your 
surgical instruments, dressings and general sup¬ 
plies direct by mail—the Betsco pUa of doing 
bushiest direct with you is sale and satisfactory 
Under this plan yon buy your supplies at prices 
which do nol include several profits to lohberv 
middlemen, agents and talesmcu Your dollar 
brings lull value and then seme 

Yours for a well spent dollar 


SUMMARY OF CONTENTS 

Steel Office Equipment.. t» «» 

Sureio»no»trum«ota. ali hinds. ii'isi 

Ban and Medicine Cases ...-..IH-IM 
laboratory Equipment sad Suppllea.lit-lll 

Rubber CJoods .Hi 5,4 

sjSJSR.:*:t»*-i»o 

QfUlWVV tit** . * a* hi 

Sntm»I War* .... 

Mwlleal and 8urgie*I gpectaltr.. l .iVsoi 
OOca Bl|U .... 

^sssarssar fiKSErrrf.::::r;::::^gjJ 

Tnuisl . netil 

Supporters . 1 ei*iis 

Elaatlc Stocking* .-•.SHi! 

Orthopedic Appliances .... .. 

Invalid Rollinr Chairs. ... ...It-.J* 

Electro and Physio Therapy Eflulp '. J0 .n, 

I^fi^euii^RIar^irvuttcaU.. 


IMPORTANCE 
OF GOOD QUALITY 

Th. most aeruUnltlng can ha a 
b**n ucrclMd In the selection sf 
the Una. «f merchandise cata¬ 
loged Herein- Throughout, w* 
bar. Insisted on the highest 
■tandard of quality far each Ho* 
of merchandise represented. This 
(tsar-ant res la you mrtrbaadla. el 
a quality second t. nee* 

* high standard of qaaUly com¬ 
bine,' with convenient and praa- 
tieal design haa osadr H poaalbU 

ter ua to offvr (Unshed laerehais- 
disc meeting every regainment 
of modern office Practice <hr 
hmed sad aoquatlfled guarantee 
merely assume you that depend¬ 
able quality la built lata every 
Betsco Instrument and every piece 
of IWtaco equipment. 


A NEW POLICY ON CASH DISCOUNTS 


An intensive study of merchandising direct to the con¬ 
sumer has brought out lbs fact, that a is extremely 
unfair to allow a discount for payment of cash with 
order* or where such orders am shipped C.OD. Such 
a system of discounts works a decided hardship on regu¬ 
lar customers who purchase their merchandise on open 
account and pay tbstr bills promptly when due. .Vs 2 
general rale, it le a foregone conclusion that where large 
discounts are allowed for cash. Ibe merchandise la greatly 
over-valued or not up to the proper standard of quality. 

In mfuilng to allow cash discounts In our general i-ata- 
tag we feel that wa am placing all purchasers on the 
same bans, and that good customers of the bouse who 
are purr having on open account, do not suffer from th» 
great disadvantage of being over-charged, or of receiving 
poor merchandise. 


Years iso when tha Frank 3. Bets Company started In 
business. *urgiral instrument* and *quiP'J*v»‘ *"• 
at an enormous prodt. maxing It difficult forJj?,1 
physician to properly *d»!P h-maelf mfur 

proved then, that prime wm. gMJChlrtaljlsml 
years of work, huve succeeded In bringing prims to thaw 

present :ow level. _ 

We am still the prior- makers from whom o«h«r d^ers 
take their euw Them I. a l*~l-n,r 
of Mm to meet our prim*. hu ‘ are 

•am. high standard of WK so 

tower, w. (tnd It nrmamry to turn our snera.vs «kk 
much toward flghtlng prime but rather In kre»J"« 
merchandise supplied by the dealer at those price* JP 
the proper standard of quality. 


FREE BOOKS AND CATALOGS Ybur5 for the Asking ^ 

SMtSau^anT*pubU»bed° sliiawfnc' t£2* beUnc* oj*th? B mvrchandlra'^wSS'ws^'bfhdM 'V^hX'he .ud Si 

you any of she following editions:— 

Anas that la and Analgesia Booklet. 

Beauty Parlor Equipment Book. 

Bed and It- tiling Oalalng 
Denial Bulletin. 


-, nulletla. 

ental Chtslog. 
f'urmtu 


lei f-urntture Beck, 
and Pnarmaceutleal Hook. 
Ic Stocking Book. 


»ESr — 

Hospital Book. 

Hospital Bulletin. 

Invalid Chair Book. 
Kltchunlt Booklet, 
tjshurstory Outdl Booklet. 


Medicine cabinet Booklet. 

Booklet. 

TherspeuMe’haasp Booklet- 
Timothy Thrift Bargain Uat 

ZSPSBtt**. 
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BETZCO Products 

are unconditionally 
Quaranteed 


he ™ y*a u S2iSa.ss5f i S 

guarantee. »h.» *»*• fJ-mereHandiie. »err*e and S>*»ce «»»« '* th 

S, ™T £3«*« taw. ««"« ever, object**, .0 «m- 

,., s the obentos advantage, of buy iog bj mad. 

uiuoi vnil BUY BY MAIL: You save time because you can shop 
WHEN ■Ou , I f.»h* ir vnur o%n home tn Iciture uiOfltf*tw 

through the pages o' ?“L . wide choice in \*r»en of equipment, yon are m 
,OU enjoy the advantage *JX* e ^ YaUimen^ commission.. and you 

S ITS! t.S8i \JSSH A 5SS —>»"*■• 

please you because oi an ooeoidiUOMl money-back goaran.ee. 

aam^roMcm.'jTm^. ‘ ™ 

our price* win their approral eoiuiantlj 



Do Jour Buying' by 

m jr ATT its Safe and 
i^jrm. 1 . J-/ Satisfactory 


Tbo»e who are not acquainted with our m*«bod« 


be interested to learn that wr have in 

operation a"pUn"of doing'bastntU. difn« ^ouaS' {motived ^usY* across "the" street. E.erj 
and convenient for him to buy from us as though e ooll mj!f . r jai and construction but to 

.tern we sell is oaeond.tionally guaranteed not only io ta - good mate a 

satisfy in all way.. It must please JWi orjr* wfl not ?'J {rom r ou than 

stock, marketed on an economical sell.ng basts that sases you money. 

your poMomce 

SATISFACTION orMoneyBack 



WE GUARANTEE TO RETURN 
YOUR MONEY PROMPTLY-EVERY 
PENNY OF IT WITHOUT QUESTION 
IF YOU ARE NOT WELL SATISFIED 
capital FRANK S. BETZ CO. 


HAMMOND IN PLANA 


momp of betzco products 


Merchandise made special to 
vpeciheations or measurements U 
teed only again* flaws in correct- 

perfections in workmanship, and &la 
ly made to the customer's tpectficaiion. I 
not subject to return. 


c Ihe Factory behind 

iho Clii nnrnntp.p 


| 
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Office Light and Heat Apparatus 


THE COAKLEY McKINZiE 
LAMP 

Thla tamp t» eery afltrUeu. for ««o- 
eral o«r. uiommauoA 
Ilium mam-" .r. •r'eml *«rh •*** “ 
w h throat nJ *i» *< l * li l* » 
vary tBlUfaciory Uftii for »• »r»- 
daliet *• wall a* tor lb* general 
procttllonrr 

Mounted o» Flat **■' 

rat rail baa* mounted an 
a 111 allr under «hr «•*« 
piece a at furniture. and allaw »»>• 
lanD |a la plafd eonrenirnlly jurt 
wbarr jaa »iai It- Lamp staodard 
tslraoop** inla tb» bare. atlrwina II 
(a be placed at lb* moat convenient 
height. 

Xaa Me Finite Coadenaor 

pill'd with etandapd McKinaw '««- 
daneut a Smart Uaal add* greatly 
lo It* *tto*n<? allowing the ratura* 
and tmtaaiir of ih. light la la «-» 
trolled by ib* operator at will »• I* 
adjustable 10 anj ai*gl» 

Th* Coahlej-lleKlnlle Umr I* A"; 
lajiad in ahtu enamel »uh altkal 
plated nttlara It Oiparalaa on II* 
»*lt- 


amiTt Coekiay-McHiam* tamp 

fiif II* toll* *37.dO 

Wl_ M Iba. 


FUMIGATORS 


A» imiwvi -inriii uter 
any dlalnf# cling device 
and of highest cdtcirnc) 

Pry off the friction ua 
and debt lb* «‘ck I" «b*» 
fatal pan. Absolutely ft.* 
front all lira danger A 
atmpli- rapid convenient 
and economic m*Uto«r of 
lib* raun« any re-qui.-d 
amount al Formaldehyde 
Gaa In a room. 

3XSSO* Conlatm etrr 
on> ounce formaldehyde 
For l.nO# ruble feet of 
■put 

f*rtr* . - .tM*l 

Do«*r , . *-°° 

Wu 1 oa 

zautyrr, Conlalne Otar m ounce a lortualdenydc For 

I JO* cutile f*»l of apae* Price. rarh go oo Dot M O* 

Wl.. I ei 

rauca Returnin'ndrd for 1.0** ruin. I««t Ear It SO. 90 

Down »d» 

WL. 4 oa 

■JUKI. For room* of I.H4 to !,*«♦ cubic ft Each SI .90 

Doses . 11.00 

Wu » ok 

GALVANIC 
ELECTRIC 
BELTS 

While «e h a v * 
brier rrcoinmrr.il 
rd Ibc u»a of alec- 
trie bclta r, carry 
Ihrm In slock be¬ 
cause 1 tiara la a 
demand lor ihrm Fraourptlj 
patients Inalel on bovine then 
and »r caret a limited einck 
to supply to ihelr phyaiciane 
•tyle A 

Mad' of flush a> llluiinn'd 
arlth epiral aua|ianiion mala 

or famale 

WnSt Btvl* A Ball complete Wl. Ti or FT SO 

»tyl* ». Blmltar ta style- A aicvjM ecuh seek auapen 
aorr and rheostat coei'ooller for (radiaaunt rureant Male 

or faenale 

tmiM Style B Bell conrplita Wt i: at STM 

In ordarlng givi waist measurement* 


arrtco nwo dnra ■ das 
puuvu arorx 

A aery alSeiani kerosene 
slots that generates Its own 
gaa under pressure Tl*» 
tank l« nttad wlib an air 
punep whleh a p p 1 1 a a air 

f ir assure itlract to 
he kernee e *. to 
suiting In a vary 
hot blue (lama 
wall aull-e! for 
beating startliaer*. 
malum madia etc 
Full dleactlnite fet 
nt»railoe> arv areii 
with earli a t o * a 
and tile operation 
of gene-rartn* la 
trry eimpta. 

ui:m Jin am 
Pressure JIom, 
eark . , SC.TS 

wu i u» 

WM13T0. £ a 11 a 
But*-- *.nl> earh 


WU u oa 


20! 


ALCOHOL OA* BTOTB 

For boa pc* *1» duetau's of- 

A *. IUU»Vft«« II tt- f •»! 

Makes its a«a gaa fmaia da- 
va lured alcohol V.lckles* 
aenakelaaa and odorlok* 
Many used for light 
hte|-eag rallt riai'aniaad- 

wurr r.agu bliii 

VCl ( iba B-M 

alcohol 

IKIflt Olagaw'o toproaad 

Biegla Alcohol Blows for 

steriliser>, n u r a c a sick 
room, ohatuep. Bealls l gtaari 
of water tn t wumataa 
Smtei t. *• . • • H-*S 

Wl ii oa. 


S.rOOT ABJUBTABLB BHACHST 

Can be raised or lowerad or cloaael and 
• be wall Tb. leadar for wyw. *•»- "••• •“* ,hr ‘^ 1 
M*»ck £aP**- 

3kC33«A Bladrtc Lam 11 aad Brack«b 1« r * 110 ° 

Wl. i Iba 


nenst. Blactnc Office Lamp, fur an? angl* nr 
«K lamp S»0O 


SM 14 U 

BterwoptUna 

Lamp. 

Ml I Ok 

: j c p » 3 J» 

Wt. IS oa 

10 C.f W SO 

WU II oa 


WL * lb* 


SH3100 

Oalwaraal Oo»- 

JtBser. Purer* 

ear. noae, throat 
work. Ct# k 
carried In aa'- 
chel. 

Pack «aoo 
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Frank S. Betx Company 


OMEGA TREATMENT APPARATUS 


BETZCO 

X-RAY AND TREATMENT EQUIPMENT 

With (hi* njuipm.nt. radiofrwphs of •» *P«y.JSS5S? 
lurta of tlv« bodr mky b* takao; rt uorosooptc ekawlnaii'm, 
ar.d dlarnua,* of dliloest.un* 
and fracfar** aucce.»f.jli>- and 
**n»f*ctoril> aceoropllvhed »» 
wall *, ift« locatins of forrlst, 
bod l*S- 

Th* huh ttiuloa. oll- 
coolad Tel** coll* sr* 
practically Imposaibl* of 
derangement iranafurm- 
*r clor-d cor* typ*. In 
thli oulflt, beside* th* 
powerful X-SUy. atveml 
prinlol trt«,m*ni 
roodnliiit* .re produced. 

To avoid plec-mc atrnm 
on th* high tension coll*, 
and to produce th* D'.vr- 
.on,.) current tn which 
th* wave i* not distort¬ 
ed or th* volt*a* too 
low, separate *tr-cooted 
nindino art included 
A i pec Lai D'.vrtonvnl 
RnUur coriirula volt¬ 
age »nd amperage. per¬ 
mitting iim of auto- 
cond»nmtion pad uf any 
thickness. Control cv>n- 
int« of dl* mounted on 
switchboard which regu- 
l»lr» D'.Ufor.nl volt*** 

•nd the *o 

that from 1 to 1,40* mll- 
lliniMRi may be pasted 
titrou^th^^rn,. 

khd Trtatmaat Cnnln- 

tusat with JL, k-\V 

Trun*forfn«r tor 
5>n i; o*>o\l t'-cyci* 

Cw With wmpkt* Mt of 
•?«*S9orl«* . $150,00 

Writ# for <U*crJpiiY« 
flTCOt*/* and compkto 

L l si,l r •««*«"« rw 

EASY TERMS: 

w»tu4 With onur, tMtU.net la 10 a outlay pwyannu. 


H1I9 


Uoderwts priced X Ray Cull. W vf Mhlm r* 
for Radiographic and n*iroscopic work aw should*?. t 
kite*. lower log »r-d foot. It li u Ideal -jwlpearat for 
•talUllun la th* utile* of th* (tarrml praetiuonar Op* 
ins un 111 valla. «• rycla. A. C. or an It! volt IX C. 
th* it** of a rotary eonvartar. To* can Me or* Ttl*a 1 
>II(h Freeja.tsey Diathermy, tr.lrsonvwl. sinatoadoL r 
die. and. la addition to th*** modalttlek. th* uoo * 
Tanklaas Air Compr eaac r. or wid* rang- 

Cilinct I* mad* of sheet atcol aahtmr (tauah. XI, 

; -j! I shed. Front door opto* on * -ary* supply apw« 
but tom of cabinet. Abe, t thia foil length draarar a 
(laaa pull* La provided for boldine arcwwtna. Ita 
rtiarbl* ,lab farm* top at cabinet. On iMr ta nain 
rarwdle Colt. TsMitn -Ur '.'oanpranaor, Spark RrgvU 
"Itetnr U*nt*r for Nebulising solution*. and X-Ray i| 
Tap Terminal* Control Switch** arw me, uni ad on f 
of 'a be net. era wait* Italian ilarbta Slab. On rtshl 1 
• Id* of rabinat ar* mounted socket* and blading P 
to connect a brator. •lanliaar. band lamp. 

1XIP0. Omasa Traatmanl Apportion, for Ilk-volt, 
cycle .t_ C- With corn Plata acceosortas............ ,m 

ll’ma for daacrtptlv* circular. and far com plat* u* 
accosoarta* faimiahad 

EASY TERMS: ««» «*•«. wioa*. 

IS monthly paymamta. 


9X100 


COOUDGE 

MOBILE 

X-RAY 

UNIT 


For diag¬ 
nostic » r> J 
radiographic 
uorkln gen¬ 
eral mtdicnl 
practice, fer 
locating for¬ 
eign bodies, 
forfractorv* 
and disloca¬ 
tion!. s-nd for 
flouroacoptc 
worn. Its clini¬ 
cal value for 
o*c« asnmins- 
1 tutta la inervared by 
ita portability. 

Shaet ateel c»s,«-t 

h :tb mahosanr (in¬ 
ula. JItierv. conir. lt 
and rvdulamrv nvoum- 
•d on caointt lop 
which i* formed h> » 
rurble alab. 

Tht Cooltdce OutlU 
la aimpl* to operaio: 
lit atit racllfjlns ra¬ 
diator type tulw ha« 

* -navimum capscity 
of in mtlllantper**, 
amipllf > Inc, b-enuat 
of ecvnttant volume 
and v,altar*. Ibr proc- 
nss of makms radlo- 

gtfUfeSST-S. .say lo focun H^ltn.lim U, 

former. cor«- oil IMiliHC •**» *• ® 

Has compensation twitch. 

c-ablnat 17*17 tn *bd 11 In. b'sh. mounlad on onat 
Operaiai on lib-volt. *»-cy«l* -X. C. rvqulrwa only 
ampere* carrytias copacuy. 

»Xl«0w OooUds* Xoklla X-»ay Call for llP-enlt 

cyri* A- ... . 

Writ* for complat* dtacrlpeiro elrenlnr. 


»xi«o 


EASY TERMS: 


r?MMV cask with ardar. balaaeo 
IS monthly {•ymaala. 


(C) Jeff Behary 2020 
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-UNIVERSAL HIGH FREQUENCY 

APPARATUS 




ELECTRO-THERAPEUTIC 

CABINET 


BETZCO 


UiU. 
jonoi«(i inji- 

rarrlad. Has 
•It the mo¬ 
dal adiani- 
• fn of Ilia 
larger om¬ 
nia Deliv¬ 
er* Tula 
llllli Fre¬ 
quency. Ful- 
turn ion 

Oi.'H» ri .Vr- 

aun\al Aulr- 
Cond* nea- 
111 * n Hot 
1‘nlm Caum 
»rjf. Piai- 
nuollc am* 
St nuroidat 
Uodalitir* 


DuptaliWi portable ippiniui for non tea on any It* 
vc!.*r» Far hyperemia. treatment cf Mali blood pr*»- 
ware. air IToi Ided arith heavy aal of coUa and rondtne- 
*r* uhn-n delnrer. aadtr perfect control. wide ran** of 
rwrraaL Villi Hma an pa raim*. lb* vacuum flfcindti nt) 
be hartly filled with rtoJal ray or they may be canned to 
tallvar a apart of greater or I*an talrttelty at lb* plranurc 
of 11 m tperetar. 

QaaniiKd egatnat defect* Fu-tt lahed nunrlrti In 


IttaXX Banco Bleeiro.Therepetatle Cabinet. ©omple-t* 
With all acc-aaorlaa aa ah»un in cut to operate ori II* 

volt Ci C* Current ....IUM» 

EASY TI'.KMS JT M caeh with order, balance In ll> aa»» 

^'aicaii. , 'Vamr"e» HUH leva ncceaaorlaa but niwIW 
with connect lea cord...WMO 

HIGH FREQUENCY AND VIOLET RAY 
GENERATOR 



rtrrriai with T high frequency a lac I rod a* Fulgurw- 

lloav taad:>i namcilac wfi ate. and operating Inetruc- 

naaaa 

next Cairaraal Xlgh fra^caac; Apparatea corn- 

plait far lit v A. C or D C..154.00 


SPECIALISTS HIGH FREQUENCY OUTFIT 


Blmplt Portable Oprralaa nn althrr A. C or D C 
'■parity. 10.000 volta. hut adjiiala down aero potential, 
anglng from heavliat High Fr«<iuenc? Currant* for Mat¬ 
ure to the extremely hi*h Oarlllation required for ful- 
furation or urathral application _ _ 

oMaot. High Frequency and Violet flay Oenarator. 
omplate with »MitC elecirort-a handle A and electrode* 
1C D E P and G one IMItll conducting cord .*13-50 
51(300. High Frequency ar.d Violet lUr Generatorjrtth 
tautery. Same In dralgn end eonatrucllon a* »M.»« 

■*ime* complete with aame equipment a-lth addition or 
ElilT Cautery Handle, two *EI««r> Cautery Knlve* 
KIHIO Diagnostic illumlnelor. complete with tongue de- 
ireaaor and cord* and one >Ki:l fulgunitlon 


cme *l*e* trim Enure outfit contained In handle Light 
.•wtghi. and teflr aertrjeeabl* far eu peril rial cumulation or 
-loiwt Bay a r plica I w Fanil*h*d In ecal-graln carrying 
«• •“* l% « electrvalre end connecting cord end eochet 
qwrata* cat lia-ealt current Hire* long aeiwraclory eer- 

IC«- 

JOO. UptHUMV Mlg% rf*a*ncj Omtfti . 91 X 7 S 



POPULAR VIOLET RAY HIGH FREQUENCY GENERATOR 

An *15-lent, compact, durably made end perfectly Inauleted generator—guar¬ 
anteed for ana rnr agamet all alartneal or mechanical defect* Improved con- 
etruei.cn—the primery coll now ir,mailed In rare, not In handla 

The magnm m -anted la handeoire carrying rata alie lOV*xtV»i! Can lined 
and rov*red alih Imitation Itailur. equipped with laalher carrying etrape: nlchel 
plated Ailing: Pvrpli-d rc>mpl>tt with large aurfaca elrcirode. tord and plug for 
connecting to temp aochct 


I 


(C) Jeff Behary 2020 
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Frank. S. Betz Company 


VACtnm nr«rrt,ATri> 

ioi.tacdok 


41 W 


SPSiSa^Sa PLAIN glass vacuum high frequency electrode* 

hmnUIML /* D /— — ““\ 

mUm W. m ui / „ _ 5 _I ^ - 


i«5 sskt. 

8aQL‘»rs taSsi. 



i«itt U* r*rt*ai »* M* 1 *-- 

Bodr Bo. Bata. aaA *«•*’“■ 
ormrfaca. - . 

fcSttfc BM 

feu* «&» 

*KR:t KSSS*« 


fftayf B&sTrSrL :::: jl* 

*•» 

vaaisai d ruin, a r»Aui»<«a. x 

~,*t%ciu*n . .? 

l 4 tt Miui TS* 

rut* >«■- * 

ML Olo*» T** 

»iu i'<*l V4a*Bi TV 

llBfWl *' • ' 

1as«4 i-U-o Tt* 

_ lUt »4 M«CAi Tip 

”rro*iatle O aa? D 

MAC. 

&bI(M MfUi Tif - • • r : Z 

b!w'i»j Sj • • fB 

X l iii i >iwi o -1 4« 

it l^S^iSSm'':.lU 

Sir 8 

JSSF K£S?S1% *iis 

yh*i * ruim,.o •** k 




• «4*1 


{ *: 2 INSULATED CLASS VACUUM HIGH FREQUENCY ELECIKODEJ 

r —a*i_s giab t»» - • • • • I t? ^T\ ( N c^s. r\C^—l 1 \ \ T 

1 11 Fn ifiv MYM 'Of- 


S£ShL.TT“. 

ISw't !»■ i ■* »4*J Tlf . * tS 

TAtoa* X- WAtA. J to^utoa- s*. 

.. 0 .. 

BSHsp.-:-;:: *jf 

;:::: ««■» 
.. »« 

- =, : . ; .-:: aR 


Sss\IP 


PM w» « 



SsxiaU 


,K»J 

.a«ai». 

Snltr«t O 

Bias Pi’* 

ml 

i. i f j 

Coa4.aa*r Snrfaea _ 
rlAlA. C !.»*(• UltUWd, 
ccacat .4 rutA 

luu t rooffljo.ii •■ if! 

gf ftKjasrcissr .. i n 

IBAM.L Mnewtr JJ 0 

laMut. n»j«B«^_np * ** 

Oam, K to»«Ul«S 

• HIM •* Inm|l«l*d C.’4*I »] *9 

fStfcjaH. U#ri »*4 M***lTlp 1 JJ 

ItUftS-H MWoU ri 

CatapkcrU. 7 Hat*. *»<* * 

rtalaMaAlum, Y C«a0*a»«r Lir»» 

M 4 M*h H»la*wl T-.» . • «» 

iaaaa-« r>u nj«r« tL" « Jj 

IIMII > h*u> * H 

Oomvi 8nrf»cs, Zo FUli 
M. nolo BmaU. 

fuiii G'.bb* T 1 ? .*3 0 £ 

P*l WfOl Tin ..... * *2 

h«:« gum r* t* 

n*i» XfUi Tr?. F» 

SpotUar. Q PUIS. X. xa- 

nl*'.#d. 

?teU lilM T>> . ... I 1 ! 

QMl M#Ul TlO . . a a a . < ■* 

n*U Ni» ••'Ttn * J2 

Mh»U!MCIm* T'y 1 JO 

\m^ *TJ>i 34 *a! T>» 1 69 

{ *»/*. X>osWa 8 Plala. 

H«UN •! 12 

(QII.it. ruta uctAi -n» \r% 

11411 I laMiii*! Il'iil 4*0 
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Frank S.Betz Company 


POLYSINE GENERATOR 

Delivers OalvtnM. Sinusoidal 
all of the *»>« current* 
which are ;n« >•! .n every phy¬ 
sician's practice 

The rapid s.nueoidal currant la 
valuable for tha relief of ;>»•*. 
It poeaeaaea a marked sedatlva 
»rd attaint tic aetivn 

Tha polralna gen¬ 
erator la designed to 
operate on alternat¬ 
ing current. It »»o- 
crutra *al»snic and 
sinusoidal current of 
the moat efficient 
character tVrtin for 
special iitaratura amt 
technique. 

tttllH Folyslas 
Generator for iW-volt 
It C. ’Without ttand 
.S335.00 

91(1141. Polfalaa 
Generator for 110-vu't 
40 OCiS A- c WI'S- 
out »Und . . .94CO OO 
nan 1 VO. Mahogany 
Slmahc-l metal ttand 
for apparatus add’- 

uotvsl . 859 0° 

SX11VT. Msheg-tny 
nail bracket iVOO 


GALVANIC AND SINUSOIDAL 


Delivers parfact ol- 
Ysntc currant, on 110 
toll DC On A. C 
110* call delivers a 
rapid ainuaoidal cur- 
mil 

Also u a a d for eon- 
trglUnc ejiueccplcaml 
diagnostic lamps. >.».*• 
r )• i n t ease. wood 
leatherette covered. 

9 XI»t Oalraala 
a a A Blaasotdal Con. 
troll at .-omplets With 
■natal tlrciraltt spuuge 
connect.nc cvMt and instruct Iona 


ULTIMA SINUSTAT. No. 4 

Combina¬ 
tion gait an¬ 
te currant 
a jparatua 
consisting of 
a generating 
act for con¬ 
vert!!!* A.C. 
to D-C. 

.V conven • 
lent lypa of 
equipment 
for adrmnlt- 
tcring ral- 
-runic or ain- 
uaoldal [Hil¬ 
da I:! I e a 
|*o r t a b 1 a. 
• astly c a r - 
rled. Oper- 

•:ad freet any lamp aockat on aithar X C. or 0. C. 
Noted for iimpltmy. not • menus. r'Uabllitv ar.d 
deratulity. Thoroughly modem, a late dttelop- 

tnem 

9X1168. nituna Btauatat, Nia i . 9171.00 


WILSON’S GALVANIC BATTERY 

Equipped with nine dry cell*. 

Carry-ng cote tire. 10x9x12 
inchcL H»s tea point (elector 
twitch, two primary bind Inc 
pom and large *ccc<tory box. 

Ctynci complete with conduct 
in; cord*. metal bandlei and 
iponge electrode. For light 
grteanic work and treatmeat ol 
racial blemiihea. remoaal ol 
iuir. war:*, male*, etc Light*, 
control! (mail eye magnet*, 
daftoitic lamp, and eytio*- 
copea. 

SM 1281 Wilson Portable 
Battery . $2600 


ULTIMA SINUSTAT No. 3 

Equipped with a mt 
which give* a '.horo 
.'low Jinutoidat OBtt 
When operated on .V 
ailordl flow uiuuoi 
rapid linutotdal, high 1 
non iinutoidai, and u 
ms iinuioidal 
On 0 C. affords *1 
iinuioidal. rapid »mt»- 
daU turging tmuJOtdal . 
galranrC current 
9MU61 Ultima St 
tut, No. 3. $10t 


ELECTROLYSIS 

BATTERY 

For ft-moval of Euper.luoue 
Htir and Other Facial Blem¬ 
ishes. 

Six Dry Celia. Kandvome 
cat*. with compartment for 
accenorta* Come* complete 
with Conducting cords. Needle 
Holder. Haras' Netdle*. Steel 
Uroacn-r > creep*. Magnifying 
rf.aat Hand Sponge Klectrod*. 
Handl-t »rd Disc*, and a copy 
Haya* - "E’ectrlcHr in Facial 
BUmiahc*-" 

9X1212. electrolysis Bat. 
tary, complete . 


DERMATOLOGISTS GALVANIC PLATE 

In mine thla plate from 
110 volt D C. a 14 C. P. 

1-acnp tbuuld tie connected 
with It in (ere* Hu* im¬ 
proved Milliamrertmetir 
ulth ecalc-a from 0 to 19 
and from 0 to J«o, pole 
changer and 9rc-burntid 
rheostat mnunted on mar¬ 
ble alab t:»ll in Furnished 
ee-mplete with C-ft. (MlI-J* 
conducting cord*, two metal 
handle*. >UI«U anil cob 
9MI6I1 

«de 


PORTABLE 

GALVANIC 

BATTERY 

Operated from I! Drs 
Celia. Cl)' trolled hy a 
•elector evil switch *•> 
arranged that any num< 
btr of the If cells can 
S*. ua-.l Cate, n-II run. 
•tructedi ecse, KxIlxlT 
tr.ch' • Ha* box for ac- 
cersortei. Ideal for re- 
mo'al of Mir. uarte 
melts. Operate* cyato- 
ecopa, h-t.l lamp, eye 
rrasr.at. dtacooatls lamp, 
etc. 

*M'.3t3. Completa telth 
metal handles and pa¬ 
tient* card .933.00 

tt't.. J'l I ha 


Com** 
Com pit te 
With 

Accc**orlee 

Listed 

Anov* 


(Milan. Denwatolugtaf* Oaleaau Plata, f- 

service on 110-veil D. C. or cell* ... 9*0.- 

For Service on A C. It naaj he ueed w: 1 
electro)! tic rectifier, or motor generating »• 
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Electrical Apparatus 


CENTURY MODEL 
GALVANIC AND 
FARADIC WALL 
PLATE 

Low priced equipment 
for galvaniim and farad* 
ism. Needs no voltage 
controller. Used exten¬ 
sively in sanatoriumt In¬ 
struments are mounted on 
I fix-4 inch marble slab, 
and are same high grade 
as famished on larger 
plates. Operated bjr cells 
or D. C and on A C 
by using a Rectifier or 
motor generating set 

9MI117. Century Model 
plate mounted in alt steel 
wal) cabinet lume as 
shown in 9M1124 cut) 
white enamel . , $125.00 

9M1119. Century Mode) 
Table Plate, mounted on 
tubular steel stand with 
accessory drawrr finished 
white enamel. The instru¬ 
ments are mounted on a 
marble slab 16x16 with 
polished beveled edge* 
5115.00 

9M1120 Century Model 
Table Plate without stand 
.$75.00 



CALUMET GALVANIC AND 
FARADIC BATTERY 
PORTABLE 

Light. Curable. portable Faradic coll, 
gls-ss Ana stimulating galvaei: currant, 
sufficient for reflex work, removal of 
superfluous hair and treatment of email 
foreign growths Excites the until eye 
magnet. Lights m to IS volt lamps In 
diagnostic instruments. 

Comt'leta with conducting cords, two 
metal bandies, foot plate 

saginni. Calumet Oelveaic lad Tar. 
adlc portable Battery ...S3S.SO 




DR. POPE’S MODEL GALVANIC AND 
FARADIC BATTERY 

Embodies special features to improve service 
and number of modalities available in limited 
apace. Instruments of precision, designed for 
efficiency as well as for the user’s coat emeoce, 
as supplied with this plate Write lor circular 
describing technique and special features of this 
apparatus. 

SM1124. Dr. Pope's Mode! Galvanic and Far- 
sdic Battery in steel Wall Cabinet, white enamel 

.$150.00 


GRANGER PORTABLE OUTFIT 


I 


STANDARD FARADIC 
BATTERY 

Heavy coil, gives primary and tecond- 
iry current, administered singly or in 
combination Operates on two dry cells 
xhich are included. Has selector switch 
.O one or both cells may be employed 
ncluded are: Conducting cords, two 
petal Handles, one sponge Pad wish 
andle and metal loot plate 


Pad with 
Farxdsr Batter* 


Has chemical rectifier, condens¬ 
er. gTspbit* rheostat controller, 
pole changer, selector switch for 
selecting galranie or sinusoidal 
current; twitch for controlling 
current going Into outfit, fuee 
plug for protection, special milll- 
ampere with double reading 
scale. Compartment for 
bousing accessories Carry¬ 
ing case, mahogany finish 
12x11x10 Inches 

9M15S1. Orsagsr Outfit, 
com pie la 
with acces¬ 
sories; t col¬ 
ire treat- 
menl elec¬ 
trode. 1 pair 
• ■ft. heavy 
conducting 
Cords. 1 pair 
metal h a n- 
dial. 1 
ssonge elec¬ 
trode, I-ft 
plate, con¬ 
necting cord 
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Frunlc S. Betx Company 


Standard Accessories for Use in Treatments with Galvanic, Sinusoidi 

Faradic, D’Arsonval and Diathermy Currents 


a 


CONDUCTING CORDS 

tTtraf 


P*<” '^W-r^T-rC. b*M 

n*v’ “•“T’v t rr 

seta ewsee tayada •? J w 

to ?a” . »# r- <1.0* . 

tdn. lit* 

art 

uia TW 
« ft. 


ft. 10 M. rr J K. 11.1*. 
• M1A04 tvr«rr«l^ 

MM n»M! OBW 

k#»H UM6l *» 

Udt I0W. 




DIAGNOSTIC LAMP CORDS 

9K141S. Cord* with tip* or snaps 
and aoe-ket. FU* any tutfo Cysto- 
•copo or Diagnostic Ijmp. N*c*«- 
mry where diagnostic ln»tnim*i»i» 
art to h* lighted from galvanic bat¬ 
tery. wall plat". controller or 
plug. Pr, * ft- SJOO 

CORD TIPS, UNIVERSAL CONNECTORS 

tMITOI. Adjaalahl* Oort Tip. 

I Kqulpprt wlili acrsw socket and 
standard taper Up which will tit any of nur electrode. 
Back . . 

pKIBId Viinnal Oort Tip Ooaaactora for 
contir.tin* anr wirr or conducting cord to 

ift) make ^lKtf<4«i... 

»Mi«P& Universal Oonnaelor. 
connect any cord tip or " ir * 
po«t hi vine nut iml ter*w connect ioti*. 

fitch . 

tKlttv Oort Tip Coaaactor. To connrct any 
make conducting cord or wtr* to a uandant 
tcraw up elsctntls: equipped w>'l» lhr'ad» , -" n ' 
and and hols wtth aat acraw m tha other and. Bach »-W 

PK1044. Kandy Doubla Coassetor. With »*t 
acre*. at each *nd ur.d for connecting two 
cord a. or wires In l.adlnc tha current or t-vio* 
treatment in rooms away from the batt ery Bach. K>.*0 

WdVTOS. flag Spring Connector. .V con¬ 
venient way to connect lar*r thesis of 
metal. Equipp'd with spring clips. whii£ 
hold it Arm to tha plate. Each... 00,30 

__ »Kl*n. Spring Clip Ceaaaetor. To 

inVMM Mtir.ict -ord tips. or conducting cords 
‘ to tin foil, or metal electrode, such as 
Mock tin. aheet lead sponge jr ar.v other electrode. I. la 

equipped with cord tip connections. Sacb. »« 

UMie-tt Forcepa Ooaaeetor. Equipped with 
a lame alot to Hi oi*r any instrument, baa »et 
arrows to bold it tight and cord tip connection 
for eonnaettlng cord or wire to the for-c^t^- 

•Xltl*. BlaAlac To*t- Corn*l»1* with i#t icraw. o 
ilio khv and irtfh**r *1 bottom to ftitia mndlnr X 

boat to baae. Bile >.*S Each...90.10 f aA 

9KII1U. Same else \* •* Inches. Each. J0.1S 

3V10ISH. Same, star 4 a I Inches Each. -HO 

JK1410C. Same, site 4 *l l e inchew Each- •*» 

9 XKM. Ho. IB ». k I. Oanra Conducting wire for con- 
nectin* and wiring battery wall piatea and electros 1 •_? 

fool 7.. ... .. 

9MU9L Ho. IB Cable Doubla Lamp Cord for conneciln* 
from lamp eocket to an} ..utAt t.» be operated from a com¬ 
mercial current, per foot 

...90.10 


BATTERY CELLS 

We furauh lay style. No Arms 
do in* business w ith physlclaita 
handle as many ae we do 
9 M 1 T 30 . Li Clancta. complete 
with sines, carbons and I ounce* 

Sal Ammonia . Kd(| 

9X1723. Jar only for above .■* Ois 

iMITia. Curbun «int> for ibovt.a.. -J® 

1X1731 Zinc only for ibovt.... 

9 Ml 73?*. Sil Ammoniac for abovt k ptr I*... 

1IHT30. 0:iM Dr> Cell*. So. i. ^ach .. 

HUttt S*m« at ibov« 4n for...^ 

UnTNi ColumMx l>ry Call*. No. .. 

9141771 . 8intt, 40 for.i....... io~M) 

WHITE TO* COMPLETE 




SURFACE METAL ELECTRODES 

In (briar electrical treatments it ’s .mportant to co 
a tar*e surface. par this porpaae a coanpaste select 
of large surface electrodes la offered. 

jester?, reel Plata Baatrada. N'likaJ 

trill not corrode, tarwab or rwet Staa 
*t tncbea Equipped with coed tip e 
nee-lasts. Bach... 

SK830. Hloek The Alloy. In strips 15 inches w- 
about l/i« Inch Hues. »ny l.nath desired. <.a* ewally 
cut Into any sin* fleetrodaa Per iquart root II 

jwjiie taad Pail. Eatreenely Itealbta. and can bo «aa 
shaped la an. t~rm Asr-A. ItJiaL 

UP aejeral -htekneesea S*oi4 ia -j'la 13 uxbea eld 

fret loo* about »i» lack tkWk. Pw full.....*1 

9 Kan. Sheet Land Supplied in any width up to 

inched any length Jealrod ia about 1/11 inch third 1 

H»»f* fo °* . ■•••—• . 

awyni ghaat jUnaiiUL l* it rip* 13 loch#* *iAm • 
enjradra.^l tb»"t I’l* loth Ikird Per square fl «1 
9 K 1 TT 0 . Bind gtrapo. Far holdin* dlatherwiy eiocirt 
tight u iIm body. Per «• •* . .•••W 

FLEXIBLE MESH 
ELECTRODES 

ririlM. dl »eui no see 

ca.M — t, lenerf is ii.i» w- 

—TJK m mO* ' , 

'•rr* >f*1dT X 

r*%j**o U «* 

l*rv» PKF iM«J HW 

*M«144. 1 MM tft.li 

tstlU ( arte <» . . M 

land | »e*« lie •* 

iSUsi llSiS ::: « 

mm. Diathermy Alamlk' 
■ lit electrode for Uathermr 

other local trea-maot. Ho 
plate in close tontarl with i 
la’tu s.-.d elU'O s a free nurtib 
„f tha Angers Ecu-pp-d w 
binding post rort up ccrtnacti 
«cir» irtet used with ‘lee* 
moist fslt or oott-ei placed 1 
tween ttaetsl plate eirt »km 
Each •* 




:na Jsrar 

i 


iMiTftl 

nmM f*r 

«tdl _ 

■iwi wwqMg 

fiNd v »'rw U 10 71 
Hmtf JI.DM. «— 

if« ■ H * 

>.W :»• *fw 


■ MiiX 


iW17»4 
IN1TW 
• V17U 

17*7 




TV# d*»» mM A 

^ dy 


.. »o 

1X1IT8. Dl»c lifctrodt tot »tt»aUtli 

^‘i"h S Is'VnTh^ .n^dTm-irr 1 ?)t«h. 


i'nt\rr»*i —- 

mMMf* trrxiaMXt 


&uh. 



ixi ttt. Will ritctrod# for trrxt- 
mvr.t along the niw Itnea as the 
yUllfi electrode, tnad- In threw 
tlxeai ■. inch. •. inch ami I'4 meh 
hall; nickel plated, .'neineeiuan to At 
•»a] handle Earn . ■ ”” 

■u*:c*T. Erbs’ Elec trod a- F 
ireTT^mt of small muaclse -»f >' 
ere Had* In two «•*"* 4 swl 

meh. Cneinmloa to *« untrere 
handle. Bach. 

•K1S73. Kstalllc Brush Elpo- 
-roda. Made from Ane. si tT wlr*. 
has screw lip conneelKins £ 
fit universal handle. Ea- 51 00 

isms nils anna tnstrw 

oiwt-a »tta sessr ws mm 

-v, CMC •' a# 9%S r*«A I M 

r d«5T - - 

a «||J«II N * • 



i<yt 


«Ww 


Sr‘i is 

»V« M|. ««il Hi Uj4 * , • 

»«(«)• «4JW 4e 3MIM* <>** •*™ 



ELBCTKIOAX. CATALOO 
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^/tejudgment of100,000Physicians 

M ANUFACTURING and selling instruments and equipment for physi¬ 
cians is a most interesting business. Keen competition, a continual 
improvement of instruments, apparatus and equipment and a continual 
struggle of manufacturer* to outdo each other in furnishing the physician 
and surgeon with better, more practical equipment, makes this business 
interesting. 

This competition has helped to place American manufacturers among 
the world's best, and has helped to make them decidedly helpful in the 
development of medicine and surgery. This competition, too. has placed 
a heavy burden upon the leader* among these manufacturers of supplies 

for the physician. 

This burden . of responsibility falls heaviest upon that organization, 
which by reason of its greater size, is looked upon as one of the outstand¬ 
ing pacemakers. 

The owners, among whom are many physicians, feel that the Frank S. 
Betz Company by a continual improvement in their lines, by bettering mar¬ 
keting conditions and by searching the world for better instruments and equip¬ 
ment. have lived up to the great responsibility placed upon them by ovc ^ 
100.000 physicians in all part* of the world, who have judged, compared 
and decided on Betzco furniture, supplies, instrument* and equipment. 

The approval of these men, many of them leaders in their chosen pro¬ 
fession. ha* but spurred us on to greater efforts to produce for the me ica 
profession better, more practical equipment to. even further, justi y e 
judgment of these 100.000 member*. 



Going Strong Since 1X95 


Capital 52,000,000DO 
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A WAREHOUSE and ■ diipUy room in Dellas, Texas. wsie x 6m u aptiuMM l« »• d *« 
cottld bttnf Betsco product* closer to our ninny friend* *nd outonen among tk* pHyncuio 
of iKe greet Southwestern section ol the United States. Naslhsr the warsknem nor the display 

toom is ISOw an emperiment-both ar* proven successes which aer good friends of the Southwest 

iisvs accepted *» a genuine attempt to give them economical service on the heavesr merchandise 
which we manufacture and sell. ... ■ , _. „ . 

This merchandise is shipped, under our plan, in carload lot* to our warehouse m Dallas and 
the freight charge* am absorbed by u*. making our regular catalog prices on the item* earned et 
the Dallas warehouse, net f.o.b. Dallas. Texas, instead ol net f.O-h- Hammond, Indiana. 

I or I—flag Other Shi p- 


Merchandise Carried 
at Dallas Marhsd 
In This Catalog 

Merchandise earrtsii 
In stock *t oat Dellas 
VsnkiraM is carefully 
tadlealad In oer catalog. 
Only Items so marked 
at* carried la stock lor 
shipment from that 
point. 

Other merchandise 
shown us our catalog is 
shipped direct Irons 
Hammond. Indiana tin 
the Oiks *o iwiuk.nt 
district) or New York 
City. N. Y. 



els in Our Dei - 
In* Through Can 

A tar tear ec lamer In 
the pesehss* el rest- 
chsadlss shipped by 
liwsti. sa< earned m 
slock at P sfl as sna be 
sdaasad by srraagsna u 



Itasgkt .hip—sets held 
yam will be akda is iak- 
adsaaiage el carlo— 



All of the heavy furniture and merchandise, 
indicated in our catalog as being carried in our 
Warehouse et Dallas, may be inspected in our 
Display Room in tha Santa Fe Building, Unit No. 2. 

A clove inspection of this merchandise will 
indicate beyond question the superior quality of 
"WhiteKrs/t" steel furniture end of Botxco 
products generally. 


SAMPLES OF MERCHANDISE DISPLAYED 


If our business in the Southwest continue* n 
increase in the same proportion that *t has in 
creased oner hnv. .rtahlmbml our War. 

house and Display Floor in Dallas, tha msss|« 
ment of tha Frank S. Bst* Company will siths 
arrange fur larger display faedibee in our pros 
ent location, or for a complete store end 
branch. 

~P 








J. A. PADDHN 

.t/ssrfrf */ Iks Nrw Yard 
Ipssri 

54»-K Wsat Jlih 
Street 


O. K. MTTCHFU. 
Jdesati r Sl Iks Chkssf* 
fiset 

AM Ssesh Wsbaah 

A* 


ROBIN K. AHOSS 
Strum i sad TVrssarrr 


a |tl llrrr is saltl* Css I 
... Imi, ssr lull. 
W'Srs m sriawt mn simd 
111 ) raws Ire— <kr rads 


ssr Wm, Jsid*/. 
> Ss |*r*. (AsagS 


IS* *arl*“ 


if 



JOHN E. MU ft T ACC 

triwi d fl m*4 Otrmlm 
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Chicago 


and l)nllns, Toxoa 





*ZCO HIGH FREQUENCY APPARATUS 

>r*l tpak: or high frequency application* la anil known 

i Haajr u*e li bmuw of iU excellent results in brightening 
acil giving them added rigor and cheerfulness Its effect in 
qrotilatton and In bringing the Mood (o the surface U also well 
tbcao page* la Itated apparatus for applying the high frequency 

«m appliances are well made and of the type that Is being uaed 

• of physician* 

mar of choice la gives you so that you may use this method of 
oar practice, with maximum reaulta. 

1 ifferent equipments are portable so that you may use them 

ar otBce or In your patient's home 



HJLAR HIGH 
NCY GENERATOR 

tratas takes the ordinary 
■mating current, and anor- 
numb the voltage and the 
•dilations. This procedure 
roltagM to be used In treat- 
*ut the allghteat pain or 

colt ta located In the case 
the high frequency dec- 
rated OB page 104 can bo 
a handle. This la a very 
Maty popular generator and 
ottes use. 

utaea complete with coll*, 
anla with plugs, heavily In- 
tacUng coll, hard rubber 
arga lurfaco body electrode 
talar Violet llay High Krc- 

jTT^’or D.C.. $10.00 




UGHT MODEL HIGH FREQUENCY SET 

TUla act la much llko the set abovo (So. »D24«) aavo that tbroo 
electrodes are sent with It and the Tesla coll ta In the handle. Any of 
the high frequency electrodes Uluitrated on page 104 will lit this handle. 


A large surface Body Klectrode, a Throat Electrode and a Metal 
Electrode are furnished with thle act. Outfit comna In a allk-Uned case 
which can readily be carried to th# bedside of your patient It eo desired. 
It operates on any 110-volt alternating or direct current. 


OIK)2dO. Light Model High Frequency S«l. 


$15.00 



HIGH FREQUENCY VIOLET RAY AND OZONE SET 

A high grade Instrument for high frequency or fulguratlon treatment. It 
ha* a apartty of abotU 30,000 volts and can be adjusted down to aero poten¬ 
tial ta flna graduations by a control dovlco located conveniently on the switch¬ 
board. 

Xll parts are well constructed nnd are mounted on a 6V4x1>A- 
ln»h Kakelttn baao The condenser Va contained lu a apuclal case and 
la mounted on top of the •wltrhboard wtiero tt ta readily acceeelblu. 
The carrying raan la covered with black leatherette and ta 
ltShattk*&tl tttehew tn Ml metal parts »»• »tntial »»«t 

the Interior ot thr cover la Utnrtl wttn rich •»*»«». .. . 

Hnwlpmeat! Otone flrnerwtor and Holtlo prone Inhaianr Ko - 
1 «muTS^roimi Uody. Comb Rake. Sterna Throat, g»tt. Spinal. 
7l7 Ratal Klectrode Net Wight, 31V «b» 9blppta« ‘“V 

Starr al ta furotahed with jk direction book earn . 

fastruetJoos and charts for oprraLfn/f (Ac Mia ami i)r giTMg ffWl - 
meats. Can be used on 110-vult A.C. or D.C. 
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1. High Frequency. 

2. Sinusoidal. 



Betzco 

Quatremod Cabinet 

AFFORDS FOUR MODALITIES 


3. Light Cautery. 

4. Diagnostic 



SOLD ON 
OUR 

BUDGET PLAN 


Therapeutic Applications 


Localities 


00 COMPLETE 
- 5 Months to Pay 

Tba Quatrwnod 
signed to DMl tba 
tho physician who ' 
Starting out In 
just •Tutoring Into 
of ••leetro-therapy . 1 
handy, neat, sturdy, i 
and easily pc 
operation of tha 
is very simple and 
learned. Tha various 
handles are plainly marked! 
Is nothin* complicated to Us [ 
It attaches to any 110-Tolt, <0 
natin* current 

SPECIFICATIONS 

Ki|ui|imat Included 



1 Adjustable ni*h Frequency Elec- 
trod a Handle. . 

1 Surface High Frequency Electrode 

J Kactal High Frequency Electrode. 

1 Vaginal High Frequency Electrode. 

1 Throat High Frequency Kleetrode. 

1 Nasal High Frequency Klectrode. 

1 Urethral High Frequency Elec¬ 
trode. 

1 High Frequency Fulcurallon Elec¬ 
trode. 

1 B-rt. Heavy Insulated Cord. 

1 Universal Klectrode Handle. 


I Large Fell Hand 

1 Felt KJnueeldml Dlae_. 

I IT. Sinusoidal Handles. . 
I IT. I-ft. Xlnueeldal ~ 
t Cautery Handle. Ad. 

I Cautery Katie, rotate._ 
1 Oautcry Knits, 
l Pr. Cautery Coeds 
I Diagnostic ntumln.at.ir < 
Holder end Tub 
G lobe with Lena, 
t Instruction Hook. 
Testing Tag. 


Diagnostic Lamp 


Dimensions 

Cabinet la IS*. In. long. !<•>■; tn. deep and *\ ta. hleb 
plate. 11 Iha. Inside of cabinet haa a padded, green felt lining 
cose te covered with black leatherette. 



Sinusoidal Application 





«TV , ofi» AyavoXrtr^ 
rM OOITVO, , _ , 

tot *snco -nojaropc 

t eir- ■. •— C-‘ 

v’-V .t- 

Tha v.T?«> QdATr.wrx) 

T; >^‘v; />, 

}, - . keVVi *-/. . 


row's iafTtrcwror 



BUDGET 

tc.00 cash brluga 
mod to you. Teat It 
offleo for 30 days. If i 
it. pay tha ha lanes in 
payments. 

OlKtSOO. Quatmne 
Therapy Cabinet. 

Complete. 

kilo IT!re ta net fa 
New York. Chicago or 1 




■ '.LilEs 


FREE BOOK 

A free book containing full In- 
atructlou for operating the Quat¬ 
remod la sent with each Cabinet. 

The direction* are plainly de¬ 
tailed and all the controls of the 
Quatremod are explained and 
their operation clearly doBned, 



Hlnuaoldnl Application Ihetr opera tion clearly defined High Frcquamdy^ B 

COMPIXTE PHYSIOTHERAPY APPARATUS SHOULD INCLUDE BETZCO QUA! 
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York »-» Chicajlo —and — Dollai, Tcxa* 

BETZCO 
[ODE CABINET 

Affords Six Modalities 

gilt Diathermy (1000 MilliampertM; 

iigh Frequency 

Sinusoidal 

Sum Cautery 
loatic Lamp 
idemation 


SOLD ON OUR 

$ 125 ™ 

BUDGET PLAN 


SPECIFICATIONS 

Kqulpment Inrluiled 

jj* Hl*h S'laquanry Kl«c- 
Hsndie 
miru 

. HUMS ElKIRHt* 

■I lllfre* Klectrodr 
iulfrex Klectrod. 

Hlfrex Ckrtnrti 



« Diathermy Dlar Xlectroda 
J CnleeraalEJceirode Handle. 

} Lar»« Fait Hand Kleclr.vdr 
! £1* «®o»oldal • r>,, ° Manilla. 
} YZ SlanaoUal hl.ial Klectrodaa 
1 Pr. <-ft Sinusoidal Coni* 


frrt Klftrodc I irautery Handle. .tdjnatabla 

Hlfrex ICIrclrod. 1 Cautery Knife, tainted, 

rmiuacj nlriniira KUc- 1 Cautery Knifr. Looped. 


Tin for Diathermy 


1 Caatrry Knife, Looped. 

1 Pr. Cautery Cords. 

1 Diagnostic Illuminator with Cord. 
Holder and Tungxlen Lamp 
Olohe min Lena. 

I Milli.mperecnrtrr Mounted In Cab- 
|ML 

1 Ia»trurifon Book. Direction* ftad 
TraUug TsmT. 


Iwrjr Inn-jUt *<1 Cacti 
‘lUtAl d'Arpur.ial Jl-r. 11* 

IbdiltMdun l*»il 
jrta»^_Cord 

lea 

ny Hand Sleet rod*. 

DinaenrioosB 

Thermode caa lie eaeily carried In tbe aulomot.llr to the Wxlde 
“tl.nl-a« lavnlnxble con-l-lrralHr, In ir*n*r»l practice. l.'u« .in 
Inot'w l2a <UtP ' *' i **» weight. tl I ha .Shipping 

Pric e |e net tab Hammond, lint. New York. Chicago. 1'aIUa 

SUDGET TERMS 


a Thxnnnd. We will 
you for a la-day trial in 
I- If TUU are- aaMeSrd with 
aay Sara ten month- in 
pay for It with a email 
Hab H B 


•eta. 


month. 

to hi net. 


$125.00 



my to Knrc 


A boob of detailed Inatrucllona 
t» Beat with each TbennoOr You 
will Sad the operation of Iha 
Th-rmnde eaally learned and 
nulla eimple. The various dials 
and rnm role ara islaaHy marked 
and their use elearty explained In 
the book of Inatrucllona 



Auto Cbeul ce iea l loax 


10DE WILL ADD TO EFFICIENCY OF YOUR PHYSIO-THERAPY EQUIPMENT 
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FRANK S. BRTZ COMPANY, Hammond. Ir 


Betzco High Frequency Electrodes 



DEPENDABLE 
GLASS ELECTRC 

»t« Mr -*taa ar« 

*f i>«al umM 

ID lb I 

aiaaa a | rial a aw-* 
el*ctra4a. wad* «f |U« 

Ity » 1 I> .out *o Utal <H* I 
w tondin ti><> ilut Ika a 
111 ftaln natal lip* 
«l*yiio4»a »f 

■aatai Upa. il) rial 

til. <»» 14 
• 1*1 Irtaj* • all»*r with | 
m-tat Uf> T*>*< a) 
tv tfca pula raruaa* • 

^ tealil lliat tha *iaa* 
ituvk at aartala in tat* i 
it* • urrrnt I* r-u-aatir 
tfta tip at iliaaU53 
Mi« 'Uian ait**r plan 
. r ..-j ■ 

?aai'at*4 I 

i«u>aunan4a4 _ 
tfc* cs«i«v tt- i*a 
i ml nil wttkaiM Ivaa 
•lkiial*> 


lac* *>•• 

CAT API 
CONDE 
ELECTRC 

*1)0IMS. fatapkarta I 


High Frequency Electrodes 

Vacuum or Non-Vacuum Plain or Metal l ip* 


PLAIN METAL TIP 
VACUUM ELECTRODES 

Plata Wvtal T1» VMtaiaaa E1»»- 


Sc.D-B-V-d-o-l’-ft-v-n.Y. 

Ssch 

fluT-K-Ldit-K. it*Vh 


Any l 


I no 
l.tA 


- M 
TjOQ 


PLAIN METAL TIP 
NON-VACUUM ELECTRODES 
BDXUl. Main M«f*I Tl|» Xo»- 

Vnr mini Electrode*. A tip 
B-C-D-E-F-O-Il-X-O-O-S- 

T-U-V-W-Y. Each. * 4-5® 

Ati r *. ,8 - 7n 


PLAIN GLASS 
VACUUM EL 

i|>4*v r**<» Cla»< 

/, up Vtraaa 

IT-V-W-T. Bail 
Anr • . 

3 Back 

H-l-Kh-S-lL 
A ay 3 


Insulated High Frequency Electrodes 



GLASS TIP INS 
ELECTRC 

uixitKt. l imlilr H 
gtaaa Up. A 
a-b-c-o-k-y 
K-tvM-O-X. 

METAL TIP If 
ELECTRC 

OBSttt. Itwuii 
metal tip. A I 

A-B-C-D-K-r-< 

K-L-M-O- X. 


INSULATED METAL TIP NON-VACUUM ELECTRODES 

111 )Hi.*. InauUtnl Metal Tip Xon-Yarutini Klmiwlra. A Up 

A-B-C-D-H-i'Q-JI-J-Z.*3-00 

Wheat OntvnnK Kpectfy Number. letter and IlUmrler of rjuutk 


BETZCO HIGH FREQUENCY ELECTRODES ARE ALL TESTED AND 
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[York — 


Chicado 


Della*, Tcxm 


Galvanic Set 

With or Without Motor G«e«»or 

TOllcablc *»<t b V,i»Vlonc*- Ot electro- 
r.^*t *nchor o« «£rf 

KSssssSSSSm^S 

KSSfSSSw.««»' ““ 

T', nt "* r thU reaaoo U 

41n«. control* a »n»ootb. ' lelJy ' 

ot curr^nt- 

lnerca»o or 



t V 


iiwim 

t bt -dULdUDCEri PLAN HELP 


For accurate •^gSSbJh^S g*5gS 

th- *"*2?2ASSnpcd *lt»> *»5SLgSL '' \ COB' 
unlc »et» ^ P iccaral«»r “ Ub £?«a*t.le* th« 

jnllUamparoWBtrf** ** nottr tb« ■Jjjjj ***^? |t tt 
vmlont knob meter off • 0l * r ^ , , o 500 mill** 

oper*W « <?J * to more 

nnit more * ,„ d iTl(J«al ,bo« 

th Vfi e » P tran»c M» » re th*txoctlon»- 

Both ?** „„ .M-hnlcal oP*™ 11 "* A*,.- are •■ 

fis-52. ;”'“f rfi's^'ss 
t-rui s-lrrS 1 ^ ss&H 

EI«*trO<* J5*J|5SiroSi for am. l«* f^bT*** 
Sprtn* Man ^ mr'.al HjMjL u<teAU«. I 

in. tor .nr. *2V vEtael “ d X 

3*Is-s ft !ir- 

sswra ss^-i - .A-"-. 

Tors* *»»•«« bul without tuJ»or 

"S^S^tSr 

Treni^ _ - 


YOU 


buynSSeoeo 0 ^ 1 ^ 
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FRANK S BETZ COMPANY, Harnnumd, In 

Improved “Calumet” 

GALVANIC—FARADIC BATTERY 

An In.xpanalra anil xatiatactory battery for tiring cal' 
farmlte treatment*. uparating an electric eye tnagnrt or 
diagnostic lamp or eyatotcupe. It b i neowalty wbara coat 
current la not aval table. 

The battery conaiau of a set of 5 *C" radio bat’,erica 
21H ralta. for elertroiyats and manage work. The galraalc 
grmcmttwl la of sufficient power and rang* for remoral of 
rlgn growth*. facial blemish**, atiperfluou* hair, ote. Hew 
batterto* can bo alwaya bought from radio dealers and are 
replaced. 

The strength of tha current for treatment 
controlled by a 11 point coll nleetor. Tha 
interrupter la alto adluatabla and taakaa 
produce either mild primary, atreng aoconi 
rery etronc combination of current*. By 
■elector awltch. the faradtc coll can bo 
one or more cells. 

Battery la tent complete In ttrong "Whti 
steel carrying cane. ix»x7 In. with compart 
top lor carrying acxaaaorlrs. Accowsorle* laeli 
ducting cord. 1 pr. metal hand lea, foot 
sponge pad electrode*, tongue dcpreaaor 
nustlc lamp. 

OIHllUKI. Improt *"1 Calnmrt iiali.nl. aoe 
nuil Karadlc. Price. 



■DO ISM 


PORTABLE CURRENT CONTROLLER 

Prorldn Large Kauge of Motlnllllex, Compact. Easy to Operate 

Tli* many uaea and adrantagra of thla Portable Current Controller are 
briefly giten below: Provide* a sinusoidal appwratua on ultrrnatlng enrrrnt. 
(X> proolda* a reliable galvanic apparatus on direct current. Ill provide* 
an Ideal oyatoeeope and diagnoailr lamp controller on any current. t4j pro- 
vldea a perfect *uti*tltule for a faradlo better}', without lb* eap«n*e 
of renewal of the letter. {»> can be adapted to any commercial direct 
current, ill) can he employed wllh the ordinary cell current where the 
commercial 












_■«>•« ctrrtni 1» not »v»iUb!« ■ ■ 

The controller la attbaiatHlally conatntctad end ««»/*"- 
teed for one year agalnet defer!* In mairrlal or worUtnan- 
ahlp It fa mounted in a strong. leatherette covered carrying 
roae. 11 Inchea long. 7 tuebra w ido and J4 Inch** deep. Prlc- 
include* following acceaeorlee ■ 1 ft. i»nn*«Ung cord end 
**^**1*. - i.lni. fnr Is,nr, inrktl. 1 Hr. conducting 

to fit 

(Cl lit 

metal 
opera!" 


T*mA1 


I ral>b*F. 

1 r «t(tn«| 

M*. FSjr *M 

• 7. | h \ 

«lr« ftprdtoi 

Avrmll‘« In 

Uid 21 tU* 

t«d UM rafc 


inciud** rouowme icccuwriM * ‘■'‘““v'" 1 « .7!:*! 

«*iuui.t,!* attachment blog for lamp aoekeclpr. conducting 
cord*. I ft long; I I'nlvtraai wooden olectrod. hand)* to flt 
any etamlard electrode. 1 fell dUq JH In- diameter • « «' 
(boat handle. I hand sponge tied. I'ltl'i In. I l>r. 
hand electrode* and complete aet of Instructions to u 

|. $17.50 




tUrUd r«y 

mrmt 
I In. X 




ACTINIC 


npparnlue. 

•DOI343. Pwrtabt* Currret C«uir»ll«-r 


NOTICE 

While thcac individual electric act* are not *old under the enxy Pa*™'"!* ** °* li 
Plan, yet any order for one or more of them which amount* to over $50.00 **• tin 
purchaser to the privileges of this Easy Payment Plan if he *o desires. Tha offer does not I 
for order* of equipment alone, such as electrodes, etc., but doe* refer to order* for entire < 
trie sets, such as are listed in thi* catalogue. _ 

Standard _ 

HOME FARADIC BATTERY 

Ideal Home Equipment in a New Steel Clie_ 

. * a a n*a . ■ ITlre nf III# *t a t • r *1 



Actinic B 

rulgnrfj, | 

*nt X-Ray li 

radlogrsf 
diameter 
Trlco .. 


j| T I, Ikr uayalrtau** ,'HUT of !U S ** 1 

TbuT*** jBarlieur*rlj good Karadlc hattjry for natl™^ 
bonaflt Of Faradlo itlmuTatlir 


■;t at F.r.d .0 ..ImuTatlun It la pro»: I• .1 with J boar* 

both primary and secondary, or C*mblu»d primary and »£*. 

mar bo obtain*.d. Tli* Primary affrn a i"*# 

«intlary u quite po*«rfuL laiihvr primary or • J^ 1 **** 

and necondary comhlnad may **• Th» Gtt 

to full lut.mUly by drawing out th» cor* ohlalA Tn» cm 

from two No. « dry will c "'» » r Sub ^Tatow vibration | 

lur When uiinc on« cr ] a rnlltl eflfct i 

iSd wtlh boU «*lI?a poworfai corrynt with rapW Jntcr»*»«l 



Tarying t 
in br tag 


and w7.h b.,rb a pow-orfui curmnt with 

h?i A Vw.tV.rl.tr of .fleet, may W"i 

of currnt with tb« cor* ahlald and rat* or «lorai-un » 
call* iird Tb* twttnry la • l»o *«oll'i*«d with a numborou 
Inillcato tha strength obtain**! inch*# blab. i« 

'M ss.«aarJasSs&sf* 

flbC<*BM«ir!c« «.» luitr»t«d In call- Oft# P* 1 /" ® 

SSTaat of m.tal handloa, on* *P«ag« and wood banal. 

on» foot plat*. __.. Cumplat* with 

•OXtaax. aluatlafd It bo *«radlc Uallorr- *■■*»* . 

dry call* and *ic***orl»a. Trie*. on»r 


, fa dlamolor. 

liihwwl 4 

PRC 


r j-.ro r 


THE BCTZCO “HELIOTONE” HEAT-LAMP AND THE 


\ 

. flt 

IRK 7 
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Chicago — and — Dallas, Texas 
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a batter! r» 
rnirtzsr 
rmcranl o'- 
rtr. NVsr * <• 
tiers sod tri 


•DIST3 






.1 


SD 1.131 


SOI3S3 IDltM SD1S1I 


SUIS4B SOISST SD1&TS 


CTRODES FOR TREATMENT WITH GALVANIC, FARADIC 
AND SINUSOIDAL CURRENTS 


Tonsil SlXH'o ElretTod.. copper. nlek.l plat'd^ 

»r. nu llu* We* l>* Hleottwde. road* of 

rubber. copper 0U ovor external. Kacb tun 

rm at run a XrUMreaacrM Cafai»hertc Lrclhrul 
e. FurnUhrd with Iron, copper, silver or lino 

(ion a with wlr* waitrv Earh....JJ - **? 

wire applicator. Hach..a».oa 

Ot .rail’. IrHrnlliic C*U»ko»l. KLctrod. lo rile* 

anti 21 Kach...••••*• ^ 3 * MO 

fiaUaiiohn’a Dali V«*ln*t Kkrirorfe of copper 
pUloZslnc or corlnin with »uai*lit or furred 

U 4 hard rubber staff. Each....$XOo 

|l. t trrinn Or* Klratrad*. >U«1 to repUcc »«id «BV- 
| prolapsed ul.ru* while itlroulated by faradlc or 
mold*! currant Ntckrl plstcd «r copp.r cup. *ts«s 
and 1 la. Nickel plated. Back 

ACTINIC RAY ELECTRODE 


|1M 


tDlMl fiaine as JDllll bat with metallic gOL J* la¬ 
in diameter. 4 In. lore la center of cap. nickel plated 

Kacll . ...M*«*r*J»**« •• V_t**n V 

MlllXl. >mmni k Vmlhral KWHre4e. e '’*’T 

p«r. nlrkel plated or *u»c, la dean It, if» IK W, ^ *t 
21 la and 12- Bach.,»*.»*%.#**«*»*»»#««•«»«.•■»- 
•Dim l.uldapoha'n Utfe*P liHe i Khetrete ft)f UUt« 
cervical .atari l» with uneltlwe aalranlc car* 

£"t! lS r .5^K 1*. *«• »•£** 

or sine. Bark.. -. 5JT 

HlSiiid^--. s.rU4.W 

net «, lo Inches Jon*. OU*s akapa. *t**e 1*. »» <■2- 
• « si si ?■ je, and 12 Bach., f®*. 

rpiSTf. jrmwee'i Vr^thrml B$*w«wda- *?/ n i §!* ffl - • 
codihw. aicke! plated or tine. In etioa It, 11 l*. * LS 
J». Sl. 10 .nd U. Back. 

JUEITNER’S PHOSPHORIC 
ELECTRODE 


of our 
will entitle 
does not! 
for entire 


eel Case 

r IS. tia.tr. 

n kra« r Kura 
si.i arewkdarr i 

«nt. rrtiirr a* 
i.rumlaiy tar | 
wry ruilk • 

Srt -4 bv UMr a* 

» «iiimUar. t» . • ■ 
id laurtstitum a 

■ivvlar'i) to.-* 




t * - > 

. m \ v •- 

Actinic Kay Klectroilr, for treatments in 
i, TuljcarU. ringworm, lupus, «tc. Dermoid 
lelsnt X-IUy In connection with any on, of our 
dl high frequency treatment oulSUi t» «»• » 
radiograph of s bond. Fitted wtth s A 
diameter metal tip. . $ 9.00 



Ont of Ut. bart sUetrod.*^ 


■ ■ :J* b 7,7 k *.h.n «Ni MtWeh fr*- 

-oaaay col. 

Skb.? f&rfjSis bx ‘zrz£ of-s: 

w •“"■••ia^a3skS*J3K sk 

$750 


hi*h 

ons. With Urse Insulate" 
which wlU b.'Jil tka rlact 
dl-taae* of lbs patlaot. 
spraya. 

ID1K. ITlp*. eomplata. 


Por 

Inch 


glass tip aleclrotlr. Rbr. ro^j^i 


ranter. 1<* Inehe* long- 
aprinr clamp. fltlpa J lnrh»* «r jlee- 
FIU A -Inch Aanka. Will »prlne over .hank H 

alan 


«2-nor^5 ^srzZZT&oa 


prp«f. 

ittcL In dJan»*ier 


ch la dlatneter. 

Idlirraal UUclrtxlf llanAlr 


$ 1.25 


METAL HAND ELECTRODE 


lOCK PROOF HANDLE WITH CORD 


IsU-foot rubber cotd with contraction. Ta shock 

*2 ‘sO 

-Inch dtain.Ur al.elrnd**- ^ r-vi 


To m 
To nt 


A-llirn Utiairi»v»r 

L To III ft-Inch diameter ..- • - _■ 

PARK" LAMP AREA SATISFACTORY TREATMKNI COMHWATION 


rwd for Indlraet ''Tf ’«n« 

as»w’«st»sv'“ „^5 

01MIMX. sirtal ttl>».ro«r. shank A Ui.b 


THE 
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Himmnad, Indiana^ 

THE SINUSTAT GALVANIC OR 
SINUSOIDAL GENERATOR 

Operalc* on either ths alternating or direct current. Thm mi 
uaaful portable apparatus for the physician. for wtth It you can i 
both sinusoidal as a galvanic currents. Ann to addition to -stax i 
tbnoo modalities for treatment. 7011 mar also im the ston 
operating diagnostic lamps, eye magnets. etc Tbn 51 nut tat U \ 
portaliln. raity to handle and carry about. but la alao (tardy and 
built. It la guaranteed to give satisfactory service. 

SOLD ON BUDGET PLAN 

You can obtain the Stnustst for only 185 00 down Trr It "Aj 
SO 4(7* and at the end of that Ulna 70 a may either return It. 1 
begin paying for It In ten small monthly payments. 

0 noIIno—Slnuslat Oracrator, complete with mi!!!- <1*7t 

ampere 010 tor and aleolrodsa tCacb....... . ....... 51 •» 


York 


fKlH-FR£QUO 
CORDS 


BETZCO CHEMICAL RECTIFIER 


A positive and non-mechanical Rectifier tor tbe 
Ing current. If 70 n have apparatus which reouixad 
foa transform your ordinary sHemalUvg carreat inter 
current. Ihla rectifier wilt sun yoor purposes axor 
It U equipped with a large rhooaut by mcuus of wh 
can regulate lha current output from Ik anti a»~' 
charging of machine*, bsturle*. etc. ThU la | 
rectifier and need* no attentioa except to refill once 1 
a year. Tbo now supply of chemicals coals 1134. 

UIX)lii38. Oientlral IlccUfier. camplete with 
rheostat and selector switch for A. C- Sold in 
enameled steel case 31x11x11 inehaa In 

lice...... 


I Rath 


Karh 


Imui' 


$41 

ODOI 88 VA—Extra supply of chemicals for t notifying! 





MOTOR-GENERATORS AND CONVERTERS 

The motor-generatr.r aal shown below converts alternating or commercial current Into a 
currem 5 L“n flu once It I. «> wound that .. can be operated from any (tx«t cur 

•monthly and tutlformly so as to detlrer an unbroken mode to the patient. 

TO tb* right of the Motor-Generator aot Ls a Rotary Converter to convert direct current In o . 
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INTRODUCTION 

Kr « jss.’s.'ssl * 

^^■ilrjaSSvS 

‘HSE'SfSWr-'' 

jp^ Y^ a ^E n 7]^«s 

know the benefit* end viue^ 1 ^' , °0 or . ,hou,d 
»nd help you real,,* the^T **** V,olet Ra > 

not gi vcn^n^thit^book'jUt*houc h* f m * d i 4 “* e ‘ *•' 
have been made on th crT , ° 8 ’ fav ®rable report* 
the aide of t o««^.hS ,** T e prefer «° «t on 
our enthusiasm. lban *** Carric d away by 

* your *«•«* uv. 

«kJr n eU e .b?o7u,eIy U Ao5L,ae e r Vio, « *** 

- mild aun bath on a fr ° m 

OPERATING INSTRUCTIONS 

«.’«? 5 , ' rfto « vi «" «•» c™. 

? .7. aw* 

one and w S K ,h. Cner *'° r C * n be °P« a «*d by any 

»“ h? e “„«m« h °“ h- ” ini; * “•«« P>«« 

i- S ! CO C d :~ R f rn ° ve ,he eIectri « light bulb from 
its socket and screw the plug in place o! bulb 
Once you have done this, insert whatever Appli- 
*. OU ™ cnd to UMe in, ° thc handle, 
third:—Turn on the current in just the same 
way as when you turn on the light. 

The Generator should start “buxrinic" at once 
Should tt not do so turn the knurled adjusting 
knob — upon the front of which appears the word* 
•‘Patents Pending"— toward "W" (Weaker)— 
three or four turns. If after this the Generator 
does not start, turn the knurled knob slowly 
toward “S." until the Generator starts "buaxing." 

It sometimes happens that while the current is 
shut off at your lamp socket, someone turns the 
adjusting knob towards “S" (Stronger)—never 
suspecting that by turning the adjusting knob to 
the right, dose to or as far as it will go. the cur¬ 
rent is bridged from one wire of the line to the 
other wire without passing through the handle 
where the High Frequency and Violet Ray is 
produced and let into the glass Applicator. 

Were you to leave the current bridged in this 
way for a few minutes the electricity would be 
changed into heat and ruin the insulation in the 
Generator. 


When the knob is turned Urwstd "W" (Weak. 

* f I— 11 •limply turni off the current, •topplnc the 
Generator * ’biunni" but doing no harm. 

Fourth:—The adjusting knob ahould never be 
turned while the current U off, as you cannot 

thf 1 .t«n , Zth he ? * ,OP ,urT,i, ?« reguUUne 
0f lh *. cu,T « nt >n «he Applicator 
while the Generator is working or -burring" yo a 
can eaaily judge when to stop turning, the mote 
you turn toward “W“ the weaker the currmt 
mofe y° a turn the adjusting knob to¬ 
ward S ‘ the stronger the current. 

But ss everything has a limit and every pan it* 
purpose, here we also have s limit. We could not 
turn the knob to the right forever and expect to 
get an ever increasing current. The Generator 
leaves our laboratories *0 adjusted that to pro¬ 
duce i dangerous current U the nearest thing to 
impossible. 

You may atsrt to use the Generator with the 
utmoat care but as you become more (amiliar 
with it you may become reckless—we all do at 
times, it is human nature—you may turn on and 
on to see how far you can go. how much more 
you can stand than Julia or John. But here the 
Generator by never forgetting to do what ia 
proper and right changes the “bussing* sound, as 
a warning, then if you insist that yoo know you 
can stand more and you dare to intrude by turn¬ 
ing the knob farther, the Generator automatic¬ 
ally shuts off the current or rather it bridges it 
and you cannot get more than you ought to. 

The Sterling Violet Ray Generator ia adapted 
for universal use. It works as well with Direct 
as with Alternating current—and operates at any 
voltage from tOO to 150 volts. The Generator 
made to operate at 220 volts can be operated st 
any voltage from 150 to 250 volts. When Gener¬ 
ators to operate at a higher voltage arc desired 
we are prepared to make them on short notice. 
The same is true if the Generators are desired to 
operate in voltages anywhere from 50 to 100 volts. 

After you become accustomed to the Generator 
you can quickly tell by the volume of light and 
the sound just how strong the force is. 

CARE OF GENERATOR 

Each Sterling Violet Ray and High Frequency 
Generator leaves our laboratories in perfect con¬ 
dition and properly adjusted and when treated 
with just ordinary care and operating same as di¬ 
rected on page 2 should last indefinitely. Never¬ 
theless once in a great while it may happen that 
the Generator works with an irregular and clack¬ 
ing noise—this can happen thru two causes. 

One—and most common—is the breaking ol 
cord just as it enter* the handle and once In a 
great while the cord breaks where it enters the 
generator box. To repair this without returning 
Generator to us—simply proceed as follows: 

While the Generator is running hold handle in 
one hand with Applicator inserted and with other 
hand move cord, a few inches from handle, side¬ 
ways—up and down and twist. While so doing 
if cord is broken near handle, the broken pan will 
momentarily and irregularly come in contact and 
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ili*tonnrttin_ nd i* "?PP«ns to h. Ch 

h«nUl t -_, 1 y£ r CO / d from the “P and H,~ 

c onnect*j l * ,c and olin^o- ,n *^ e °f ru!iV„, 

Sft U.C W . ber * «rd7. ,n h £ rok h r SS7 

•nett)—connecting '* had nr.»i k * n . ,nd un 

P«n. ,o u b «"B Mmc before ? Mly 

I" Pr ° C « d M follow)'' «*« Z'nt'Woi LT 
j tilting '“Ob tow.nl. -W - 

•plraU or spring^ olT** d . e, *«hed from'tt, 1 *' * d 
•crew driver tfn.,^' ,hl » 1* done w!Ti. he »'»* 
•crew. ,o be w?* * nd fke ou't Thi i rurrQ ^ 
•tor bo*. !,**“ • round the !,*« ««U. 

quests :vrs sat: .™sa 

—v t ss/sk*: •~2*£s?.- 1 ssr 
C."5gst«JE ®5 

rs. , ^*“ < rrssi 

S«1!!TBrSL£“ “S i W g ST^Vr.- 

which wire eoe^ Jk nnectcd - 11 *» Swm££] 
one wire 

found. After this isdcutc^enlarw” 1 KrtW| •• 
•crew, and .crew admitting knob ?L° n ? cover ,ml 

assy h a wSfi* aaffsJg 

tached to Umn JU*? 'V ready t0 be at- 

°.?«z?„: a zzv° Qh 85 * 

Applicator even while usinic the Intensificr-or 
surface Applicator—it may be caused thru a dam 
age or Puncture to the High Ten.ion CoiJ which 
» found inside the rubber handle. Thi» seldom or 
never happens and is only mentioned at a precau¬ 
tion so that the owner of a Sterling Generator 
will not ship the entire Generator to us for re¬ 
pairs. In this case atl that is required is to send 
us the High Tension Coil alone. Remove this 
from handle as above directed, mail same to us 
and we will replace it without delay. 

CARE OF CLASS APPLICATORS 

The Sterling Applicators are made from the 
best grade of glass obtainable for the intended 
purpose. Some are ptain vacuum and others are 

insulated, which prevents the hand 

cept near the end. Each glass Applicator is hand 

made one at a time and before ‘'W °? r d * 
department each one is tested. » found det« 

£'„•& rjsssi j foy jis a 


c.tor, particularly lb* Inteaaifier and tit. satiae* 
Wliite Ray and Violet R»y Applicators. will 
tomettrocs give our and not light. Thia ia causwl 
t>y lh« current punching thru lire iLni mviwbU 
liny botes by which the turroundm* air enter, 
the Applicator, thus rendering them useless 
While tltu 1 eld ora occur* we cannot guarantee 
any glass Applicator—come will last month, and 
years, other, become defective thru puncture, 
wiihln a few day. or weeks of use. 

Never place a glaa. Applicator while warm or 
immediately after removing it from the Gener¬ 
ator handle upon gUm topped of marble table, 
nor wooden stands a. the rapid variation oi tem¬ 
perature is liable to crack or injure Applicator. 

When removing Applicator from handle ol 
Generator immediately alter use it is better to 
place the glass Applicator upon towel or cotton 
cloth or anything that i. not of a contrasting de¬ 
gree lower than temperature ol Applicator, or 
place it back in carrying cate. 

Always waah Applicators in hot water before 
and after use. especially in infectious cases. 

The current itself is a strong antiseptic and 
germicidal and will destroy any microbe that 
romea in contact with it, but the Applicators 
should be svathed for the sake ol cleanliness. 

HOW TO USE APPLICATORS N«- 0-00-2 

Whenever a strong current ia used through 
these Applicators a sparking sensation ia lelt 
while bringing it in contact with the skin. By 
carrying out the following instructions you will 
avoid all the unpleasantness of the sparking 

After the generator is attached to the circuit 
and in working order and the Applicator is in¬ 
serted in the handle, then apply the thumb and 
forefinger about the Applicator nearest to tbe 
handle and apply to the skin quickly. After the 
skin comes in contact srith the Applicator, re¬ 
move the thumb and forefinger, whenever the 
Applicator ia to be removed from contact with 
the akin, tepeal the operation, that is. place the 
fingers as formerly. 

When extremely strong current is used, as rec¬ 
ommended for certain ailment*, the patient ta to 
place his or her hand about the bulb of the Ap¬ 
plicator while holdiug the rubber handle with the 
other and then apply Apptlcator to the akin 
where desired, keeping the hand on constantly, or 
removing if the current is tolerable. In this case, 
part of the current rocs through the arm and pert 
through the place where the Applicator comes in 
contact with the skin, thus relieving the high pres¬ 
sure concentrated in a small area. Nevertheless, 
the body receives all the current. 

For certain ailments, as will be found under 
the different headings in this book, it will lie bet¬ 
ter to stand the current as per directions given. 

HOW TO USE METAL SATURATOR No. 13 
GENERAL TONIC TREATMENT 
GENERAL ELECTRIFICATION 

First turn on the current, then hold the metal 
Saturator by the thickest pan in one hand and the 

. 5 
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rubber handle In Uie other ln«.r. ... 
ei*d of the Saturatoi into the h^d» t , h, 1 „I, h , nne * < 
generator it working. keen on how. t 1 * ,h * 
urttor until lrea«me£ it Tver then n«fl It' 5«' 
urator from the handle this be.nt” i P 1 ,h * Sj *' 
the current at the totket. Nevt .'J 0 "*’ J u,n 0,1 
from tha Saturator while the < urr^° Ve the f * 4 °d 
it U done very quicklr otSetwi/*™* * on , un '«a* 
sparking to cauA »l«hon 6 h „m fn j m1ouv P!,aMm 

Doerrs 

Don't pi] the Generator nor any of ita nan. 

LSteWirS 

sSs5£*SH5a*«« S 

h nUJb ? ot do u e - *L , never doc * an y kooJ. 

Don t turn the adjusting knob when the Gen 
erntor is not actually wording b«»u« if , U nT*d 
too much towards left or right the Generator may 

socket and the current ts turned on. 

and 0 Vin!« r i et ‘‘S* the Sterling High Frequency 
nd Violet Ray Generator, in some respects, re- 

llT .'.V" tx P en * ,v * well made watch/ it will 
J. ’ j 1 *’ e l, ™ e and keep in good working ordet 
when properly treated. * 

E. ome * n contact with any metal or with 
cord of Generator when taking treatment. The 
body is then saturated with electricity and if in 
cfose proximity of any conductor—the current 
will jump from the body to the conductor and 
while no danger can come from this it is unpleas¬ 
ant. Remember that the cord of the Sterling 
Generator never leaks. If while using the Inten- 
®jj* r the metal Saturator, or the Violet or 
White Ray surface Applicators, you come in con- 
t«ct with the cord a spark with slight shock may 
be felt. It is because the body is so charged that 
the current is endeavoring to leak from body and 
escape, whereupon the current passes from body 
to cord but never from cord to body. 

TREATING INSTRUCTIONS 

AS A BEAUTIFIER 
FACE MASSAGE 

Use cither Applicator No. 00 or 0 from 5 to 8 
minutes, passing Applicator all over face and 
neck, rubbing from under chin upwards and to¬ 
wards back of head, and from under chin down¬ 
wards. always keeping Applicator firmly against 
the skin. Treat once daily or every other day. 

UNDERDEVELOPMENT 
Treat all over breast with Applicator No. 00. 
using a mild current, from 5 to 6 minutes to each 
breast once daily. 

While treating, press gently, always keeping 
good contact between the skin and Applicator, 
also pass Applicator in a circular motion and not 
up and down, or sidewise. 


FLABBY BREAST 

T . re f* , . h * brei V- particularly about the nipoU. 
with Applicator No. 00 from tO to 12 minute* each 
breaat using a fairly strong current and alwaya 
making good contact with Applicator 
Treat once daily. 

HAIR AND SCALP 

For disease* of the tcalp either the rake or 
straight Comb Applicators No. A or S are ex¬ 
tremely useful and if the Viotet Ray thru one of 
these Applicator* ia used at least once every other 
flay from S to 10 minutci, the uaer will perhaps 
never again complain of falling or brittle hair nor 
of Dandruff 

The benefit of massaging the scalp is very 
marked. It strengthen* the scalp tissues, thereby 
preventing falling of the Hair. A good way of 
strengthening the scalp and giving healthy hair 
rrowth ia by holding the Saturator Applicator 
No. 13. with one or both hand* and using mild 
current white a second person massages the scalp, 
vigorously rubbing the scalp with a semi-circular 
motion, using the tips of the finger*. It the per¬ 
son has never been treated this way or a long 
time has elapsed since the last treatment the scalp 
may pain somewhat or a form of headache may 
be felt for the first few treatments, but this will 
gradually disappear a* the scalp becomes accus¬ 
tomed to it, which is generally within eight or ten 
treatments. This little discomfort will be found 
well worth while as once the scalp become* 
strengthened one can easily stand a strong pull 
on the hair without the least pain. 

People with blonde and brunette hair require 
different treatment. Those who are blonde or 
light complexioncd require shorter applications to 
obtain equal results. 

DANDRUFF 

The High Frequency and Violet Ray will not 
take Dandruff away from the hair unless the hair 
is very short It simply removes the Dandruff 
from the skin or scalp, leaving it mingled loosely 
with the hair. 

Experience has taught us the following: 

Certain people, especially women, alter using 
the Violet Ray for a number of times have found 
that they had more Dandruff than when they be¬ 
gan the treatment Of course this was a mistake 
on their part and they were convinced after they 
had followed the suggestion here offered, which 
we hope will also convince the reader of this 
booklet, what the Violet Ray did was to tttnotc 
all Dandruff from the scalp and clean the skin 
from any foreign matter, leavine Dandruff loose 
on the head and free in the hair. ... 

The Dandruff should be removed from the hair 
with a fine comb or by brushing after each tieat- 

ment . ... , 

Use Comb Applicator No. 4 or 5 with a med- 
ium current strength from 6 to 8 minutes daily. 

FALLING HAIR 

For falling hair there are few things, if any, as 
beneficial as the High Frequency, either the 
White or Violet Ray. .... 

For some people the White Ray ts better than 
the Violet, for others the contrary is the case. 
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Hftqqenc* w .h 

ifS&£££*jE£iaA 

Treat with ******* «TCM° roP,Uh 

k "J>‘"i°A,,p[;ca”vM ,\- r -}*" 
--ri^o^r' u *v »«* is .o j * ron: 

--wS!:;"-.,.,, 

««m strong current. ead 4,M * “»ing . medi* 

r™ I'imples 

Ann?lf tUrr * n ‘ Alter .h.ri^'n:- u V n 5 • ,iU 'ly 

Appluaton i, | 0r hmsacV thi j2LSf ii he P««n««*l 

the tume strength of current ..w* No - 10 »uh 
«P*rk to tbc hUckhwU or n ”‘ L* ^ <CT *' «*«"* , 
pltcator from one-eichth £^. pU * ke *P*n« the Ap. 
«»*»y from the skin lettmx .k <|uaf ,’* r « »n inch 
The trearnim fo, i i he ■* MMk jump « C ro«* 
•houlil U*t from S to 10 Mcon”» P * ° r b ^ kh «d 

„ eruptions 

fomy of°c«« £*« ‘T™ 00 4nd *• ma 

gf«a»y anS'ISny' sk.n*w«^ > that 'the^Amul ,0 ' 
should in such «»« makegood contact «£&"££ 

inJ*rSnS c ? r *** U,e *WUealOr should he slowly 
and constantly moved across the skin. * 

WARTS AND MOLES 
I he proper treatment of warta is by ustne th# 
FuJgeratton Electrode No, ft hut they Ln Sfo b^ 
successfully treated with any of the pointed rliu 
Applicators by folio wing same instmct.ons as lot 
Wikhsrii jiiij pimples except that the treatment 
should be from JS to 45 seconds. 

After each treatment a slight soreness and 
warmth la felt and in some cases, especially where 
the individual has red or light liair, a local inita* 
tion may set in. This is nothing to be alarmed 
about but such persons should allow three or four 
days between treatments. 

A large wart usually requites from four to six 
treatments of 35 to 45 seconds each and will drjr 
up and drop off within ten to twelve days, the te- 
mainm^ mark gradually disappearing within the 
next thirty or forty days, leaving no scar as a 
memory at the end of that time. 

BOILS OR FURUNCLE 
Treat with Applicator No. 0 which gives White 
Rays, use a strong current, and while keeping Ap¬ 
plicator, not less than from the Boil or Fur- 


untie trust the entire affected ares from 7 to S 
minutes, iwks dally. letting the current spark 
Irom th« glass Applicator to the Boil Should the 
treatment be too severe for tertstn pistes ol toe 
hotly use less strength of current and cut down 
the time accordantly. 

WRINKLES—SKIN REJUVENATION 

Use the Violet Ray Applicator No. 00 over the 

* chin and cheeks, making a good contact with the 
( km hut not pressing and rubbing always upwards 
from the chin and from tht front of neck around 
to the hack and then down to the shoulder. 

tn mo 11 cases a layer of foreign matter will he 

• found adhering to the Applicator and it wU l stu- 
prlse the operator to know that the supposed.* 
clean skin really held all ol this dirt and grime. 

We knuw of nothing better to clean the pates 
of the skin, stimulate the surface capillaries and 
restore oorraat healthy circulation to dull, pallid, 
flabby skin than the High Frequency and Violet 
Kay either used thru the Applicator No. 00 or the 
Intenaiher No. i. Treatment from S to 7 minutes 
doily or every other day. 

AFTER SHAVtNG 

Practically all men sufler more or leas diatom 
fort after shaving, either ftom irritation of the 
skin or ftom small cut*, bruise*, abrasion or pun- 

1,1 Any man will be convinced after using the 
Violet Ray thru Applicator No. 00 three or lout 
times after shaving of the superiority of the 
Violet Ray over any cream or lotion. As a germ¬ 
icidal it has no equal, it seems sals to say. 

The bleeding of any small cut or bruise may be 
stopped in ten seconds by using the Violet Ray 
Applicator No. 00, scarcely touching the cut but 
by permitting a liberal spray of current to be cre¬ 
ated between the Applicator and the skin. In 
other words to properly treat and stop the cut 
from bleeding throw the current from the Appli¬ 
cator directly to the cut by keeping the Applica¬ 
tor within a sixteenth or one-eighth of an inch 
from the skin. The bleeding usually stops within 
five or ten seconds but should the cut be of such 
sire that the blood bursts forth agsin after the re¬ 
moval of the Applicator simply repeat the treat¬ 
ment for from 15 to 25 seconds, which, however, 
is seldom required. 

Cases of sore sktn caused by the rarer or close 
shaving will be found to disappear almost imme¬ 
diately after a shott treatment. The treatment 
should always be given after one has finished 
shaving and the skin is washed free of sosp and 
thoroughly dried. 

* CARE OF THE FEET 

In most cases callous growth* ran be banished 
by the steady use of the Applicator No. 00. 

For blistered feet use the White Kay Applicator 
No. 0 every morning and evening before retiring 

• To apply the White Ray to Us best advantage it 
should be used after soaking and washing the feet 
in hot salt water. After properly drying the feet 
treat while the pores of the skin are open and the 
skin soft. This treatment will be found most val¬ 
uable and pleasing and the little trouble will be 
amply repaid. 
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Cr -* [ - R D At - AFFLICTION* 

•p • . EAR AILMENTS 
, * aI with Applicator No n #. 

* m,,d lurr "‘- i; 

•i^pturrs i r t oV£r*• - 

mild current. 3 ° " niJirute* with 

deafness 

s^wr-r 

«re«t remove Applicator fcrVJ"? h *** *» «o° 

Tree, mormng.^ ,k *" 

EYE AILMENTS 

ftasMBS 1 SMSss 

alcoholism 

? b3 ^ £%&,£ ofrio’Vmlf 

u««. keeping i, eonauntl, moving 3 ,c 4 min ‘ 
inia condition is worthr of ... 

and the treatment (a much more t < ?iL-ien^ ,e w < ^ 0t, 
auto-con dentation U an auxiliary Thereforf^ 

asrs5sr" to * ~ “ w5 * 

ABSCESSES 

TThe name abaceaa is given to certain circum. 
acnbcd cavities containing pus. 

There are many parts in our body where an 
atncets may manifest itself and to be trank cer 

nin*;?. rnl 0^ TZ b^c . c ' u *• ou Bht to be treated by the 
DentiMt or Physicim as the csic tnsv be t nr 

example: An AlveoLar Abscess should be handled 
,he D '"^*t. while a Fecal or Lacunar Ab- 
scrt* should be treated by the physician. 

By using the Violet Ray, as soon as the ab- 
£f**J *t*rtg. ,u action may be stopped by apply. 
*?* » f?Jr y ,Uon . K eutcent through the Violet Ray 
Applicator, making good contact with the af. 
tec tec] area. 

Treatment:—-If the Abscess is just starting to 
grow or manifest itself in any way use surface 
Applicator No. 00 which produces the Violet Ray 
If the Abscess is already in existence it is bet¬ 
ter then to treat it with the White Ray surface 
glass Applicator 0. 

Apply the current in either case right to the 
part affected, making good contact. Use fairly, 
strong current—about half the Generator's output 
is proper—and apply from 4 to 10 minutes daily, 
stopping treatment for two or three days should 
the affected part become too irritated. 

COLD IN HEAD 

Apply Violet Ray thru nose with Applicator 
No. 10. from 4 to 5 minutes. Also apply current 
about face, forehead, tuck of head and neck from 
15 to 20 minutes morning and evening, using Ap- 
Pl*«‘°, r No. 00. The use of Oxone Inhaler de¬ 
scribed on page 25 is even more efficient 
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CARBUNCLES 

For the treatment of Carbuncles tbe Intensify¬ 
ing Applicator No. 2 is to be preferred, although 
the plain Surface Applicator No. 00 rosy be used 
to advantage. 

With either Applicator atrong current should 
he uar.1. When Carbuncles arc just starting, uae 
the Applicator giving Violet Ray. Where Car¬ 
buncle Is developed, the Applicator giving White 
Ray i» to be preferred. The treatment should 
last from 10 to 12 minutes daily. 

Tlie Applicator U to be passed over the enure 
atea affected by the Carbuncle but do not press 
the Applicator, merely pass over with the slight¬ 
est pressure. 

Never keep the Applicator motionless. move tt 
back and forth constantly during the entire 
treatment. ... , _ 

In practice it ia found that while High Fre¬ 
quency Violet Ray or High Frequency White 
Ray has proved effective in a surprisingly Urge 
number of cases, there are also some cases where 
the X-Ray used in conjunction with the Violet or 
White Ray—whichever the case may be—obtains 
better auccesa. 

While we also supply either X-Ray tubes ol 
low and high vacuum or X-Ray Applicators, we 
fed that these tubes or Applicators are beat han¬ 
dled only by an expert physician, ot Elcetrother- 
apeutiit, therefore we do not sell them to the 
general public. 

SUNSTROKE 

Use a very weak mild current applied thru Vio¬ 
let Ray Applicator No. 00 and apply to place 
affected. 

Treatment to lust from B to 10 minutes once a 
day. 

DRUG HABITS 

The treatment ol Drug Habits with the High 
Frequency and Violet Ray is much better han¬ 
dled by the expert physician or Electrotberapeu- 
tist 

When the patient is suffering (tom morphinism 
or the opium habit give the following treatment: 

Apply strong sparks with Intensifying Appli¬ 
cator No. 2 over liver and central part of the ab¬ 
domen from 2 to 3 minutes at a time. Also give 
general electrification with Saturator No. 13 for 15 
minutes. The tteatmeni for cocaine habit is quite 
different. Cocaine habit may be treated by most 
anyone who knows how to operate the Sterling 
Violet Ray High Frequency Generator. 

Treat with Applicator No. 00, using fairly 
atrong current and Violet Ray. Apply current to 
sole of feet and all over arras and legs until red¬ 
dening ol the skin starts to appear. Keep Appli¬ 
cator constantly moving. 

NOSE BLEED 

Reports on this condition indicate that treat¬ 
ment with the Violet Ray Surface Applicator No. 
00 on the back of the neck and shoulders is bene¬ 
ficial Treat from 6 to 8 minutes. 

HEADACHES 

No other form of ache is so common and uni¬ 
versal 
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12 minute* daily. P ln ol **Rfn«at foe 10 to 

RIOGS DISEASE OP THE GUMS 
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Pyorrhea ft a discharge of mi 

^5T!SA!*uSS^ 1 ."irg 

To protect your teeth against Pyorrhea vn „ 
thUm c f ** n # ,hein P f °P«>y with an antiseptic, Veen 

2 ?Mwir«£ ur ■" ,l “» 

Are yoor gums delicate, do they tend to Weed 
when yon u«e the tooth brush? U they do. do not 
watt until tomorrow—act at once 
Treatment:—Insert Applicator ' No. X) in the 
handle of the Sterling Violet Ray Generator, turn 
on the current at the lamp socket, adjust Gener¬ 
ator to a mild current, place the T* like end oJ 
the Applicator in good contact against your gum* 
and move sidewise all over the upper and lower 
gums. Duration of treatment should be between 
5 and 6 minutes. 

DISEASES OF THE SKIN 
GENERAL AFFLICTIONS OF THE SKIN 
Treat with White Ray Applicator No. 0 ©vet 
the entire area affected. Use a fairly strong cur¬ 
rent and but barely touch the skin with the Ap¬ 
plicator. 

Treatment: from 10 to 40 minutes according to 
space treated once daily or every other day 
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ERYSIPELAS 

Tr*»i part affected with a mild current thru 
White Kay AirpJU «tur No. 0 fxom 4 to 0 ittinmt* 

.1 .lima w«V other day. 

PELLAGRA 

Judging by the character ol this disuse tits 
White Ray ought to prove beneficial. 

ECZEMA 

Hold Violet Ray Surface Applicator No. 00 be¬ 
tween hand* and inhale the oeone generated for 
3 or 4 rmmut*. 

Then insert While Key Applicator No. 0 into 
■be handle and apply a mild current to parts af¬ 
fected. bately touching the body with the Appli¬ 
cator. Applicator efiootd be kopt moving and 
never fttill in out apot* 

Treat (fom 10 to IJ rnmutea once daily. 

POISONING 

In order to treat poisoning intelligently the 
character of the poisoning should be known. In 
some cases there t» nothing superior to the Violet 

In poisoning we advise the prompt conaulnog 
of a physician capable of ita dietriminuting use. 

INFECTIOUS DISEASES 
LAORIPPK AND INFLUENZA 

InJluenxa or I.aGrippe ia a contagious catarrhal 
fever, marked with extreme nervous exhaustion. 

Treat ihtu note with Applicator No. 10 at same 
lime brestlung in thru the note and out thru the 
mouth, keeping this up for 3 or 4 minutes as often 
a* required. Also apply a strong current over the 
entire chest, throat, shoulders, down the back and 
over ehoulder blades, using Applicator No. 2 or 
the White Ray Applicator No. 0. This treatment 
should last IS minutes once daily. 

The spine may also be treated, using Applicator 
No. &, which is specially made for thla purpose. 

TYPHOID FEVER 

If the Violet Ray fat used in this ailment it 
should be only In tnc bends of an Electrothers- 
peutist or Physician. 

MALARIA 

Malaria it an infectious disease ol the blood. 
Treat with Saturator No. 11 by holding same in 
both hand* alternately, that iv 3 or 4 minutes 
hold Applicator with right hand and 3 or 4 
minutes hold It with the lelc Thie treatment 
should last from IS to 20 minutes twice a day. 

Also apply a fairly strong current, using In¬ 
tensifying Applicator No. 2 or White Ray Appli¬ 
cator No. 0 over chest, throat, shoulders, back 
over shoulder blades and down to the thigh, turn 
patient over and continue treatment over ab¬ 
domen until the starting place or cheat is (cached. 
Treatment to be given thru a thin white cloth, 
keeping Applicator constantly moving. 

SMALL POX 

Just as this infectious disease starts to break 
out. or before if possible, treat the entire body 
with the Intensifying Applicator Na. 2, using a 
fairly strong current- Keep Applicator constantly 
moving ami barely touching the skin. 

This treatment should not last less than 35 min¬ 
utes and should be given once or twice doily. 
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ASTHMA 

Tht inhalation of Mona Hal proven bcnclU-taL 
Holil Intensifying Applicator No. -—u«ing a fair. 
Jy atrone rurrent—in the Palm of the hanil and 
inhale the oauna ao produced (tom 10 to 20 
minutra. Better still uae Orone Inhaler (see 
pace J3). 

Alto uae External Throat Applicator No. 3 
about throat from 5 to 7 minute*. 

When firat an attach of Aaiitmn appear* it ia 
well to use Applicator No. 0 about hip*. chest and 
undtr arms: alao apply about note. Uae a fairly 
strong current for 10 to 11 minute*. 

IIAY FEVER 

Follow name treatment a* for Aatbma. 
CATARRH (NASAL) 

Use Natal Applicator No. 10 within the note, 
using a very mild current. Treat both aide* from 
2 to 3 minute* each. 

Thrn treat outaide with Applicator No. 00 or 
No. 2 from 5 to 7 minute*, using a rather strung 
current and making good akin contact. 

Alto inhale the orone generated while bolding 
bulb of Applicator in closed band for 5 or 6 
minute*. (See page 21—Orone Inhaler.) 
BRONCHITIS 

Uae Intensifying Applicator No 2 sending thru 
it a fairly atroog current. Cover the cheat and 
back with three or four layers of white clean cloth 
and treat thru the cloth from 5 to 6 minutes, 
keeping Applicator constantly moving. Alter 
that hold Applicator between closed hand* and 
inhale the orone generated from 10 to 12 min- 
use*. Repeat this three tiraes daily while cheat 
applications once daily is sufficient. (See page 
75—Ozone Inhaler.) 

Pleurisy 

Treat same as Bronchitis. 

PNEUMONIA 
Treat same as Bronchitis. 

TONSILITIS 

High Frequency is not very dependable in Ton- 
sQttu but in some cases has been very beneficial 
especially when used in time. 

Treat with External Throat Applicator No. 3 
about throat from 7 to 10 minutes, using a fairly 
strong current. Also treat internally thru mouth 
with Insulated Throat Applicator No. 12 from 4 
to 6 minutes, using a fairly strong current. 
SORE THROAT 

Treat inside, thru mouth, with Applicator No. 
12 from 1 to 4 minutes according to affection. 
Also use External Throat Applicator No. 3 from 
8 to 12 minutes twice daily with a medium current. 
TUBERCULOSIS 

If used in time the High Frequency thru In- 
tensifier Applicator No. 2 is beneficial. Treat the 
entire body using a fairly strong current. 

Alio hold Applicator between dosed hands and 
inhale the orone generated. While treating body, 
pay most attention to the chest, back, throat and 
about nose. 

See that Applicator has at all times good con¬ 
tact with the skin and move it constantly. 

. Treatment should last from 20 to 30 minutes 
tally. (See page 25—Oxone Inhaler.) 
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Principal Abdominal Organa 

DISEASES OF THE STOMACH AND INTESTINES 
DYSPEPSIA 

Use Surface Applicator No, 00 over entire 
stomach and abdomen, from 10 to 12 minutes with 
strong current, also hold in hands neat nose and 
inhale the ozone produced by this same Appli¬ 
cator when grasping same with both hand*. 
Treatment from 3 to 4 times per week. 

GASTRIT1S 

Treat over stomach, abdomen and che« with 
Intensifying Applicator No. 2 from 12 to 15 min- 
* utes, making good contact and using a strong cur¬ 
rent If Applicator has a tendency to stick to 
the skin dust a little talcum powder on It which 
will prevent this. Treatment mornings or 
evenings. 

r CONSTIPATION 

Treat with Intensifying Applicator No. 2 over 
abdomen, using strong current—about three- 
fourths lull strength—from 10 to 12 minutes. Also 
treat thru rectum with Insulated Applicator No. 
23 first, then with one of the Dilatators Nos 37, 
38 or 39, according to required sise. 
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Treatment should Utt from 4 to a minutes or 
ital minutes with each Applicator. Treat daily 
at hr*!. afterward* 3 time* per week. 

If desirable the Applicator may be lubricated, 
mine « little glycerine on a tuft of cotum. 
OBESITY 

Obesity ar Fame** is a disease caused by a 
chance m tbe intimate condition of tbe cell* 
within tbe body. r 

Treat with metal Saturator No. 13 from JO to ' 
23 minutes daily, unn* a fairly strong current. 
PERITONITIS 

Treat first with White Roy Applicator No. 0 
from 7 to 9 minutes over the abdomen, using a ‘ 
medium strong current. 

Then apply with Intensifying Applicator No. 2 
from 0 to 9 minutes over abdomen and thighs, 
using s nuld current and moving Applicator con¬ 
stantly. Repeat both trratmeme once daily. 

DISEASES OF THE UVER AND CALI. BLADDER 
JAUNDICE 

Jaundice Is a yellow coloration ol the akin 
caused by some disarrangement of the liver. 

Treat over No. 5—see chan on pages 26 and 
27—with White Ray Applicator No. IL using a 
fairly auong current front 6 to 7 minute* and 
with Applicator No. 1 from 4 to 4 minutes doily. 
RILES OR HEMORRHOIDS 
Treat with Hemorrhoidal or Piles Applicator 
Nos. 24. 25 ar 26. from 5 to 6 minutes daily, tiring 
a medium strong current. 

DISEASES OF THE KIDNEYS 
DIABETES 

Treat with Intensifying Applicator No, 2 over 
the entire abdomen and back, using a fairly strong 
current and making but alight contact with the 
akin. Treatment to iaat from 10 to 12 minutes 
daily for two or three weeks, after that treat 
every other day. Also use Saturator No 1 J from 
5 to 6 minutes daily. 

BRIGHTS DISEASE 

Treat with Applicator No. 2 over abdomen and 
lower part of back, from 10 to 12 minutes daily, 
using a medium current strength. 

Alio use Saturator from 10 to 15 minutes daily 
In women's treatment*, Irora 4 to 6 minutes 
with Applicator No. IS, thru the vagina, is in 
some cates very helpfut 

UREMIA 

Uremia it indicated when the blood from an 
accumulation of urea becomes of a toxic or poi¬ 
sonous condition. 

Treat with metal Saturator No. 13 aa directed * 
ob page 5, from U to 15 minutes daily. 

Also apply a strong current over the tower part 
of the abdomen with White Ray Applicator No. . 
0 from 6 to 9 minute*. 

„ . . . . NEPHRITIS ( 

Ncpnniift i% an intlaznmation of the kidney*. 

_ Treat over No. 13—««e charts on pages 26 and 
Intensifying Applicator No. 2 from 10 
° J* keeping Applicator constantly 

mov'ng Also treat from 8 to 10 minute* daily 
with metal Saturator No. 13. 

IB 


HYPEREMIA 

Treat with Spinal Applicator No. 6 over tbe 
•pine from 5 to » minutes daily, using s medium 
current. 

Also apply Intensifying Applicator No 2 with 
a strung current over abdomen and thigh. Tbs 
•kin should be first powdered with talcum powdei | 
to prevent the Applicator from sticking. 

The emits tteatmest aught to last from 15 to 
19 minutes. 

DI5EASES OF THE BLADDER 

Cystitis and Anuria particularly are both amen¬ 
able to treatment with the Violet Ray but only 
when bandied by the quolihcd physician 
DISEASES OF THK CENITO-U1UNARY ORGANS 
GONORRHEA IN MALE 

Gonorrhoea in the male may be iteated with 
the White Ray Surface Applicator No. 0 from 10 
to U minutes daily. 

The Urethral Applicator No. 16 is to be used 
thru tbe canal but only In the hands of an Rtec- 
t rather aptutist or physician. The Utelhnl A;> 
piicator No, 16 ia sold only to practitioner*. 

ORCHITIS 

Treat with Surface Violet Ray Applicator No. 

00 aver testicle acd lower put of abdomen from 
5 to 7 minutes, scarcely touching the skin with 
the Applicator and using a fairly strong current, 
every other day stopping treatment for * few 
days should the pans become too Irritated. 

IMPOTENCY 

Use Prostatic Applicator No. 35 aad apply a 
strong current over tbe genital parts, over the 
ingurn or groin, over the bladder, and uaiag ipinal 
Applicator No. 6 over the lower pan of the spine. 
The ingutn is the depression between tbe thigh 
and body, also called groin. 

Treatment should last from 10 to 12 minutes, 
barely touching tbe skin with the Applicator, 
two or three time* per week. 

Also apply a moderately strong current thru I 
rectum with Applicator No. 25 from 3 to 5 min¬ 
utes. 

VARICOCELE 

Treat with Intensifying Applicator No. 2, using 
strong current and applying current to entire 
scrotal area or between urinary and rectal 
channels thru two to four thicknesses of white 
clean cloth. Treatment to last from 3 to 4 min 
utes once daily. 

PROSTATIS 

Treat with Prostatic Applicator No. 35 or with 
Surface Violet Ray Applicator No. 00 from 10 to 
12 mimites daily, using a mild current. 

NOTE:- We derm it iruulvituhlo tv give here some 
eMcnhofa of apevt/ir /ru/mrnfi for men bvl trill be 
ploatod to fvmith thorn eonfidintiaUy to deterring 
owners of tho Slotting I'ioUt fiay Coneratoi. 

DISEASES OF THE HEART 
ANGINA PECTORIS 

Treat with External Throat Applicator No. 3 
from 7 to 10 minutes at the throat and down over 
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_ld«r» Alto the Intensifying Applicatoi_No- 

j with * mild current Irora 4 to 0 minute*. Over 
■'No*. * end 1. tee charts on r*« r * 2J - 

'restment should be entrusted to the physician. 

ARTERIOSCLEROSIS 
Should be treated with metal Saturator No. 1J 
by holding it in the hand, uatng (aitly strong 
current. 

I Treat from It to IS minutes daily. 

DISEASES OF THE BLOOD 
CYANOSIS 

Treat with metal Saturator No. IJ from 10 to 
Jlj minutes daily. Also with Surface Violet Kjy 
I Applicator No. 00 over entire body, using a faitiy 
| strong current, and barely touching the «ktn with 
: .nr. 

ANEMIA 

I Treat with Surface Violet Ray Applicator No. 
W'OO over lip*, chin and nose, 
it Hold Applicator with nhale 

oaone generated for J minutes. (See page 25 
about Oaone Inhaler.) 

Also apply a medium strong current with spinal 
Applicator No. 6 over the whole spine, keeping 
Applicator moving slowly. 

MILK-LEG 

Apply strong current with Intensifying Appli- 
cator No, 2 to pjrt affected for 6 minutes daily. 

Also general electrification with metal Satura- 
tor IJ is recommended of from 10 to 1 2 minute* 
duration. 

DROPSY 

Before Dropsy can be intelligently treated the 
| exact nature of the case must be known. 

DISEASES OF THE MUSCLES AND JOINTS 
ARTICULAR RHEUMATISM 
I Treat with Intensifying Applicator No. 2 over 
the seat of pain, using a strong current- The pa- 
) tient ahouid ait. bend or aland ao aa to bring pain 
| while the treatment goea on. 

Make very slight contact with Applicator to 
I skin and keep Applicator constantly moving hut 
■alowly. 

I Treatment should last from 25 to 30 minutes 
daily. Should skin became sore postpone treat¬ 
ment two or three days. 

RHEUMATIC ARTHRITIS 
Same treatment aa for Articular Rheumatism. 

. GOUT 

On account of the peculiar nature of this ail¬ 
ment it is better left for the physician. 
LUMBAGO 

The patient should ait or bend the body or 
make whatever movement that brings pain. Use 
the Intensifying Applicator No. 2 over the part 
indicated by the pain as being most affected. Use 
* u,r, T strong current and just barely touch the 
skm with Applicator. Make the patient bend or 
,h f High Frequency thru Applies- 
“W * wh rising or bending. This is rather 
painfal but pain will disappear within 10 minutes 
In most cases. 

Repeat treatment once a day until pain ceases 
to return. 
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WRITERS' CRAMP 

Treat with latenaifier Applicator No. t, using a 
(airly strong current. Treat from finger tips, all 
over hand, wrist, forearm, arm and shoulder, mak¬ 
ing but slight contact with Applicator and skin. 

Also apply current over neck ami between the 
shoulder blades. 

Treatment ahouid last from IS to 20 minutea 
every other day, or daily if skin stands without 
irritating. 

Some persons can endure more cuttent than 
others without discomfort, but in any cate, il irri¬ 
tation seta in suspend treatment for a few days 
RHEUMATISM 

Apply current to seat ol pain with Applicator 
No. 2. using a iairly strong current and making 
but alight contact or barely touching the skin. 
Treat from 10 to 12 minutes at a time. 

MUSCULAR SORENESS 

Cause ought to be found first—then treat ac¬ 
cordingly. 

Treat from 15 to 20 minute* with Applicator 
No. IJ and from 5 to 8 minutes with Applicator 
No. 00, using a medium curtenL 
CRAMPS 

Apply a medium current to ares affected thru 
Applicator No. 2 from 8 to 10 minute*. 

CONTRACTION OF MUSCLES 

U*e metal Saturator from 25 to 30 minutes 

daily. 

HIP JOINT DISEASE 

For treatment see Articular Rheumatism. 

SYNOVITIS 

Tteat with Violet Ray Applicator No. 00 from 
10 to 12 minute*, using a medium strength cut- 
rent and barely touching the skin with the Ap¬ 
plicator that is, touch the skin hut without pres¬ 
sure. 

In chronic cases the White Ray Applicator No 
0 is better. Give a strong current from 10 to IS 
minutes thru 2 or 3 folds or layers of white clean 
cloth, olacing the cloth between Applicator and 
the skin. 

DISEASES OF THE BRAIN AND NERVES 
ST. VITUS DANCE 

Treat with metal Saturator No. 13 from 20 to 
25 minute* daily. Also treat the entire body with 
Intensifying Applicator No. 2. using a atrong 
current and moving Applicator alowly but with 
firm contact. Treat two times per week from 20 
to 25 minutes each treatment. 

GOITRE 

Treat over goitre and neck with Intensifying 
Applicator No. 2, using a very strong current, 
barely touching the skin with the Applicator. 
Treatment to last from 5 to 8 minutes every 
( other day. Should skin become sore after 4 or 
5 treatments discontinue for one week, after 
which treatment may be continued again. 
HYSTERIA 

Treat with Spinal Applicator No. 6 over the 
spine from 7 to 9 minutes, using a mild current 
and moving Applicator up and down the spine 
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alcwly. Also use metal Saturator No. II (tom 7 
to 8 minutes. Strong application over abdomen, 
uung Intensifying Applicator No. 2 and making 
but slight contact are recommended in some 
cates. This last treatment should last between 5 
and 7 minute*. 

NEURASTHENIA 

Hold Violet Ray Applicator No. DO between 
closed hands and inhale the orone so generated 
from 7 to 8 minutes daily. 

Treat back of head, neck and over abdomen 
from 8 to JO mmutes, using a medium strength 

‘ ‘iTn. 


contact with 


trom 8 to 10 minutes, using a 
current and making good skin 
tensifying Applicator No. 2. 

A general tonic treatment with the metal Sat¬ 
urator No. 13 is also beneficial. 

PALSY 

Por treatment see Paralysis. 


30 


SCIATICA 

Treat with the Inten«lym e Applicator No. 2. 
ueUic strong current—about two-third* the out- 
nut of the Sterling Generator—over the lower 
Mart o! the »pin*. over the whole thigh, leg ami 
loot, aleo over lower part of the abdomen. Treat, 
ment aSurald litat from 1J to 20 minute* The Ap¬ 
plicator ehould be In conetant movement all over 
the leneitivc pane or «*l of pain, Do not preae 
the Applicator agalnet ilie akin but just ibdt it 

^ll'^AppUcator stick* to akin, apply talcum pow¬ 
der over the pan to be treated. 

Treat dail* lor three or four days. Alter that 
once every other day wiU suffice. 

INSOMNIA 

Inhale orone generated by holding Intensify¬ 
ing Applicator No. 2 between closed hands. Also 
treat with White Ray Applicator No. 0 about 
l>na. note and throat from 10 to 12 minutes dolly. 
Better itill use Orone Inhaler let* page IS). 
LOCOMOTOR ATAXIA 
This ailment should not be treated by the lay- 
man or novice. Contult your physician. 

PARALYSIS 

Treat over paralysed mu teles using th e In - 
tensifying Applicator No. 2 with s heavy ittont 
current barely touching the skin with the Appli¬ 
cator. Keep Applicator constantly moving and 
treat from 8 to 12 minutes daily. 

NEURALGIA 

Treat over the seat o! pain with Intensifying 
Applicator No. 2 from J to 8 minutes using s 
strotsc current and barely touching the won with 
Applicator. Ttestment with Ssturatot No. 13 Is 
also recommended from 12 to 15 minutes daily. 

neuritis 

This is another ailment which should be ban 
died by the practitioner. 

EPILEPSY . 

This disease m»y be treated to advantage with 
the White Ray Applicator No. 0 but the proper 
treatment is the X-Ray tube or X-Ray Applicator 
No. 1. 

CATALEPSY 

Use Spinal Applicator No. 6 over the whole 
spine from 5 to 7 minutes, using a mild current. 

Treat with Intensifying Applicator No. 2 over 
abdomen, thighs snd back, using a fattly strong 
current and making perfect contact between Ap¬ 
plicator and skin. 

General electrification with metal Saturator No 
13 has also proved beneficial in many case*. 

DISEASES OF WOMEN 
NERVOUSNESS 

Treat with metal Saturator No. 13 by holding 
same with one or both hands, from 20 to 25 min¬ 
ute# daily, using a medium strength current. 
DISEASES OF THE WOMB 
Certain Womb Ailments may be helped if not 
altogether cured by the use of High Frequency 
and the Violet Ray. 

Treat thru vagina with Vaginal Applicator No 
18 from 5 to 7 minutes, using a mild current 
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AI»o appiy » »«ons current with Applicator 
No. 3 veer Noe. 7. *, II and chart* cm 

nucr* 2S end 77— from 7 to 10 minute* duration, 
krejtinic Applicator con«tantly moving but ilowty 

AMENORRHEA 

V«a*inut>cn In Young Girl* When Irregular. 
Scanty or Delayed 

A painful mrrnru ition i* needle**, do not watt 
until you par* the nineteenth or twentieth year ol 
your birih. the longer you watt the lutrder it ia to 
cure. Better etop taking whiakey. gin, coal tar 
product* and »ee your physician. If he i* an up. 
to-date one. be will tire the High Frequency Vio 
let Kay. It may b« that you do not like the idea 
of going to anyone and telling them your per- 
•anal troubles. II your rate i* not an old one 
you may treat it yourself right in your hnme with 
the Sterling Vioiet R*y Generator. 

Treatment:—Regulate the Generator to gitre a 
(airly strong current—about three-quarters the 
output—ait ut a wooden or springiest chair, or 
lay in a bed with a rather thick mattress. Then 
take hold of the Generator’s handle with your 
left hand and with your right hand take hold ol 
the metal Saturator No. 13 by the hollow, and 
larger part, insert the opposite or thinner end 
into the handle aa far aa it will go. Now the 
High Frequency current is all thru your body 
acting as a tonic and aa a blood purifier. 

Never lake your hands ctf the metal Saturator, 
or turn on or off the current while holding same. 

After the treatment is over or the current is to 
he turned off for some reason or other, remove 
the Applicator from the handle first, then set 
handle aside and turn off the current at the 
socket. 

This treatment should last between 15 and 20 
minutes. 

Directly following this, use the Violet Ray Ap¬ 
plicator No. 00 for 8 or 10 minutes over the area 
covered by No. 6—(see chart on page 26)—once 
daily or every other day. In certain cases where 
greater penetration and heat are desired use Ap¬ 
plicator No. 2 which gives a stronger and more 
penetrating current than Applicator No. OO. pro¬ 
ducing greater heat. Treatments of from 10 to 12 
minutes are usually sufficient 
Do not expose yourself to draughts or bad 
weather within an hour and better not at all 

AMENORRHEA IN WOMEN 
Irregulirity or Suppression of the Menstruation 
Use Insulated Applicator No. t8 thru the Vag. 
»na. treatment to tost from 5 to 6 minutes by the 
clock and not guessed at. Take treatment every 
other day. or a dally treatment of 3 to 4 minutes 
each. Then apply with Applicator No. 00 over 
the lower part of the spine, using a fairly strong 
spine and Applicator place 
from 2 to 3 folds of eome clean thin cloth. 
A^ l i!f t f nen * * h< ? uI ' 1 la, t * minutes, keeping the 
iu« ' on ««"»ly- The treatment 

living'J-* >s the task 

frart H * h current ir. to at- 

act certain amount of blood to the area treated. 
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rtic area treatej will t.ccotne ol * pigmented! 
color—pinkish or reddish color—and will !ecl| 
an hour of to afterwards. 

DYSMFIMORRilEA 

Same treatment a* Amenorrhea in Women. 
LEUCORRHEA 

U*c Insulated Glatt Applicator No. 18 and pro-1 
ceed as follow*: I 

The patient should lay on her back over a thick! 
mattrta* or wooden table and insert the Vaginal! 

Applicator a* directed for Menstruation—seel 

Amenorrhea in Women. I 

Then apply with the Spinal Applicator No. 6 a I 
strong current over the spinal region from tower! 
part of neck down to end of spine, keeping Ap-I 
pllcator moving constantly up and down the| 
•pine. 

Treatment to ln*t from 5 to IS m nutev daily | 
from S to 8 days afterwards every other day. 

MENAPAUSE—(CHANGE IN LIFE) 

Treat with White Ray Applicator No. 0 oret I 
spine, back ol head and neck. Also over abdomen.! 

Place three folds or layers of white clean cloth I 
between Applicator ami tkin. using a medium | 
strong current, applying current thru cloth. 

Treat from 20 to 25 minutes every other day. 

OVARITIS 

For treating certain ovary attritions, such as I 
neuralgic pain*, irritation, tenderness, and the I 
like, the Htgh Frequency and Violet Ray has been I 
very successful from the start and Is gaining I 
ground daily. Treatment causes no discomfort or j 
pain whatever and is not the least complex. 

The patient should lay on her back, with knees | 
bent, and body relaxed. 

Then apply a siren;; current over Non 8 and I 
17 —«ec chart on pages 26 and 27 — using Surface 
Applicator No. 00 and pressing firmly but not so 
hard as to break glass Applicator The Applica¬ 
tor should be moved slowly and treatment to | 
last 5 to 6 minutes each side, daily or every 
other day. 

GONORRHEA IN WOMEN 

Treat with plain Vaginal Applicator No. 17 
thru the Vagina from 5 to 7 minute* every mom- I 
ing and with Insulated Vaginal Applicator No. IS 
from 4 to 5 minutes by the dock every evening | 
before retiring. 

For chronic cases the White Ray Vaginal Ap¬ 
plicator No. 18-W is recommended. 

NOTE :— We Jrcm It ■ nadvi table lo pH Avr* new 
eatenrio/j of apeei/Ic treatment! fat u'r.mrn bat will 
bo pleated to furnith them confidentially to ifnrrv- 
ing owner* nf the Sterling Violet Ray Generator- 

DISEASES OF CHILDREN 
DIPHTHERIA 

Treat inalde of throat with Iruulated Applicator 
No. 12, using weak current from 2 to 3 minutes 
and outside of throat, using Applicator No. 3 lor 
about 6 minutes morning and evening. 

MEASLES 

This la a contagious disease ol children known 
to sdence as Rubeola. 

The best marked characteristics oi its effects 
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... .k. emotion of the cltlld • »ktn A physician 
.£,,., 1,1 be consulted at once, but to prevent the 
,t»u«e from gaining rapidly treat the child with 
a mild ruiirni, wain* White Kay Surface Appll. 
cator No. 0 all over the enure body. 

Treatment should laat from IS to ?0 minute*, 
never beeping Applicator matiouary but move 
id constantly. Repeat twice dally. 
GERMAN MEASLES 
Treat same aa Rubeola or Messlr*. 

M UMTS 

Apply White Kay with Applicator No. 0 to 
I swollen part anti unrounding*. Treat once daily 
from 10 tt> U mmutea Use a mild current anil 
make good contact between the part affected and 
Applicator. WHOOp , NC COUGH 

Known also as Pcrttttis and it la a contagious 
disrast. 

Treat patient with the Intensifying Applicator 
No. 2 over the shoulder*, across from shoulder to 
shoulder back and front, using a fairly strong cur¬ 
rent for about 10 minutes, then with External 
Throat Applicator No. i treat all around the 
[ throat from 5 to a minutes, using the same inten¬ 
sity of current as belore. About 30 or 35 minutes 
afterwards hold Applicator No. 00 in the palm of 
the hand with hand clasping Applicator and in¬ 
hale the oxone then generated for 20 minute*. The 
Oxone Inhaler is very valuable in this ailment. 

(See page 25.) _ 

CROUP 

Use Tongue Applicator No. 14 to give a mild 
dow. 

Place Applicator Hat on top oi longue and close 
the mouth. 

Treat from 5 to 6 minutes, taking deep breaths 
thru the mouth and exhaling by the nose. 

Also ttse Nasal Applicator No. 10 thru the nose 
and Surface Applicator No. 00 about (ace. nose 
and throat externally from 7 to 10 minutes. Im¬ 
mediate resort to the Oxone Inhaler described on 
page 25 will save much anxiety. 

INFANTILE PARALYSIS- 
POLIOMYELITIS 

In such a serious case as this the treatment 
should be administered by a physician or Elec- 
trotherapeutist and not attempted by the novice. 

Place five or six layers of thin clean white 
cloth between the parts to be treated and the 
Applicator. 

Apply strong sparks with Applicator No. 2 to 
the spine and parts paralysed for 2 minutes. 

As some persons are more sensitive than oth¬ 
ers, the physician or operator should judge how 
often the treatment should be given. An hour or 
so before the above treatment begins give, with 
the metal Saturator No. 13, a general body elec 
trificatton from 10 to 12 minutes. Oeneral elec- 
trucstion should be given twice daily. 

CHICKEN POX 

.. child's disease is also known as Varicella 
>t u infectious and eruptive. 

Tf ** 1 _ em ' te body with Applicator No. 0, rook- 
ftn.lf 0 , c 2 1 *? * n<1 b«cping Applicator moving 
constantly 20 minutes once doily. 

U 


OZONE INHALER 

Our new Oxone Inhaler will, wc believe, be tit* 
mi At matiafactory article of ita kind ever produced 
lor u»e with a email High Frequency Generator 

It ia made to readily attach to the Generator 
handle in the same way that any Applicator ia 
used. When Ote Generator is operating it give* 
a if a constant volume oi osone which ptmhe* the 
surrounding atmosphere and is available for the 
treatment ol Cough*. Colds, Catarrh, LaGtippe. 
lUonehltis, laryngitis. Pharyngitis. Asthma. Hay 
Fever, Croup. Anemia and other ailments of a 
like character. 

Essential oils may be vapoured in the process 
which also have a soothing effect upon the mu¬ 
cous membranes and affected parts 

Many serious ailment* often with the most 
fatal consequence* or termination came from a 
simple beginning. 

The protection afforded by this economical 
and efficient adjunct to the Sterling Violet Ray 
Generator is so great that no home should be 
without one 

With the Sterling Oxone Inhaler the roost po¬ 
tent, disease-destroying, health-giving, clement of 
nature may be applied locally and directly to the 
affected area with an assurance of prompt relic! 

Only lack of space prevents a further descrip¬ 
tion of this indispensable Applicator, but illus¬ 
trated literature will gladly be sent to all inter¬ 
ested upon request. 

STERILIZATION OF WATER AND MUX 
WITH HIGH FREQUENCY 

Advanced scientists have long realised the im¬ 
portance of pure water and milk as a safeguard 
to health. The value of the Violet Ray for such 
a purpose has also long been held as incompar 
able. It quickly crestes a steady volume of oxone 
directly in the water or milk to be purified. 

It is nature's method Intensified and concen¬ 
trated. The action Is similar to that of Sunlight, 
in which Bacteria cannot live—complete and per¬ 
fect. 

Until recently no simple, certain, natural and 
economical means for High Frequency sterilisa¬ 
tion on a small scale for the home has been 
available. 

With the advent of the Sterling Violet Ray 
Generator milk and water may be purified and 
made perfectly safe, die Bacteria being destroyed. 
This can be done quickly in your own home, and 
just previous to use. The cost is insignificant. 

This system should save many from Typhoid 
Fever. Dysentery, Tuberculosis and other danger¬ 
ous diseases due to impure water and milk. It 
is one of the greatest benefits ever conferred 
upon babies. 

A special Applicator is now being designed by 
us for this purpose and will shortly be placed 
upon the market 

Every home should own and use this valuable 
Attachment constantly and so be iree from the 
fear of contaminated water or milk as well as 
the expense of the special water and milk this 
fear often urges you to purchase- 
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APPLICATORS AND THEIR USE 

•VO TSr In math fa mm fatlau' thm dirmtlian. f 
*'•*" a mJmr thm «mMc admmnt and ' /** ,or “»• 
,datm at mad at book. *°* A *'* J»« 

No, 00 SURFACE AFPLICATOR 

VIOLET RAY Uuaed for L° R 
central surface afflictions* mott 
No 0 SURFACE APPLICATOR pn» 75 
HI.UK WHITE RAY U ul Jd in 

chronic and .Idn 

No I SURFACE APPLICATOR WITH ? 
X . -RA y LIGHT [a aold only t D 
phycicbna (or special purposed i aa 
No. 3 INTENSIFYING APPLICATOR,. 

for deep seated ailments and when 
ever quantities of o/one and h«i 
are required . 

No - 3 ^ CArn» AL , THROAT APPul 00 

CATOR ii for ailments of th e 
throat, arms and legs and U de. 
«8ncd to fit such parti of the body l oo 

No. 4 STRAICHT COMB APPLICATOR 

fa adapted for the treatment o! the 

hair and scalp . 2 00 

No 5 RAKE COMB APPLICATOR i* 
preferred by tome but the action 

of each ia alike. .. jqq 

No. 6 SPINAL APPLICATOR is mostly 
applied to disease* of the blood 
and arteries .. . 

No. 7 EYE APPLICATOR is intended for 
eye ailments and some other spe¬ 
cial purposes ...... . 75 

No. 8 EYE APPLICATOR—DOUBLE ia 
also for eye ailments with the pur¬ 
pose of treating both cyea at the 

same time . 1.00 

No. 9 KULGERATION ELECTRODE is 
intended for physicians and derma¬ 
tologists in the removal of certain 

skin blemishes .... 1.50 

No 10 NASAL APPLICATOR—Insulated, 
is for affections of the nose and 
throat, also catarrhal afflictions. . 1.7S 

No. 11 EAR APPLICATOR—Insulated, is 
designed for the treatment of ear 

troubles . I.7S 

No. 12 INTERNAL THROAT APPLICA¬ 
TOR—Insulated, is for all internal 
throat afflictions. 1.75 

No. 13 SATURATOR is valuable wherever 
a restorative or tonic effect is indi¬ 
cated and is used in combination 
with another person for massag¬ 
ing. It ia a builder. It yields a dif¬ 
ferent current than the glass Ap¬ 
plicators which comes straight 
from the transformer in the handle 
without the alterative effect of the 
vacuum Applicator. It gives a gen¬ 
eral saturation and electrification 
of the entire body immediately I M 

28 


No. te> 


L7J 


.75 


1.75 


1.00 


No. 19 


No 23 


I-ONGUK APPLICATOR—tn»»Ul 
ed. ia used in (cvet esses 
PLAIN URETHRAL APPLICA¬ 
TOR U for diseases ol the urinary 
channel and Madder and is only 
aold to physiciani 

URETHRAL APPLICATOR —ln- 
aulsied. »» lor local diseases of Jh« 
bladder and urinnty channel and t» 
also aold to physician* only 
PLAIN VAGINAL APPLICATOR 
is adapted lot apednl diseases of 

women _ 

VAGINAL APPLICATOR - In.u 
lated. la also lor special dtaeasc* ol 
women . • — 

W PLAIN VAGINAL APPLICA¬ 
TOR giving White Ray i. tee- 
ommended lor Chronic Gonorrheal 

cases in women . 

PERFORATED VAGINAL AP¬ 
PLICATOR it lor use by phy»- 
cans only .. 2 ~ u 

PLAIN RECTAL APPLICATOR- 
diameter .. 

PI.AIN RECTAL APPLICATOR- 

T.4* diameter - 

PLAIN RECTAL APPL1CATOR- 
1J4* diameter 

These three Applicators sre adapted 
foT afflictions ol the intestines and 
rectum. Per set 

RECTAL APPLICATOR—Insulat¬ 
ed—diameter, Is especially 
adapted for local afflictions of the 
rectum 


.75 

55 


1.00 


2.50 


1.75 


APPLICA- 


APPLICA- 

APPLICA- 


55 

LOO 


No. 35 



No 39 
No. 40 
No. 41 


HEMORRHOIDAL 
TOR—H' diameter 
HEMORRHOIDAL 
TOR—la* diametei 
HEMORRHOIDAL 
TOR—T»* diameter 
These three Applicators, as the name 
indicates, are for the treatment ol 
Hemorrhoids and Piles. Per set 
PROSTATIC APPLICATOR de 
signed to facilitate the treatment 
of Presume ailments 
PLAIN RECTAL DILATOR H* 

diameter .. 

PLAIN RECTAL DILATOR >/ 

diameter . 

PLAIN RECTAL DILATOR 1" 

diameter . ..- 

These three Applicators have a par- 
ticular value in the treatment of 
Constipation. Per set 
RECTAL DILATOR —Insulated. 

44 ' diameter 

RECTAL DILATOR —Insulated. 

I*" diameter . 

RECTAL DILATOR — Insulated, 

1 “ diameter . - 

Under certain circumstances the In 
aula ted type is preferable. Per set 4.00 
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Dentists' Accessories 

No 2,*—CATAPHORETIC APPLICATOR 
—Insulated—Type "A" for front 
teeth is purposely designed to fa¬ 
cilitate the application of chemical 
solutions used in the Dental pro¬ 
fession into the tissue. . 2.00 

No. 28—CATAPHORETIC APPLICATOR 
—Insulated—Type "B" for hack 
teeth—is for a tike purpose applic¬ 
able to the back teeth. This Ap 
nlicator may alao be used on the 

front teeth .. • • • 2-00 

No 24 DENTALOCAL APPLICATOR— 
Insnlated, is particularly adapted 
to treat any local swelling or 

lesion of the gums .. .. 2.IXI 

No JO GUM MASSAGING APPLICA¬ 
TOR—Insulated, in addition to 
being valuable to the Dentist this 
Applicator is well adapted for 
home use. It strengthens, hardens 
and invigorates soft and bleeding 
gums besides being highly germi¬ 
cidal and antiseptic. 2.00 

No.Jl PYORRHEA APPLICATOR — In¬ 
sulated. tite name of (his Appli¬ 
cator indicates its use .... .. 2,0(1 

No. 32 DENTISTS' CAVITY APPLICA¬ 
TOR—Insulated, is properly de¬ 
signed for treating cavities and 
near fillings as this Applicator ia 
entirely insulated except at the 
extreme point which preventa the 
current jumping from the stem to 
any metallic filling. Thii Applica¬ 
tor ia also nicely adapted to treat 
small areas and cavities . 2.00 

NOTE: Betidet the aiwv uv make many Appli- 
catori of Special deiign and are prepared to fiirniiA 
them for anyone on thart notice. 

Prices of Parts 

Violet Ray Instruction Book.. $ .50 

Extension Cord, sections 6 feet long, 
equipped with plug and socket for attach¬ 
ing to lamp socket ... . . j.oo 

Our own special coil Handle Cord. 6 feet 
long, complete with metallic connectors 1.00 

Extra lengths of cord, 5c for each additional 
foot. 

Regular Equipment Case with provisions 
and damps for the Generator and six 

Applicators . 3.00 

Professional Equipment Case with provi - 
•ions and clamps for the Generator and 
twelve Applicators . 4 00 


INDEX 


Battery case containing 30 dry cell batteries 10.00 

^Always buy from our nearest representative 
where possible If you can't locate, write us and 


Always buy 

e DC “ J... 

,ee You are promptly and satis¬ 
factorily served. 
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frJecfro.il v ** ,n ^»nhr-^ 

• M , • Mr) .. *'* t, r , 

ZZT! r wuh •" &£ **, .r^’‘:.^, , .£ 

• n Wood nd ,ur *ac*i. •***•, ZJT u 

P'odiifin n f . *•» ‘ncrr^t- 
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Generally dur 

f >w„d by drb.|„. ltlU n “7';L hnr “ of 'h, bo*.. 

controlling ,h„ r , cllon "'rvn or m £ 

*^ixt" 5 sAft 5 

,D aruici ^irhotir recoup 

Ovafncas 


p, M . , ^viincN 

««isod t r JSSKlt**-* *** 

■ n the Euwachinn tube ™ uc “ u * membranri 
.ho, result. ln . M '« 

trodr No I e,„ rn X Th ' «" °t Elec 

R J n " al "V'-lfang rIfrct, whiiT^^ * 
°* Electrode No. II or ll.A.L ,n *' r,,on 
lh» inflammation. brlp, brook" ju! ,J,r rfdu «« 

getTion, rr.rorrt d0>,n ,h ' 

health oencatc o, organ, to 

i | . Ov»p*p.i» 

to nrifd ' ' 11 fai ! U " of l ^ r digrmve organ. 

nronrrh UC W '"° U *t 7 ' h * 

nropfr'i d. R «, ,b r foo<J , conlumrd v , 0 ,„ 

In K 7 h r ^ ,h fl P r °P« d‘«. afford prr- 

" r r ,, t f Elrc ' rodc No I applied to ar«, 

»md A-13 stimulate fhc digestive organ* 
»'n i.iute them to return*? their normal fun*- 
Atoning. 
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Hay Fever ^ ^ 

helnw*'nar th. fine blood vroct. •" 'he mucou. 
membrane" diUred. and irritation occur, from 
lomr .lib.lance like the pollen of plants Violet 
Rav* can cnrtect the first two conditions tw ore 
Hay Fever tune by toning up the 
ivtiptn and Mten^thening an«J touc 

d l 'x'hrn , ’.uffenn R wilh Hav Fever, our Electrode 
No I and the Orotic Generator a. v»« woulo 
ulth a cold. The former tone, up the affreted 
ti.niei; the latter *>oth*. them and allay, the 
irritation Headaches 

A headache i. the eympton of mnie comtt- 
tuttonal diwrder. it i. not a dminct 
Thr diagram below .how. how you can tell the 
came of any headache It will be tuclul in 

•ugge.iing ,hr probable Ime of treaimenl 
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1. Base of Brain. 

2. Center of Neck. 

3. Middle of Shoulder. 

4. Middle of Back. 

5. Hips. 


6 . Eul of Spine. 

7. &ck and Throat. 

8. lanes. 

9. Heart. 

10. Stomach. 


11. Liver. 

12. Kidneys 

13. Bowels. 

14. Spleen. 

15. Loins. 
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Headache* 


at® c»n|eMiv« 


| jutd may b* rrlipvrd hv [MMing El« c 


ittHi* N 

pain At A 
refraction. • 


| bock and forth over ihi 


rhrv may coma from rrron 
frontal sinus di»f«ir op ruu«J 


NMI Stomach diseases also frri|upmly 
p,..n «' A Conatipadoit. A-B. Decay of f rom 
>rcth A-B Anemia. rndotnufiil*, bladder dit* 
eaie. C Middle ear diieaie. throat diieate, eye 
ditrue, decayed teeth, D-E. Womb diieaie, 
.nmal i mutton, neivotnnc'*, E. Ovarian refle. 
n,..n» uMinllv «» C and E. Neurauhenic head¬ 
ache! involve the bach of the neck 


Insomnia 

Adequate and refreehing deep i> memory 
to good health. Inability to deep it a very 
troublesome symptom and one which no one 
should neglect There is no substitute for sleep 
and the act of medicine cannot supply its lack. 
Dependency on drugs is dangerous, depresring, 
and hat often been fatal. 

Using Electrode No. I ar areas A-7 and B-7. 
tranquthxe rhr crnrr.il nervous system, equal¬ 
ise the circulation, restore the capacity to rest. 

Influenza 

An infectious disense, similar to a cold, 
attacking the respiratory organs, and debilitat¬ 
ing the entire system.—Inhalations from the 
Ozone Generator at the very beginning often 
"kills** the disease before it gets a foothold. 
Their use shortens the sickness in all events 
by killing thr germs This treatment combined 
with the use of Electrode No. 1 over the spine 
eyes and sides of the nose, also allays the 
irritation of thr mucuoui membranes, builds up 
the sick cells, soothes the nerves, increases the 
general body vitality. 
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Neuralgia 

- «( thr nerves 

Caused by m%u,fi ^f nt J' Utr | ,l0 V»ol« , t Rays will 
-Aided by . * itarved. tortured nerves 

unfailingly r** c 1 • blood circulating. * OT £ e 

«<op the P-"- X r «u t b 0 10 a «,v„y and feed the 
thr dormant body ecus ^ on | y g»ve re- 

nerve. The fir.t ^J n , may return, 

lief for n short time r Relief from the 

bur with loaning *\* n ' d vo on until 
•rcond treatment la«. l° n * 

,he relief i. permanent 

Neuritis 

_ %% best treated hy 

Inflammation of a nerv m , 

applying Electrode No 1 W £ uw of 

«"**» *J* t No h *6 l «S the indirect treatment t» 
pierfe The ^-1 ^eflcht. effect. are 
the same as in neuralgia 

Paralysis 

of «*«» “r”VS, 

o( the m “*f U ( tw treatment. w,th Bee¬ 
be KCUted by a very mo re ob'tin.te 

trade No 1 along f “'l^^oTet Rayv reach 
ca«. .ttmulate the «IU »t*tt 

£ Uc Prt«« functioning -n the deadened 
tlMUC., awaken the -Irep.ng nerve center. 
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0*u*rd by eh# rnl«r#rtn*m of th* | , n J 
mjtu men over ■It' Our in«i«l BIktoJ, 
designed (’V * physician of large kii„„| f . l | 1| 
and expcrirnce te twin* used muvt »f tl || v JV 
nunv It tends to reduce the tire n( i(,« 
to normal 

Rheiiniiatniii (I.unibai;o1 
Violft Kays can cun* rbrumnium nnd nmiU r 
.ulinrni* quicker than any other known CUMtiv 
me third No other agrni is so safe and sure 
pam rchevrr Often thr stiffness and prt m f ro 
4 nr» lumKigo is banirhed in five or ten min¬ 
ute* There** nothin* to eounl Vmli>r I 

rhrum.imm • 

Rheum.-irism is 
the result or im* 
proper elimination 
of the uric acid 
crystals and the 
consequent dcbili* 
mnon of the tor¬ 
tured cells. Before 
4 01 re C4n he m.iar 
this witrte, whose 
clogging causes the 
inH.immation. must 
be eliminated »-.«id 
the sick cells re 
viulirrd Thr use of Electrode No. I ovrr the 
affected pom starrs this elimination The ex¬ 
periment! of Professors Apoitoli and D’Arson- 
val proved that Violet Ray* increase the dim:- 
nation of una. carbonic acid and water 40'r 
to JO'., rrdueng correspondingly the uric acid 
m thr system With Violet Ray,, rheumatism 
in any form w.ll gradually disappear and rhe 
improved nutrition will finally correct the 
trtulr at rhe fountain head 



sore I hroat. Hoarseness. Tomilitis 

All thete ailments are the result of inflam- 
"Mtory conditions of the throat, vocal cords, 
or tonsils, Electrode No ^ at A-7 act. upon 
the muscle fibers and blood vestels, rapidly 
a ates congestion and inflammation, induces a 

new blood supply, lon „ up , h[ . „ crvou , 

mechannm and produces benefit with remark¬ 
able certainty and rapidity. 







Violet Ray Electrodes 


iithc 


from ui 
import 


I.THOUGH thr Violet Ray outfit you 
quipp'd with a election 
Iwnodr* or applicators, 
you may m.ilr it »c*tl more complete ami great 
|y i nc -r*aa* the unifartian ami comfort of in 
u»e by getting additional electrodes, which, at 
»«mj will wr from the illustrations and desert p. 
nan*, are specially made for the treatment of 
« long (lit of ailments The tips are uniform 
•o chat ail electrodes will fit thr standard gen* 
erjior handle you now have 

Write your nearest store for prices on on* 
of the electrodes in which you are interested 
No 1 General Electrode—Ured for facial 
.trsd body treatments^ and for any surface appli, 
cation Tins electrode is constructed in such a 
manner as to prevent the current from heating, 
which is likely lo cause n to brrak For this 
reason it will outlast other makes. 

No. 2 Condenser Electrode —-As the name im¬ 
plies. it condenses thr current, and produces 
a strong even flow; also generating electrical 
heat which is very desirable in deep seated 
cases Used for Rheumnrtsm, lumbago. Neu¬ 
ritis, Neurasthenia, Skin Disease, etc This 
Electrode can he used in place of the No I 
or No. 6. where stronger spark is desired. 

No. ? Comb-Rale Electrode —Used for all 
scalp treatments; Falling Hair, Dandruff, Gray 
Hair and for stimulating the hair roots and 
cells. 

No. A Spinal Electrode.—For all Spinal treat¬ 
ments. Arranged so that it fits over both sides 
of the vertebrae For Reflex Spinal action, use 
thr Metal Spinal Electrode No. 30. 

No 5 Throat Electrode.—Designed so as to 
fit over the neck. Very excellent results have 
been accomplished with this electrode in Goiter. 
Tonsihns, Double Chin and Bronchial Troubles 
Any excessive formation ii eliminated. 

No 6 Metal Electrode.—This delivers a 
wrong current and is excellent for genrral tonic 
and where constitutional effects are desired 
When held by the patient there is no mus¬ 
cular contraction, merely a sense of warmth 
and glowing permeating the entire body. The 
current can also be drawn to any part of the 
body by using the No. 1 electrode or the 
fingers of the operator 
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. DC .*"' 11 ,0 

Ulrrtr""' d In m» 

,hr (or v.B' 


that 


rtde — 

No. >0 Z 

ton«tU* rt - hvi-rtrophy 

_..U etC- 


ihr ionr‘1*' 


_ VB 

So. 1' Nniat »ntl f- ir * 
rhiruti*. n»»al Mtarrh, etc 

tw u«d lor utermr work- 


No 11 A Special Ear Blectrode-For deaf- 

‘ nJ .arochr lnaolatrd to the lip h ” 
nru ana 

in ear passage 
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No I! Urrlfirul Electrode —U«ed r. 
lit. unctn rri. etc 


Plain nirrirodri 


No 17 Urethral Electrode 


E, r rod '- For ■*»- 

Alio uwd f""i E >' 'rouble*, 




arr very 


i ff -A*"* 
^ TonK**' ihe t lC *" 

v sp» ,u *5,; t *•* '"Vuf** o> uic 

■ of ,h * m 0 I *• 1 
, «h»" ‘ 


t L„ k** « P U, ‘ 

KUettod* - Th p‘ rrtnov.n* 

io I® the L^re- it «»"• 

m •^Lo.rth. of •*» £ n rcr»*rV «“ 

“• m ‘ ,lr ‘n^ Very „ ot t often 

be ****?“!, „o treatment*. ^ uvr g)*»» 

« m0 " ’^“,11 that r «"J of 

-lniiion •* * . j down o' 

.hould be P°’ h,d 


No .0 5^*1 M‘“' ma.cW fl c* 

Action—In in contact and then 

nerve. place th.. , v J, n « the 'P*r k 

,„rn on 'be current, thu (Q tripond 

The organ* or mullet c. f or menu- 

a. to direct treatment U«d m 

Uting nerve center* at the . P 

The following aceeMorie. are alw » v “* * 
Write for price*. 

Lubricant—6 ounce bottle. 

Inhalant—I ounce bottle 
Inhalant —6 ounce bottle 
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W HENEV ER an electric .park passe, thru 
the air. Ozone i. liberated Ozone i. known 
under the chemical symbol O., and is a con- 
centratcd form of Oxygen. 

Orone increases the oxygenation of the bloo/ 
and tissues and also increa.es the number of 
red blood corpuscles. Germ, and toxins can- 
not exist in the presence- of Ozone and are 
completely destroyed. Ozone is the most a 
oxydizing agent known. 

Inhalations of Ozone are beneficial 
diseases in the same manner as pure a 
desirable, but it is particularly beneficial in a. 
diseases of the Respiratory Organs, including 
Tuberculosis, Infectious Diseases, and all con¬ 
ditions where there is imperfect oxidation and 
" here tissue resistance is below par. An Ozone 
»prny has been demonstrated to be healing in 
ulcers. 
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ntui i, inhalnl in the f»rm «• “ ' lt P or - 

n.r„ II..UC the Osntie Ckmcrator. support ,hc 

taclunr nil a table «■ that it will not roll anil 
tli- i i/nne Generator the same a* any otner 
Tlir li.mil must lie in contact with the glass 
lir Ozone Generator. Fill receptacle with just 
ihahint to cover small hole which appears on 
e of the glass tuhe. Agitate rubber bulb very 
Tbr rulilier Imtli shoulil he in a vertical posi- 
ji| l«- careful that the fingers do not cover the 
... hnle a* the md of the hulk 

The Ozone permeates every cell in the lungs, des- 
trojing any germ life and soothing the inflamed tis- 
sue, Foe Anemia, Hay Fever. Couchs, Catarrh. 
Asthma. Bronchitis. Insomnia. Nervous Debility and 
Tuberculosis of the Lungs, there is no better treatment. 

Jvrsr s? srjs&sm-u. 
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For prices of Electrodes 
shotvn in this Catalogue 
•write your nearest Store— 







Health Vigor 
and Strength 



How the 

Star-Hite V iolet i ta\ 

increases I Utility mu/ 

(h ires a way Disease 

*■ 

FrrixiKii.iLU M:kj. < . Tniuuvr/rov < onn*. I . S. \ 
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THE VGEOF MIRACLES 

X I • I-. \i ..I,, Te4i who fir«t put h lnin*f'jrm> 
injf “ntnnnzer" cm 11n* unknaxy heavy are eur- 
rent, .mil iiiUili/ed tip- lliiek llim of the |i*n 
vulture iijirriit intiMiu i liHirirnl mid — travel¬ 
ing with iruTKlilJ*' velocity. 

It tv iih tlli* duCOVrry lliul Ufielird the done tn uirrt* -- 

idepraiihy *ud w uvU |p|cp||unv, 

[L v,u* ill** diffusion of line liltfc particle* of mutter 
<i'miirkinjf the electric Mreum lli.it l.o>u|riit x n»-u era «rf 
eLel rinil t leuitm-ni Into ii»f< uTiritl, ami made |pi-*iIiIi 
the wander* nF inudem Tnedvtil rlretnrrty. 

l*\«r this dilfudniv split.- up the particle* if dectririly 
that till y nrv HU ■ uin till' Aiiu|le»t him I 

«i.T]m-«i lri in our l-nly — intinihfy -nuiller IIm.ii Mie lined 
|>««* 5 < in Lite *kin. 

Willi the prevail*,* ..f the mi*ly. v*[*iiy eiinvut. nt.i**l 
from ii|ijjriiXtliAilel'i lilt volt* to li Iliilnili of thiiUAjtnd* 
• if volt*. the etn tnc dbrhnrp run l*e p*>svil thriHigh the 
body without meet in** *uy Apjimiuhlr ivdrtaiev. Fi< 
tbi* high hQ4MD^ 1 iiTWlt — U> it Ii rilh il dne* net 
*hvp anywhere in the Unly lone rmiugh U» dbmilnlr 
mill lie rirasntion, or t<« eau-* any •ILv.>>iufi.<r1ioc inu-h 
fibre mwrtmi th mu 

Yet Ih - |v winiVm^, Tnjinry loch frvM|«ient'> rurn nl 
trill Mturi^i even cell in th*’ body from head to F»-*t 
filling it with new lift ami renewed resistance to f.ititruc-. 
tn iiiM*OM’t uiiil In every f->rm • 4 uhinu nml (tinrbiMiinj. 

TIh' hid 1 fn i|in rv.v, or “hi(th Wtenlial^ current. Ittttfll 
oul be cunfiBrd willi Hie uhl ‘interrupted current' of 
the (tlllvillllc or the fiitlldle a|>pfirUtUs. Then’ lllireuU .ill 
reliitively leu m vihiuii 1 , VtifagR and m live iiiimtar *4 
"1m Jik*" or *'o-’ Ululiua*' r nn-oud. Any utteuijil In 
u»e thi* form of current nrrvMarily iuvhIckva w-vcrc *ud 
[uiinfill dineks 1 -i.eii with tin .. •. !• uiKumt • f 
tne*| lti|i> I that e:i|| lwemployed- 

Hut with the high frmpienry current tin- ullenmtiom 
ri*<- to ItMHMi of mi ire jp-e ^ts.tauL, the uuiririMC— wlneh 
is Cfihily I»--jh n«ili|e for the shoek f dr ef I- ri-|m>i| 
M-rv h it: tl>«* voltage to hut*l" d* of IhnimuLcU »tt - vrn 
miliiunji jwr wocnul. 

T11K \ IULKT It At 

While there are u nmnher of in which the hu.ii 

£nitUL‘iK-\' eumail can he a«hiuna»ti iiiL n I < - tbf mont 

universally tiseil utnl lo'iarmlly jM-ri’pi«lih' i« hy nienn* of 


TrmillM. ||.\, I I.IWB'TII IT 
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Till. «t M -lii i L VKJU2T KAT 


tfn ‘Viol* * l»V->" which lnrlli -1 I. . proSrn tin•«! •.!*- 

ic-ilui. The* r», - nr pm-T* 4 snJ in sm-ui||u tuiir-i uf 
vurMHbi sluq»e»—I.- fadMftltf thi :«rii Oi >4 thr <-nr- 
r»-nl •« • vori hi* purt-i of the body 

Win u llu- >trrmii i 4 Hn> 
1rii-»l fi'n.** in <liir«*tni into 
tin’ vanillin tube cicrtmile, 
tin’ pifi>■* nml llit: vacuum :u t 
am ii ~tv»i*taur«-. 1 l*hi% ' n- 
*iic 4 atlt.v.“ HimtIimI ol the ervl 

• ■f ii mrftol ftsului'lotv nrU 
Upon Uh- rllrTt-iit JiLmllt it* 

• Ii** Mimll iKJZxlt' nt Mu' lip *if 
im atntnuKr would art on an 
i*l spiny. It arliuhect it. 

It IXOlurfonu* Dir tlriw 
IViw of electricity nit" u <uv 
BriMHc-like ■sfiray. that nets 
l*oM-rfully upon lit- nrrvou- 
system. «i|>t m t|ii< <t!|- uiul 
tissues. an<l UT>nn 11 liillion* 
1/ n*-rve mill li-wiw evil. llml uutki- up 11 * l only. 

H< lit liplil. i‘]«v |rif*l energy, 1111J |uin- lift-p.snip iaei 4 ie 
urr #rtu*rutcil llu-. ingh the phi-.* vncUiim electrode* of the 
violet ray. 

WHAT 1 \< Kf:\*Kh OMIUI l<>\ Ml \\* 

The mlrnducti-m «if 070111’ ini" Ih- sy-iioin* Hie ii 
mmi** fi-i iii tin* application tif the pLi'^ vacuum tube uf 
Ilv- violet niv appnr ilux, hu* 11 profound Hint upon tin* 
entire litniy. 

Ii tnul* tn liuni up "r offidue Utipur |x>iuw, WliMi 
IlllVr *<vun minted in tlir- fcV*trtll. till- "am pr*-flit t»" I'f 

irttlt v.l nieLflbolc.ru, which may ImiI have iir* ri mluird 
lecaiwe ci laris of crxypm ami ncone in 1 ■ n • n*I 

1*4-111-111IK to Kiimulatr nB the proof* w» ■ «f metnbolum 
mvl niKunrilalion. 

The miioStiJ of 1111 -•* twins fnnn the -i*lem Hear* 

I n»Qi tin- orjcaiu-rt) n nuiss "f instcrinl so highly ptris.’tuais 
in lit nature II.*1 1 in- drop .»f tin- . < uin-utriitcd «->sene«\ if 
iiijt-t tml into tin* 4-irruUlum rf 11 rabbit or u guinea pip 
a* oil. I prove ittstiintly fatnl* 

Ninety per irut ..f all the dbrtuc* to which mankind 

II lirir fii*ptiiiu oi*l) thiMr 11r« m i> 11 -t-* I l»y urule infer- 
Lions or hy cnvnbti. ms n might In- 1 i<n-tnie<l n- 
xirpii-iil in lliiir mil 11 r. —nn the remit if 11 deficient 



TITXUKIKAUI MAM I MTI HIM 
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*w>£efintini; power in tlir »y*tem. Beiau*e of ihu am- 
luay suffer (nun heudaHie, neuralgia, miiriii-, rln-uumfiiiu, 
liuulngu, ttnnlkn. form of nwrvtai* delnldy and 

imtnbility, siuJ nil ll«* m.iiiifi'M symptom* iwii*b result 
fr«iLu a liuturtMinee- ,,f tIt,- proper fuiu-tioning 1 of tlw body 
111- l.d- >11*111. 

|t i* U'l’su-M 1 id Hu- (in I Hi.it tin* .ipfili* nliiin <4 t!<* 
STAR-KITK VIOLET HAY — tl«* m.rst cx.inpm t. effk* 
ekiiw Hint oLHiixiii'ul 4 if all farm* of violrt mv treatment — 
Is -• l 1 -lFl l‘l i IV. 

Ill*'' wiwifcrfiil coneonl ration of rlrcfriful povif in tbe 
STAlt-UITE VIOLET HAY stimulate tlie U*.od to 

isiinlatl dUeiis** gl-tHM if C'Vrry k!• ill, and 1 1 • inrrri.o tlie 
nniiuinl if tin- pmtrvlin- *mi> i-. 1 v»n««-- therein, uliirli 
prevent mil' from i-minim.' “run down” or «J* 4 ii:il.it>d 

To I'llosK SMlo HtXOMK. TltiEf) 

Kivry powoa v*b«j tires out readily or who Uni* n*.«i>L* 
nfv-i* u'.iii einiuraiiee, imot I- |i tx «tr<l In tin* eoinr?iiet:\v 

iirnl p'lvilklitiilmg I’tfri O '»f • ‘ «’ HTAlC-MITK VIOI,F!T 
HAV. 

Tbr fn-li/ijf l>f fatigue III 1 1ll* inllM'lr* is .1 result <if pNf 
loligr-il Wrtrts lit tlir rmfmeimy nr oAtrtlikmit if llw RliM'k 
nr in ivni.Tiiiruling H»r mind upun s.vjh one partioiLir 
subject to li e •■xi liiiimi ..1 utJ "Llier Lntnests. 1hr.i is due 
to tin* 1 'iiul.iistiirfi, or Imruiug up of tin* siilotamt-s us’,1 
to :|»|ilv energy tn tin- rnio-L s and to t U> iiirimiuliiliiii 
.•f 11n* unde product-. of iiiutt'le vork- ulii* h product* • • J- 
Itt t morerujiiilly Ilian Ihrvcun l**eHTx*trd fromllirturmv*. 

f kV’-fitligue . i: 11 1 11 .i!|-i p'-dnrv-i tin- pi/wrrf of puio l>- 
I'oiitnw’timi, an I lint iT, for instants*. tin' imm miioku have 
1*111 over taxed by chronic- fatigue, we Imv* live- didrexdua 
nml All vm*!\-| innliii irig i*o|»f|il hh> kimuii :h "Wtitrr s 
rninip “ There are rdimatrtl to In' more than fifty tlimi- 
*.ijii! «ajN-i of “writer's <r.iiup" in Lbis l<o unify lluw 
tunny hiiiT'* l|u*n* tua\ Im- of 'tidegm.plior'i cramp.’ ‘'pi.ui- 
hI’s mimp." ami oilier foam* of lumllimi f»iijnii* rfled-* 
there rnu In.' no possible lurtiiod cf cuaputing 

But iu every ms%* fiitiuiir there must 1 j>- 

ofio uml riving factor atul Umt is over-ari-iinnulalion 
• •f futiL'iw ijuitum. lu evvr\ cnee this iivrr-aceiminlNtion 
■ >f fnLiipu* ]s>isou> responds Io tin*effect uf inrrraoil oxiii»- 
tinlk, As i|iP . |u|H*ik In tbo i iKiwitviit .mil inlrlb. nt Use <lf 

Hie STAK-RITK VIOl 171' IIA \ 

For in es«*ry case tin* eux-ss id earboiwliuikle ui lie 
nu«1or i’t*ut<*i s wltMi m-ikr* th< oi . dull and beary 


TonuixcrruN, ooxxxirncirr 
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nrr. .-mii-wTi: uoi.rr its\ 


utmL dror.#y. is ovrraniinr by Lbe-tftrrrlfM JinniL of i uu«ir rtml 
I .\vi*«n, n llirli p|i‘rttvtls in tin- f\irrn irf 1 lit* hiifii frvfjtltyir} 
rtlffrut, Ifflfc-My and «nil.V .mr-innjil -*li« » 

THE VIOLET HAY AITTJEI> TO 
IHOESTIV E DWWDERS 

Th. STA It-HITE VIOLET HAY i.Ui lm- a profmi.iil 

i-lTeriiipoa dijn-simn, Ih>t.iii>c uf tin fit«t l]mt it MiitttiilaU*i 
mi Jill n'liK'i! linn, of ti|iK<d In tin iti^tin Ot|MJlv from 
nli i n Hch «lifl»-tivi' ferment* qii be .|rv«+.j>iii. 

Jl Iihk l»t;u c-tiiituliYl Ilnl, folUnviii* tlie uw i f t •- 
''I \Tl-ltlTE. VIOLET K\\ oVi-r lf*r •.ii.nmrK f rnin 

lift «*«*ii miniit--" 1<» a half 
Imur after iniMiln. fourteen 
tillkrx lilt* xlU'JU.Ut >..< tVir 
|Hi-viiiU* M«um( siijij.K |i 
f|rvi*|ifM*<l IV h m i this 
nii nn-* in 11 10 * way i4 pm- 

itlU'Wlfl llVxm! IlHiM* MVIT- 

tinn nf iliL’i'iii vp enzyme* 
nnJ in t 1 iiuii!»tin}t u i|. 6. 
nih* iik-fiiioi- in 11n* 
live |*iurr, run only be 
mi Card lifter n«>liiijj ibe 
tiH- STAJl-ltlTF 
VIOLET K SY in Cll-J-X Ilf 
itidiprvlion iio^Hniwuiird l'. v 
a low *Utr of !• wit* of thr di* 
urstive oi^hiiiJ uml it •li-li- 
i-m-iiI I ill hh J •ut'S'l} lo Ilvr-Jj 
organ** 

THE VIOLET \i\\ \sl) THE <11(4 I LVHUN 

And tin*- nf tljr rliW-fr*t IrrefiU 1 4 fEr Iti(’ll fwqUAieS 

i-ttrii-iil, u» developed in tbe STAR-KITE VIOLET RAY. 

ia ll ^ 1 ntunnta Linn I’tfe* t it bail U|*oit nn-m.il emulation— 
own'.iniii#l weak, vmillaliRf iiriina of tie* br.irt nniw lr 
*H'l I Ei' nri‘ilUltir> .iiipnnilu-a I lutt result in cold . \tfoim- 
1 k*-. pallor. dhuixms nmi vertigo, eliUlim-s-i und ntrvtiw 
*u^*'P|#liililily to tl»r influent > nf mid air t<r n 4 <i wen 111 er. 

HOW THE SI VH-HITI. VfniJ-T ItAY AFFKl T'. 
l>EEI r IlHEATHlNfi 

• btr of ill*- lu<.-t Ili4> i ulili* of the- ♦'ffii Is *if I hr* STAIf. 
RVTE V |OUST RAY v* its influence ll ja >,i n->|> rutaiii 



UTra.ETLVLU VAMTAmNIMl <X>. 
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Thisii bfeatiw nr lli -tnuulnVM*n if tbr vgipun*Tve mu] flu* 
two -ft* uf nerw lilur-. ow if vlik-h irvt Ten*-. lli»* ui tivils 

f ijnpinilioa uinI *■■*• nllnT >if i \|iinili< 4 j. 

Aluu'-t jtivariiihlv, it will In* mMiiml ll.it tin* npiMnitiiWi 
.,f iho rl.i in.V* off the STAR-KITE MOLKl' RAY 
maw especially over the uiniiio|.utrir ihy\i> nl the- pii >4 
!ln slniuacli mil I «► r>ill* ■*« •*«! Iiy a iJiTfientMl impirnliun 
Thu* i" »!-• »r. fa» jnmn'rfiili factor in iarmiAiiijt i.iviih*ti««D 
ktni m UApum t" oavfn«ui»* the infh>*tvn- nr toxin* whkfi 
limy tln\«* nri'lldiulnti it ift tlvr I'111* I Islf-IMMII, i<Y In iduft*! 
tip in tin* mu** |r> • f joint* of Mir l-ily 

Tin* •A imiJiiti-*u of respiratory mergr in ileUIilati I 
stale* rii(Tfa.w- • limitii aIi* .I tiiv.it hint 1 minu-ity to u* nivrly 
imrniul a* l|i«* nett* trill iNTYTUt-. ku*1 VlrliPlf th» rr |* .in 

H%iv v *iw timmtttt if orpnair iIhiiiuip* In'lm wtiflrrfully in 
restoring tbr wlnfe- inn-linnum.— both ihrvt ami luu 1 .-i— 
In their nurnml inuditkm. This iiKt'iw> tin* ii»t»l%«* of 
oxygen and the uutjmt tf ch rl ■ mic ao<l. ahsaluMv nrrev 
su r. in n'sturinfj tin* normal huUinv in any |»uthuiopiral 
•*taLr if the i•r^Kni-fn 

HOW T 1 TK -HIGH IWENTlAl/’ 

1\FI.I K\< KS THK >KiS 

The skin i* <uk of tlw mo-1 rumple* organs if I he t*n|v f 
with n wondt-rful nml ounjil-'X f unitoui 11 jfays its jmrt 
in thr exrti-t^m and nulla lion of li«nt, mi.| in tin- -<ip]H>rt 
of nrgaii.4 . IiIihnI mivmpIs mu! rmmfc*. arxl praJoiinitty intln- 
nirr«i n -|Hrali.<i niid l*nrt prunim. It* infinitely 6m* 
net-work "f updlnr* * ami nerw*. uml it* intimate «rimw*t> 
' i"M with ' V*TV intern., | i.rjill ill tlir Uwly, give it \itii? irn- 
l-ortarw in ll»e physiml and |ihy -i--h v’na'. miwiBjr, nut 
to !■- inwh 4 jnut«l. 

THE STMMtITK ^ IOKET II S'! ...t*n*a -ti*.i- 

mlant. wdativr uml nlteratrvo to every cHI and fthrv of thin 
nmrvi hau mul mtTimlr <nv.-riaf. riy properly ihiwfiil 

tn>a Uncut, w i* inn I* m#» up Hm’ mkUt'V lilur it tut gJ.-ituV* 

"A |i> Ih nrr 11n- wry ftmodatino "1 piiy-ural wrll-larfnjr; wr 
cm contract nr dilute lili<«| vi-i-ls ilrnwiim to tin* »nrfu*.r 
aum- lili». 4 .s vt iliR*- 7 piitiii£ theamjmul»tIiJ*Mif -iiTfa<if U<hh|. 
m*. necajmm may rvtpiire. 

i hh in* r«ni'i‘ tin- lirmthinu Lv*jHirity if tin* -hm, 
n*gulnlr the amount 1 4 ]iensplratii>n. nlir\i- pHin when 

n^atiuti i-> nrtiir. OUrv uutuy tif it' leiiuiiM. .itnl ii>infi.’ft 
in dis* m and numifnhl wnyn 

Ewn fnmi tin -t*ia||H>iiil if l- auty ue i*n dimuLtli 
• le r -kin *<• ii' to ft tmiti bkiiotbps. ifarif> tbe L k t>tii| 4 exi-iiL 

TonniM n*s, t osn?.vttci.t 







8 mi. stau-uitc vioia.r tar 


hrigtiLm the l*ir.tu: tib-i** •■* iIk cUrrk* nnl |*u'uit flit* 
hm vl bnilthful ftih*.'li"ii ii^j ovvr lju» rn?.n- mrf:i.r nt ftp: 
body. 

T1IF. SPINK AN I • ITS MAUVEKOI - 

< HN NKJ TIONS 

Kvi'fy organ »n*l t-vrry twnrtnm nl thr l»*ily nr<* ciMv*f 
• lirvrlly ic n’lIr-xK 4-i*nniT-f ihI \s 1 1li tlii'ifr-.i! inrii in (Ik 
M- nlor •/ liic -pinal n'luinn. nr with inirirntr plrxii of 
nerve* (lull rodiat* 1 fn»u\ vueh of ihr TR^rkinu* tlr-i>-.ij 

It js fur Him ii-Hiii (hut "in. if lU rtnv.1 manvUnj- 

f»*Y||ll.l I* III it*. || lit nn'<l«i| k KM'UCB HttVl- Uni 111 I *In*M| in 

■ i>mliti**n« lluil Ktniiuj^y hnd ni> nmnecti'ja with tbr 
YjMir, In- (In- .i|>plii ntiuii i / (In- STAHL* HITE VIOLET 
RA\ l>i Hi* -pilliil i.Yilllniri, 

TV WitttVri-i»r t f (Vi*- high |>*li-Ti(iil rnn-cnt in 

>tiniuUtuif( thr milli**ai -if mil n^»jii«’» iwrvr i-elU Inti' 
iinminl m-livity, iisi-riMiumu lofalixml rooitiwtioii wHieli 
tnlnrfeyvv with the fn* * iri.\*hvtUvn or TUilrili**n *4 rrrtain 
1ill»«I >li>triluitii*a». i4 uuiniftHit in tli- application * ( tlv 

SJ Alt-urn: VIOLET 11S N NVirlrn^kuouii to nnniiml 

•rimer ran Mconqilbli thr* result* which ii 1 ^’ «M*i\n>n*n- 

phM,^tmky MY-m-tenn* with tin* liijdi fnrtjnmry •■leetrir 
ruffvnt Nivtliiim lb*t p|»v**x*us know of il»*-t. Iiy^imt*. 
•ranv tTHxiu.'iil itkII n■ I h** ever pn» V mltI m» i*ll•* whv-h 
imitiiK with lh. STAR-HPTE VIOUiT IL\Y 

Ry nhfvini* the Itlnn lifiil tin? nrntltn ny'atrlit *.*f (lit- 
inltinmo 1 if toxin* nrfurii niiijlit other* w* k»*n» Uww imndir 
ami itrii.ilili. it brittle* restful deep. It *tiuuiliite-*n , ll activ¬ 
ity nf tin jip^iiuhiyiI i-|fr*'l It ivrrt* upm nervi! 

nnd mu-n'le fibru. utnl I lirrvbs briiir* :i)m*iI I 1 - rv*(oea.l|iHi 
«f nnmml |ihysinhvo< .iJ I.mk 

It Im'iIi tl || II ill o*|| pi *v i III t In a -In- L' lii-k’ *'f tin: nutritive 
fioirtioii-s of a rliviriiv i| rumhuHiiiMi of Mm* uricaridL urv* 
ami organic kaxitk* ueueruteri in tU* nnnnul |m***%'* - of 
|ll .> moliyv ill jU tiV.I v. 

I( intmiM'4 -Irenjfth *ml rlla14»tn*fj?>. I* ^timuhilr-* 1li«* 
fwiin^ *4 ntiHieing tin al-ilil.v t*» |»rfi*rin Mun-avi'il 

■ ork. It ini|>r*or . the ppin tit*’. imlipintiotl uml ai-mu- 
latiiai It faci*r> •>liniiiuiti>.u !i> -tiuiulatin^ tin* tMimiiil 
iii-Uvil*. of ihr hi«liyj'*. t - iv * * - Mini *Vm. It <n**n-*itiie» 
kxial ami p'tKml pain, nmJ is nlnio>t niiivrr»ull> iIbihmuIiiIiIi 1 
in 9 *niI. riir-imintoiii, liiiulm^o. M-intH'4 umIuII iliu-n^Kn*- 
>llllil»K ffiilii tl"* rBt.i'Hlnitt of w u-»t« -jiri^lu? lr» ill 1 Vh“ ijricn 
nr (hr hnlmLtncv of noniuil nn*Ulm*1i*.ni. 


rrrw,-,tnfcUi n vn\ v.Ni-ri'WNo *o. 
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THE METHOD OF UTLlCATIUN 
YV .4 ». j..Aykny tI k- >TAIMUTE YK)J ET It \ Y 

ii t*i »anpl'’ IliaI » • Kil«i mu DiuuipuLiir Hu 1 device. noec 
hr Ini* Ui*n dtovn. It in* rely nsjuirvi lint you iu-»-rt tin- 
«MafhliK*tkt plug fob* vn-arr*L Lmp ►'"‘Vfl imdthi'n turn 
ou th*’ oim-til If I In* iiuii bin** <!••*> »"l I -gin to «-|* nite. 
turn tin- regulator to tin* t vln until jr «|m* I'uniing to 
II <- right in«‘fru-M*«s and t*» U>* left cUtivh^, tbe «trrngth *1 
tlrtMiirmit * xuuivr through tin; rhvtrmlr* Tltt- regulator 
is out it i|}ut-ulf or switch. but diujily oyuhitc^. t lut Ktreogrli 
«»f III. nilTfBt- WJiHI M'l* l ,n ' tbrui.mil loiiix thr ^ ItV 
IiT’*T KAY »ki i«^i the jkiiiii fmm tlx* liuup m« ke1 or 

nsrp1«i4r. 

Tit - u:i‘ Uiiv- r«|uin-- uA.-* Autck n<> "ilinfi <-f :»«■>* kind 
If rirctfi«!'*'> |««>.-« mi tbe hanilh* uiunrrw || ; . end 

■ >f Ow luuirJIr. reniuw llir ajtfilHnl «r wnket, »n«! |*r-i tin* 
.'mhhf logl'llnT sufficiently to Wiki' :i UgVit i ■ rno** Vhiii- II 
tin rkvtn*k* duBilil I r> uk urhJli* in • tin vuue nirtl •«] 
iutf*t !«• rroirViJ Uv i. r.. n tuove ckn'lo.Hle* from tlw »|>pli 
ratin’ hul.lcr 

attention 

Tin* \ IDLKT RAY dwMil.1 

(lot Ur IIH’ll un I he scalp ir 
any |Mrt of l be body while the 
■sank' U U-iu* trail*it with 
water •** unv nUirr iii|uiil 
pretmrntioti. 11 is tbr sonic 

as .111 ,V ulbrf eh*cf ritul *le- 

\’kt, aad cour-*- mint U* 

I'.iiidlcrf orstinluifrf.v. 

('OK biiolll* I al*Mf Ir- i4h 
-cnnsl tkint tin* nnichiu** U- 
ni.{ u»t| w hile you on 1 «t>nd- 
ixLfr in the bathtub or 
“ground" contact willi a 
tanlrfor rodbttur utpe, nr <uay 
xthfT metallic device tlui> 
might complete a flu id * ir- 
nut 

fiKVEItAI. IN^TUrf’TlOXS 

I hr foil* > wing iiMru* timu an' uritldi in tli<* simplest 
way. a n* I will give rxrrlbnl results if proper It folluivetJ, 


fol<ltlNi;-n'\. ' ONSMTO rt 
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Tirr. aTtn-Kirr virmrr hat 


1h» , rraiv many u-st larHtk* fur those tvl.n i|i »ir«* to .study 
deejvr ini*► iliit •ail.ji'.H nnd w-«* wiold I** (dad upon your 
riMjUr-l io tend _i«iu line lutevt information (uveririi: limn 
\S»- nvnmmwul (lull \ lOl.KT li \\S, ui ill |niK- I*** uv-d 
in milji.nrtMm with udvjiv rcreived from tin* owner"* 
|.li> idem. 

Tfer 4lismx*x i ft iliH^Irr* wtilrh the \ lOf.KT R\Y i-> 

(**]>. *iiaUv «|iir.hth-d to help urr x> varied in tlteir nature 
tlial, in-lead (if pj(iii|iiru; them. it is tle-iulit: lies* In 
4<m**drr Hair tmitmeol in nlpluiln-tii ul order. Ttm will 
ah** uiuLv it itSvicf tn Inn| tin* treatment fur tin* partir-* 
iii»r nil in- -nl fn'm w|»m4i yrm rimy I*' Miifferine Wher¬ 
ever |Kw^il»ln r*-^<ij|lJy « Jmi tli«- cJe»tnde is In l»- IMf*d 
in direct i-otitu*^ with tlx 1 ’ skin. it is mil In ni-.nn tlmr- 
ou/lt dryness (if l|n xiirfim* Uy dilating <» vr r 4In* *kin a 
IHicral application if lalrum, idruraLe of aim. or vine 
i4lirr dusting fKiwdrr. Tin- nil I, r r*- tin* iimviny if 
!>■*-• t r. .|> . ,i, | r • .. i. 11 «• - ur-f:i.. . I 11. *km n in 1 1 .< k* 
t>«- In ntiiMiil innrli num pleasant iind easy h* take. 

A ItM ’KSSF.S- l x* n limn «'lrrent, umI k(nrt i Elect mdr 
No. 1 in tsniUd with the skin. Move it gently over tin 
'tirfo*'- iitfixi-il f.>r fi- iror five mniiih , i Many vi~* • lii-xI 
HMMt -la :ils in Ha Inul.-I ti-mi«nf lln* utility ,4 thr VKk 
I KT ItAY in I hex* condition* or even in tln«e ^ruve 
HlwyMM nf the ihuvIohI I khii-- which ordinarily wkmR 
in i^MTuti*in. In tin' laynmmc nr period of iiuutm- 

lion, treatment should be given twite daily In the acute 
■tape. with chill v fever, headache, huii-ol. iiftrcu-iuimili 
tanftWAts •ilmiihl Iw given at |iii|f-hnar intervals, unlit the 
fi ver wh*ml» ** and the pnt'mit per»pirt-> freely. 

ACNE il*vm}ile>i—Apply Ekitnale No. I for aUmt five 

miliute- In line elltlh’ surplus' slferli it, lixili^; the crim ill mm 
' irum; us ann Im- oimfi■rtal«ly home 1 hnx* <ir ftwir limn 
dnil\ PW BOILS or CARBUNCLE8 the length of this 
•ipplieutaiii should Im* extended I-Ml* en-rnltiide applica¬ 
tions. |ne "r Hire*- tiin- ■* n «|.I> are men l.ai many 1'hi 
IKTM'trtU. an-1 ‘-.infill H|iplicntiiRa **f tlie h)|*h frtM|i»eney 
, ti r nmt in t hex* (MimliLioas not only a fleets their forninlioa. 
Uit aertnfl to relievr Oh* imluralion an<l improve tl’M- 
urnernl tmiujilion >4 lln -Idn. 

\U)PE(’IA—I Kikliuin Hair)—1> Electrode No. t. 
-tjirlilVL’ with a mild <urienl, nnd urAiUmllv im rr^-inn until 
tliexe i- a deridedly -ilmrji tm^lmc Mi|(Atll<n, PWn the 
ehs'tfiwl*■ bach and forth nm the eutin; scalp twin* dniljr, 
iin mini; nnd lu^lkL for uhout trn minuto. Many patient' 


riro;r iiirr» iLUirrAoruidi 
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IiiiW. lifter ni« «il fifty tl |»P Ki u 1 i ■ • II >4 of tin* VI0IJ3X 

ItAX, fmitxl til lit tlacif AUi|H*ri:i itisii|i|a-:in-if, mol olratif 
Imir jrrtrw i*it of tin- fbflMf bold |«i*■ »- • ll i- •»i 
j-orvirt hues to lull Hu* f^iurkrUoik over Ihelxikl pat. h*S 
■mill n Ix-iuiil rnbir ' U |»ro<hiis«|, which n-- il« m 
UM iiiUy brought iilH.it in ilim- or four minuto* If this 
fevlinf whuuIIi nm •- ejuilv indue d. iiihI if it jK-rsirt* 
fur -mne Iwiiir-t nf!<T emh ujiiiljtntiun. it U xlmost is rtnln 

IImI 11 ill* ll l‘i«“I of a l:i»t iil^C Mil Will In in i-Tiifiliilii i j 1 1 y 
tbi* liirtlii m I of t Mill irwut 

A\KMl \ — A 11 ft 1 f v KJrt*' 

I n-lr Nil. 1 iiliolil M-VVII or 
<it'h1 luinulr*, using m mc- 
diuin-Atrciii i* i n mill, aim! giv* 
iiijt si "p»Ti r nil bod)’ treat¬ 
ment.” The irvi«*n of tlw 
'pieru mi llir U*f I -iih> -tiiiiili.l 
In* vtfy 1 linn Highly lre«iL«-d 
mid run fid treatment aIuuiM 
Ih* itJiuiriivti-ni I alivfm the 
rourM* M flu’ mine for five 
minute-. *t eaeh treat nx-nt. 

Hii> is iuli-minil to •JnrmlrfJc 
the or/^iw of dip'ilion and 
IIk |in«r^i'i .J im'tuiiolami 
mi.I vdiuihiliou.. 

It Ih*1|k> hiUrriuJIy in the prodiwf mii of ih « red I»!«»««<S 
ivlU and inm'xwt. the uxy jrtin a rrying port uf tbe ml 

TpaMke, l>eiadi-v dfc¥dofjiii£ uouer, whirl) is carried 1o 

• verv tsdl mill tivoie in tb«- *y>t«m, 

ll k \< IIK iLtunlukgo —1 ^ Fin.* rode Xo. L and 
tn-Hl the entire nrt*n uffn-t*^1 for fifteen ininuti** xt ii tinve, 
rt*|x*u!iii{f ihr I n;i | men! Ink a- iU)l>. \*tv .iftm mu ir 
twi> treatment* will atford ii niur\« Inti* degree of n*li»d' in 
III* -’ OOlldifilHftt. 

BlLACKHEADS— 1 Treatment with 111- < ti.-k \i I. twa 
•|r three1 imuxiUy. mnrki-dlv hlimnlui. - the ym. r.d n«itn • 
Iuhi nf lb skin mol help-. lixid < .rn^liv* u*-.nures with 
irviuriit> %ti*urnin|.; In.t tiraol*. and sppEmtioto. of <«.hl 

nulrr «* ‘’ifi-tling” w ifh ft piece of i -1 -till of u Ini'll lirr 

rtfeef.ve in* inure-*. 

IIIIOM lllTfci ■'linqi -park*. Mitfirient to pimliji.i 
u mldeimig of the «kio. whiiri mu) L’ jimdMmJ In 1 1 • >1 < 1 iu l! 
i lie «'h*<1 r*M|e iiii inch or unx-i nmi v from the ‘•urfAi.e. should 
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U- utlitiinUU'tH «nrr 1 lit; rnliw L*hr>t. Tills tmitm- ut 
xfi'iii^i 1 tNiahnw h# Avjr nr to iv iyii«iul«*s. irjwiilnl llitvi* nr 
fniiT lim>*> dml> *rw| lm f..||.. h 1 hi hhIj in-dunim fc»> « 
lli-nml imituinil ho tli -urfi . ..f tlx-stem with Kfeclrudt* 
N'»- 1 | hi Oz-iiii <irtu-r.il-u N". I<i, *a li h'Ii will u|m> I** 

bmif'ficiiil. 

BK1 ISKS—l si* r,|i-« ir.MlrVi I with n nuifium uinrwit 
In !ln- Affnlnl -(Hit. Tin-. - In ai|i I i tilv l«* a. | >] 1 1 ■ • 1 lur a f*-«* 
minut***. imh! if |»iH<*il4c tbr nn-n -tlnmhl I.- tlxinMighls 
pow • li-rt-i { b»-f..rr I hi* >|* ) ii« uliirn H ( III* i-ltrlRitir* Wry 
rapid n suits * nJi frr^|i.H-jilly l«‘ Minml in thi* muiiition. 
UrilMr i/ tin- fact llul tli«* oriiiLil h*j ^if tin' 1i|i«hI hi tha 
l*irl h j* ulimiilnlt-if, t'n* rtncnunt bhmd >M-in^r rmri»v| nut 

nml ii orw supply "f r- ». It*nhlt-hmliliag blmul brought 

ti • tliii (lapis. 

( \IJ,Ol SRS* I -tnrilff itirn-ltl, llir.uiirtl R 'Irmlr 
N'i I. SfMirk tlr»- -kin fur a nunnii* mid Uimi apply tin* 
I'liHroili* in • • >iitii< * wflli Lf-* alum movinc -f.iuh uwr dhr 
utTii-t' >| link, 

t ATARKH—’I Vh' iiw' t4 0om>» tHtimilor, our N". !•'*> 
auully /ive* rcth-f. \pply KliT-trode N«. 1 with n uiild 
current uvrr Mirim i- of im*-- an-| hark *4 iw-rk. A grin-mi 
i*•«(*• * IrvMlmrnl nvrp llmmlirr iiirfai'* of tin* body imtully 
h»'1j^ i alurrli In Slumin'li or lull tin I • nturrlL nr • >*i- 
dilimiM n( Iobi; >Lundm". I In- trratmrnt >'’ioulil In'* very per* 

ilriit, SnrirtilYir* it njjiy t»kr thpor i,r four |iv< n 1 1 li - 

|p>fnn- a «lo kiwi InT)rl|t may rxprrw'mod. 

< ni.ir EXTRRMTTTtS- BkM NV l with u 

fairly strung i-urmit for upproKuauilely five mlmilrs over 
tin- uffr. inf ii” ii until ii rwln- -* -■» prndm .ii <iu 11 *ktli 
Kwp elwtndi m uu.Urt 1 hmiitxh><ut trr-ntuu-ul. 

<t>LI>S IN TDK HEA1>- •»/•...« iulinlall.. o are Usu¬ 
ally II n lirf fur isilii-. uf |f,j- tlW k/>o 40 appfirntfuo of 
No, I « W lnnk- iivrr 1 1ll* fnrvhnnl. HUH* aiul hmVhi nf f » . 
with ii mild cniiT»tit lni.it h il.»v is rHirvin^. A gotu-rnl 
touir trmtinrn!. In auplir.itMit> >4 tlie i lisiron.- h» Hh* 

ill h|i - 1111-11 nml 1 -pilw h I). Mi 111 always Im a purl nf Him 
tri-iitnii ui for mill- ii-. ii will As'iit in ifirn-ajUiR n^.U-tAUt'e 
h»1 h-i>trn (uaiidoivwv. 

MASDlil IT*—I se t*|r liiijr Sr I, ndrliinu it pyoll.i 
osr-r t| H . HcuVp I'Vimy it*y f.ir throe • »r four uiinul^s nitfi 
« anlhI nirmil. H Mopt-iii 4 tbr scalp wi’.’Uj |M«lvb«Wr. 
hail mrS'i-r form* a In-.ilBii'nl, ur »ln *n4 u-«* any h iir Inn v 
•a I .lli'vi-r, nr apply tIn- l4rrto*«l* , v%Kil* tin* hair or wiilp i- 
riiii-l hi uoy win, 


rmr.riuu* sum (‘.wMimr. • ■<. 
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DYSPEPSIA—Ai'|4v Ehrtmrle No. I will n ^Inna 
i nrrviil over tin* n-g>ni of -itniiLuli nilli n.ti U|»|il<i 
I.eVng five iiiuhiUh dully. This shvnild. in mlfVMirul ti-ne, 
dioar uv:irk**d inanMvranr , qJ. In all « iu»'i utf Dyap^p-Ma 
-jurial Irviitnienl i» nwnt Unirllid. iiilly ttvrr tlm*e 

vertvbcue- nliieh lie ■*« Oml |Mirt of I li»* hack turlvo-eti tin* 
tower Ih *n Irr of tile sboultler Linden imrl lhe upper border 

* 4 tin jiiji- 

Kf7E.M.\—finer Iviillikrrrhief. g&llxr **f linn elrtfll <»Vef 
.iffrvttNl lurcu. I >*• File* Ie w|i* Nn. I with n mild nin t»I 
trrul *71111 <l;iy for about fimr in five mioilli-' if pi^Q>h 
iwmwe tin* mrmrl dJmgf/j. eapreuilfy if it i- * ruse of 
long 'landum 

EYE TREATMENT- r*r FJwtowd No. U or No. T 

rdli * \rrv mlUj elirmit fur I1 short |jeriml i4 tin or tlirer- 
minute*. Close llr eyelid* and repent thi« inmtrnni' 
ilaih \\ ie«f the eves ire tired fn>m i wuorL or fnmi 
»o"king tintlef rliitfji' light*. ill** In-atmonl will l*‘ found 

• %r*viiiiu?l> nstfnl. 9>I I he v»im' time ^tiumlitC m_r the ojdh 
nerve r.i mere, am f ritnlits 

tiUlTRF, Tln-n - lire nuHM that y*4d tih 1 lie treatment 
'4 tljr VIOLET U \Y I’m No. 3 electrode uitli ;i- 
strong ii i lunvnt a* p<v*ilite without Im» tnu<:fa din I un¬ 
furl. nml In lit ihriiUfili » I bin hiiTntkereloi-f PC g.ilife 
in-deail uf ilir.i t through thn skin. It -!emhl l» l^mlnl 
daily fmai tliree to five minute. 

GRAY HAIR— VIOLET R\Y U knmgfct pintails 
in the l rent in* hi of grn> lmir. We rreinmneiid 
Ekvtrode No 1, using three to four minuter dud\ It 
k, of mar**-. necretaiv In u»r I him Lnsnlmrtrt fur u numtwr 
of iin<|u Im hue nny iliilinct hofie of Iruiinowment cun I* 
expected. but it i* ?i<L»nidiinp hum- many iu»e*ni1l m|*oint 
to tin- treatment. 

II \V KEYEK Trent lie -une be ■ ftturrb. 
IIKADAi TIE—Apply Fin , " M *' ' s " 1 "ith rt 1111 hi rur* 

mil over f in-in iiiI mill ^li >n u I Ivr lnnk uf llerk ■ I f 1 llis ilisrl 
not uivv relief tnwl tlu 1 xtnawch with -*n • |i|*l-e.iiinn of 
Elrctroii‘- Nn. I. loirii* ha- tuo t•* three niiii'it- v nml u» 
im :i nil vial n|.|il.iutUill <|ivn u tin- sjiUr*. It is aliiloit uiuie * 
eimry to ituh I Kot in even- orgimie disorder rnreful ;itteii 
t#m should 1« paid to ilir m• nditica •*( lie L«nv.el» At 1<- 
Inn daily m<«ei ukenta ■|n-ul.| In- -ii rid. ih oriler tv.* Iw-lp 
1 -nrry ..If tk»r pi i-m* in (h*‘ *v*tem 

IN FLAMM ATI* >N'S FJeetnxlc No. I «ill mu ny l in, , 

|>r.niuiT a relief ti> the l|f(ttfil alei. I **• u medium ' ir- 


THKIIIM.TOV. rovxtai' L t 
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It 


Tilt- *Tt,B-nrrr. viiji.it it u 

rtMil fnr about *hn*c to fire iitinutr>. Ihh-.-i| kni* 

i«f extremely hut or cold wjiUt a/lt r lr»'*lnirnt. ^^iictiiik^ 

II\I N I \ \|i|<K Klt-trodr* X«. 1 to the nu'k of 11»« 

IumhL neck. nud rjnrfinm * for tlinv |o five miniilo uitli a* 
xtroo# m um-Til M umm ran ri4«T»tr\ \ fu>-minute ujijili- 
«:ii miii along ili< xfjmsil column i* »«f vi»rj ju^ut W«Hit m 
this < <iiii litiuQ. It i* .i<h iwlA,- Ui luiSf wnnr one«tu* i 
UkK fcWiLiratii *i> nlteftrVvf |HM.-iili|f, a* nuiutiiurni lltr 
attempt ov 11^ patient him** If to tippL the treatjunil lu- 
I lit' Hfn>t of ^liuauJnlivti; naki*fii]|ii 

I I MBAtiO— Sw UA< KAC III-: 

MASSAtiK |%|rrlr«Mli) No, I i* u-rrl m<| npplktithif* 
litfDUilt gftttxc nr li.nulki'n'liicf i- ud\ autumn m*. V- -Inins 
.1 < irn-nl n> |t**Miil ih* fc» n r*ium*iHl- i|. nnd tin* stronger the 
• Un»Ut till* ll*-- 1 mil* i* fiMplifcd for tlw* Iini-suist*. 

MOTH I'ATi riF.s ON MOLES—Apply |*m rn-|,* \ 

I dinx-t In 11»«* alfotird *|»)>t for ju*t * frrr vvrwid*. Short 
nppfio»tiuiu ure my Wm-fici*!. ll i* ailvi**IJr in tlw*w 
tonditknu to give tlsr *|isirk tmilmnits. alt*) u-vitig ** 
-trosig u -p*rk as ran I-' horitt?. This Vn ip- M break up 

* ntiilirn. and mimM* ilifn«|. .ration*. 

Ni’UVOI SNk^ I J* lortiodr No. j. \|;»>.*i*>* cmr 
the -fiirw nnil su* - mi opplirntsm of Kh-rtrodc No. |* to 

tl" luirk ><f llii 1 lii'iiij nn<I n^-i k.a» tliiKi-vi>ri'In*tte6i’kil Li 

i ll nif* > me a vrrv mil)I . nrrvnt Appli. iitiun "f three to 
live mmnles ■, p-ioiniiwfulnt. 

NKI’UITTS—l r w- Elect Truk* No. I «ivi*r llir nffectad arex 
f'f f«Hw In live minutes ilaily. If tin -1 u«* is vrrs stubborn 
you may n*pmt tliu application Iwic* mrfti dny. u-ing *» 
tueiijuni . um nl and huTvitsinp it n» the umt f^cotm'i nc- 
■ •toMn > <l 1 1 ■ tin* anplk-uliou. In ni<i-t » i-*-. thi* dvr* 
til in--l inum-dinto relief. 

Nl ll>IS(i Mill llbltS—Citx-al luiuffit* frequently fi4-> 
lin t *h* uif nf tin* \ U * LET 1< \ A in t‘ m* I'nv- id fiurdru; 
mother*. Electrode No. I -I- n|k(l In' nvil |f T|tJy oVlT tin* 
lm;a%lhfinr fin* to ^ m*ji minutes at a tm»r, trliruling tin* 
tresiUin nl i.i |r:i-1 llirfi* tiou'k i d*iy. 

I'M'vS—N IHl.h^T U■, .in imiL-iinl |>«in n*lii >> . 
!m most niM-i ||. up|ilir sif hi|| )if EIiWiShIi No. I tn On* 
•tr— t.-fi '•pi•I*) £iM- utmost immisluitr i>lkf. k m ill mr. 
rmt is msniiiiM'nikd. 

I*\ll kLV'-l'' \ lOl.tri J*»AN is rt*rniitm*n<l'-'l n (Ih- 
rrlirf of tIII* i|l|i! iU'. rilM 14 tli ati i! n|t|| Klpptrolc \n I 
rnovii-L’ i| iilmuf the nffiM-tnl rnmK'k*s witii a ►tmi»j* current. 

II >'>|»plk utioii of a -|xi*k through m Turki-h t*rtw I al-o is 


rrrzcciiAui wt.vt r.MTranra in. 
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tilt hMJI-lim VIOLET HIT 


IA 


^BcfirinL and wiih traaitnmt <<f lid* kind fnr li s •• to -is 
minute'* ilaily. nrficf shnuld In* frit. 

PIM’> VIOLET Ji\\ t- ni iinuii'ii.lisl f..p tlii* lnM>r- 
meiit of tiib affliction. fi|i« > tn*Ji | No. S. propr-rly lnbri> 

mir’d lirfuir ioaiTtioVL, t* frtDUllUrUilnl. \\r wii gyr ^t that 
to lliUi Irani mm I >«'•* «mfcr with y.nir phydriun. 

Hill!I MAT1SAI—For rlnumulUm. riroug itirpul- 
lira h-4-xnuiu ElHiwIc No I i« r» ■siminriiiJrd and 

•Imiilil I ir uppluNl t«* I In- nlTiM'Inl urrw until I Ik* iwin Icatfflv 
\n np|Jiiv»ti< >11 of fi'»* to I- ti minutrs i* ailvixihk*. ami mn 
1«r applr-l m* of tun ii* I no u^r desdra- WV -I traftt 
mi’ll 1 I'lM 'H' i II riot |l <r thrmigii La)lr- i f tliii/k I iirki-l« 
liruirillfr. 

SCALP TREATMENT— Sm ALOPECIA, l>.\S 
PRCFF am I GRAY HAIR. 

-'KIN DISEASES >mv \\ NE and KC2KM Y 
SCIATICA. STIFF JOINTS uul STIFF XKCK— 
RHKIN1 VTLsM. 

SORE THROAT—JElnArah? No. ti i> u*ed Milli n in M 
currant. Korji in cl<»r i with tin* -kin :md u»e fur 

tfltV*' to fivr minute. If it I- :i t-tiildmm I BSO. ll*«‘ twira 
•laily. Applit «tnn»- 1 / rim ha. wnm* iwil "f void wh!»t. 
may U- miploynl «f!rr wh Irratnirnt, Laving tin* ■ luih 
no fur si v«Tul lii’unt if iicw-miU’n . 

SPRAINS —CotUct iipplicftliont with KU*rtrYMie N*|. (, 
u-iia, 1 * mild 1 urnni with now and thru aliftrp Bjwrlu 
through * tow«d. ft* ii nilr give rnctaalurulih* pllrf, 

I LCERS—See ABSCESSES uml ACNE. 

\\ Mt'IS—I’- EWirode* No. I. h-uinrf tbr -parks pila> 
Ibroituh I hr -iilr iiiKl« , ftd if thr |Wr nf tbr electrode to llir 
Hlfeetrd vpiA. I ftKJittutigftriirnmt u* poaiihle. Trmt- 
inrnt -hi mid La-t tiin-r !»• fiw ravotnls. Apply every Ihrvo 
lUys, 


fit aha.vty 

THE STAR-KITE VIOLET HAY b *uar.,nt-.| 
for onr yrft ’ fmui <Lilr >4 |kjii -Iulm*, ngnin.<*t any 
li. fists ill in.itiriiil Ilf ‘ni«-kiiwtl-ljjp if nnv kind. 

THE STAK-lllTE VIOLET KAY u umdr ,hji of 
tin* l»*>t pint<■rial -rhvtrd f«ir itaeOl • r :<-y aiul *lur- 
iiliility. und thr uuM-tibir* lualiufftet Ured in<l v--* n:- 
Liksl i»y skilled wtr-kmanship. 


tokwiv.tu\, ins\hi-rim 










No One Knot vs 

II Inn Life Is 

'Tin* greatest srientisl s believe it 

rnuv 1 k‘ ;i fiirui of electricity. 

♦ • 

The results of 

Violet Ray 

Treatment 

almost wairant the belief in i hi 
:t}^t‘ nf miracles. It shines forth 
as the outstanding method of 
achieving the miraculous. 


It u irvtinuiteJ Unit in I his nmnlTy tim liun- 
iln-«l aiiiI fifty milium dulUr* ore l>«st every- vvjt, 
llim'ipti nirkneiM - luit |^ilW riMilljk tn lli'RkdMl 
Hie service* of a utiyuinnn; whilr- Ur* Iik* Unit 
mailt* from ovvr fatij.'ueor die lowering of vital¬ 
ity mill <mil»n-imof i*, ftum tin- ecmwnuie point 
• if view, even crosier limn Hint am^n l by ill no* - 
Many of tin* u’trltM spociuEstn in elin-lrviil 
treatrnrtit contend tliut 1MI JH’T ivnt of t?ii- loi* 
<xmM be prv^mti il by Ibc jimjier ii«p «>f tin 
VIOLET HAY. 


rufm Hi 50.000 11-34 
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Complete Physician’s Portabl 
High Frequency and 
V iolet Hay Generator. 


Manufactured by 

H. G. FISCHER 

2009-11 Raymond Si. 
CHICAGO TRR. 
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There is no quackery or uncertainty about it, ami it in not 
put forward as a “cure-all", but being a thorough cell massage 
and peculiarly healthy stimulant, its intelligent use is a wonder¬ 
ful aid in restoring the normal equilibrium wherever it has 
l>een disturbed and the physical condition impaired from almost 
any cause, and used as directed with ordinary discretion, its 
results are almost universally beneficial and never harmful. 

The practitioner once initiated into the results obtained from 
the use of high frequency high potential violet ray currents such 
as generated by Type “F ?I finds their use absolutely indispen- 
sible. 

We pride ourselves in the extreme high frequency produced 
by Type “F” Violet Ray Generator. We have a current here 
that the Physician can use with absolute safety to himself and 
his patient, and rest assured that he has done all that can be 
done in the shortest possible time. 

Type “F” is not a toy and we want to call your attention 
to the fact that when Button E is pressed to bottom, you have 
a powerful current to deal with. A current that may aggravate 
or even burn your patient, when used where not indicated. (We 
refer chiefly to internal treatments.) Therefore we say play safe, 
doctor, and remove Button E entirely when you are doing deli¬ 
cate work. This will positively assure you that you are using 
currents of highest possible frequency. 

No other outfit has this feature and the physician using other 
outfits is compelled to regulate as best he can with a current of 
medium power, which is neither high nor low enough in frequen¬ 
cy to cover all cases. 

Bear in mind that all internal treatments must be made with 
<‘xtreme high frequency to avoid discomfort to the patient and 
1 lu S F” must be pulled out. 

Another feature combined in every Type “F” is a Tesla Coil 
protector, which insures long life and enables us to guarantee it 
tor twice the length of time of any other coil. Hence our state¬ 
ment it will outlive you. 



Type 

Marble, 
V alence 

plated. 


1* ’ outfit is substantially built upon White Italian 
and is inclosed in a plush lined ease with steel 
outer trimmings being of brass heavily nickel 


The 
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GENERAL INSTRUCTIONS 

For the use of high frequency violet rays 
generated by Type “F” outfit 

We recommend the more detailed method of instruction as 
given in the following text-books. 

High Frequency Manual.Ebcrhart...$2.50 

High Frequency Currents.Strong. 3.00 

Currents of H igh Potential.... Snow. 3.50 

The following are a few suggestions for treating diseases taken 
from cases where physicians have obtained excellent results. Not 
all of them through high frequency alone, but as a valuable 
adjunct in the treatment thereof. 

Abscesses Electrode No. 1. Keep in contact with skin 
and treat for 5 to 7 minutes with medium spark high frequency 
current. 

Acne The figuration electrode No. 20 is used for quickest 
results. Cauterize the larger pustules and treat the entire surface 
affected with the No. 1 Electrode for a few minutes. 

Acne Rosacea Electrode No. 1 or No. 2. Medium frequen¬ 
cy. Keep electrode away from surface to get cauterizing effect 
of spark. Duration of treatment to be decided by severness of 
case. Where much surface is to be covered lengthen time to 
10 minutes. 

Read Eberliart’s Manual, pages 104 to 108. 

Alopecia Electrode No. 1 or No. 11. Use medium fre¬ 
quency over the scalp for 5 minutes. If current is too strong ush 
higher frequency and lengthen the time. 

Anus Fissure of Electrode No. 2 is to be used. Treat about 
1 to 6 minutes with high frequency current as strong as patient 
< :»n l>ear without discomfort. 

// ta r ^ nosi f like Criticism is of little, avail unless it travels hand in hand 
with Remedy, Treatment and Cure. 
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Headache When not caused by stomach apply Electrode 
No. 1 with medium spark high frequency over forehead and 
hack over the ears to back of neck. Occasionally down the spine. 

Hemorrhoids Use rectal electrode No. 2 or 12. Use delicate 
High frequency current. To remove use fulguration Electrode 
No. 20. 

Hypertension Auto condensation produces most rapid 
results. 

See Arteriosclerosis. 

Hypotension Apply Electrode No. 1 to spine with heavy 
spark. 

Impotence Use insulated rectal Electrode No. 12 across the 
genitals with medium to high frequency current, for 4 to 0 
minutes. 

Influenza Breathing through ozone generator brings imme¬ 
diate relief. Follow with treatment over sides of nose and in 
some cases use nasal electrode internally. 

Lumbago Electrode No. 1 with sharp spark over and beyond 
painful area. Treat every other day for about 6 minutes. 

Massage Electrode No. 1. Medium or low frequency as 
preferred by patient. The lower the frequency and the sharper 
the spark the shorter the time required for treatment. Through 
heavy gauze is ideal. 

Moth Patches or Moles Fulguration Electrode No. 20 with 

m 2. 1UD ? or high frequency, Do not overtreat as 1 to 2 minutes 
suffices’over a small area. 

Nervousness Treat over spine with medium to high fre¬ 
quency. Daily treatments at first, followed by treatments every 
three days for about one month. 

Neuritis Surface Electrode No. 1, heavy current high fre¬ 
quency . Relief almost instantly. Do not treat over same surface 
}\er o minutes, but treat twice daily if at all possible. Results 
ar< most pleasing even in chronic cases. 

I Electrode No. 1 with sharp spark of medium 

vi nC J , p b]- v ov *' r muscles in contact and by patting. Raising 
nu.ne' i ro ! !‘ a )Gu ^ 1~4 to 1-2 inch above the surface. Treat- 
8 8 ou ^ he made daily and be of 4 to 8 minutes duration 
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Pro*tatic Diseases Special Electrodes are niBflr for f mating 

diseases of the prostate, but excellent results have been obtained 
bv use of Electrode No. 12, in reducing enlarged prostate. A 
niild medium frequency is used for 5 to 10 minutes. 

Pyorrhea Alveolaris Apply Special Dental Electrode No. 
19 to gums for 3 to 5 minutes, using high frequency and in di¬ 
rect contact with the gums. 

Rheumatism Combine treatments as given in Neuritis 
and Paralysis. 

Rodent Ulcer Best results are obtained with X-Ray. Ful- 
guration Point No. 20 has been used to destroy the affected tissue. 

Skin Diseases The Dermatologist will find many uses for 
the high frequency current due to its cauterizing, escharotic and 
antiseptic properties. Read any good book on the subject of high 
frequency or high potential currents. 

Sciatica Body Electrode Medium frequency. Apply for 5 
to 7 minutes. 

Stiff Joints Apply as for Neuritis with longer treatment if 
deemed necessary. 

Throat Diseases Use Throat Electrode No. 5 or No. 18 
with mild current high frequency. Finish by treating above 
and below larynx with Electrode No. 33. Duration of treat¬ 
ment about 8 minutes. 

Torticollis (Stiff Neck) Treat back of ear and down back 
and sides of neck. Use Electrode No. 1 with sharp spark me¬ 
dium frequency; patting the surface gently. Give treatments of 
10 minutes or longer. 

Trachoma Apply eye electrode No. 8 with highest frequen¬ 
cy. Treat over closed eye lid for one to 3 minutes. 

Ulcers (Chronic) Treat through gauze with as sharp a 
spark as can be tolerated, using Electrode No. 2 or surface 

No. 1. Ozone generator can be used to advantage by employing 
the spray. 

Uterine Diseases Use Electrode No. 13 and apply with 
highest frequency for short periods. Beneficient results are 
always obtained. 
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.. , M _, nIr patient ait close to a radiator while treating. 

, vo ,ir electric liglit bum too near your patient. Remember you 
l nJ him with 00,000 volte aiul the discharge of current from his 
bodyto the surrounding air will soon burn out your lamp, 
it l’t pvnect results too soon. 

Ilon’t Unlit the use of your coil to one or two cases only, write for latest 

n n^hlame^ourcoil if vou cannot get a spark, look at your own wiring. 

The coil is made under a guarantee and is carefully inspected. 

\ml don’t forget we have other electrical goods of equal quality. 

PRICE El ST 

-n_ rmtfit rnmnlete.80.00 


Type “F” outfit complete.. 

Type “F” outfit with addition of Ca 


autery circuit. 8*2.50 


VACUUM ELECTRODES 


No. 1. Surface. 

2. Rectal. 

8. Vaginal. 

4. Nasal. 

5. Throat. 

6. Urethral. 

7. Eye, Single. 

8. Eye, Double. 

9. Metal disc body electrode^. 

10. Dental, surface, insulated. 

11. Comb electrode... 

1*2. Rectal, insulated.(Prostatic). 

18. Vaginal, insulated. 

14. Nasal, insulated. 

15. Post nasal, insulated. 

16. Uretliral, insulated. 

17. Ear, insulated. 

18. Tongue, insulated.*. 

19. Dental, insulated. 

*20. Fulguration.;. 

‘21. Ozone generator. 

2*2. Ozone generator complete with bulb. 

80. Corn Electrode. 

28. Throat Electrode (outer). 

50. Universal handle insulated... 

ol. High frequency cord (heavy). 

^ eta l handle for indirect treatments, extra long. 

i o* 188 h an dle for indirect treatments. 

• *01. Cautery handle adjustable to 5 positions. 

Cautery Cords per pair. 

*105. Cautery knives any shape . 

Complete set of SNOW’S electrodes Nos. 1, 2, 8, 4, 5, and 6 


. /o 
1.00 
3.00 
1.50 
1.50 
1.50 
1.50 
1.50 
1.50 
1.50 
1.50 
1.50 

1.50 
2.00 

7.50 
10.00 

.75 

.75 

1.00 

.75 

.65 

1.00 

1.50 
1.00 

.75 

3.60 
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We also Manufacture and carry in stock a 
complete line of Electro Therapeutic Appa¬ 
ratus, which includes the following; 

Auto Condensation Treatment Outfits 
Auto Condensation Pads 
Diathermic Treatment Outfits 
X-Ray Plates and Equipment 
High Frequency Outfits 
X-Ray Generators 

Thompson-Plaster Electrical Cabinets 

Diagnostic Light Regulators 

Portable Combination Outfits 

Cautery Transformers 

Cautery Equipment 

Thera pen tic I am ps 

Head Lamps 

Dental High Frequency Outfits 
Dental Wall Plates 

Ask your nearest dealer. If he will not supply 
you, send your order direct to 11s. 
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Fun With a Violet Ray Machine 


June, 1931 


Science and Invention 


Fig. I—Letters of 

metal paint ap¬ 
plied to a bake- 
lite or hard rub¬ 
ber panel, in back 
of which is placed 
a grounded metal 
plate, will glow 
when touched by 
the electrode. 


Above the oval. 
Fig. 2 — A hair- 
thin wire, when 
connected to the 
machine will ex¬ 
hibit this remark¬ 
able halo. Left. 
Fig. 3—An elec¬ 
tric duel may 
prove more ex¬ 
citing than the 
real thing. 


The Old Fashioned High Frequency Machine Stored Away in Your Attic WiJ Provide 
an Endless Source of Merriment Through These Spectacular Demonstrations 


\ yTANY people have a violet ray 
VI machine lying around. They do 
L not realize that they can per¬ 
form a number of striking and very 
nteresting experiments with it. Seveial 
attractive demonstrations which can 
eery well be used for impromptu parlor 
uid lodge entertainments are here de¬ 
scribed. 

The average violet ray machine op¬ 
erates on what is known as the Oudin 
ligh frequency arrangement. The hook- 
ip includes an interrupter comprising a 
uagnet coil surrounding an iron wire 
lore which periodically attracts a vibi a- 
:or spring. The 110-volt alternating or di- 
•ect current thus interrupted through a 
oair of silver or tungsten contacts on the 
nterrupter spring and screw respectively 
also passes through the primary coil of 
the Oudin high frequency transformer. 
A high frequency current is set up in 
the Oudin primary, due to the action of 
the high voltage condenser. This high 
frequency current in the Oudin primary 
induces a current of much higher volt¬ 
age and similar frequency in the sec¬ 
ondary coil of the Oudin transformer. 


By Thomas Malloy 

The high voltage, high frequency cur¬ 
rent in the secondary winding manifests 
itself in a spark discharge. 

The average small size violet ray ma¬ 
chine yields a spark about one inch 
long when a piece of wire is inserted in 
the socket in which the glass vacuum 
electrode is ordinarily placed. 

The production of letters of fire as 
illustrated in Fig. 1 is a very beautiful 


demonstration. This display is of un¬ 
usual interest as it was one of the early 
experiments conducted by Nikola Tesla 
nearly 40 years ago. The characters 
and even complete sentences may be 
formed of wire, metal foil or gold or 
aluminum paint on the surface of a 
piece of bakelite or hard rubber about 
3/16 of an inch thick. A metal plate 
somewhat smaller than the panel is 
placed behind it and connected to a 
ground such as a water or steam pipe. 
A ground connection should be used be¬ 
cause a more powerful spark discharge 
is obtained. 

Hair-thin insulated wires when con¬ 
nected directly to the high voltage ter¬ 
minal will exhibit a most colorful glow. 
If you .wish, you can shape the wire 
to interesting forms. Fig. 2 will give 
you an idea of the effects which can be 
achieved. 

If you are a fairly good showman, 
a great deal of fun can be evolved 
before an (Continued on page 164) 


Fig.4—Two metal 
rings producethis 
display. 


Fig. 6—A beauti¬ 
ful glow will result 
it a vacuum elec¬ 
trode is held in a 
of wafer which 
rests on a grounded metal 
plate. 


Fig. 5—The circuit is from the high voltage ter¬ 
minal to a nail in the subject's mouth. The high 
frequency current travels through his body 
and jumps to the lamp filament. Thence to 
the filament of the second lamp, to the hand 
of the individual holding it and to the ground 
through the wire. 
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Science and Invention 


June, 1931 


Fun with 


a Violet Ray Machine 

(Continued from page 139) 


audience by inviting one of the crowd 
to fight a duel with you as shown in 
Fig. 3. If you wish, the high frequency 
current can be taken through your body. 
The spark will jump from the metal rod 
held in your hand to your opponent's 
foil. With a more powerful apparatus 
than the small hand type, the effect is 
more startling both to the audience and 
the would-be duelist. 

You will be surprised, no doubt, by 
the results obtained even with the one- 
inch spark apparatus. The average 
person is surely not accustomed to 
having sparks play about his body and 
the writer has seen many otherwise 
phlegmatic men become frightened 
when introduced to electrical spark 
phenomena that threaten to get on such 
close relations as jumping to their skin 
or even to a sword held in their hands. 



Fig. 8—An easily made hand rotator, to be 
used as explained in the text. 


A very pretty experiment is that il¬ 
lustrated in Fig. 4 which calls for the 
use of two wire circles. The smaller 
ring is placed either within the larger 
,one or to one side of it. One ring is 
connected to the vibrator and the other 
is grounded. When so arranged a cone 
of sparks is produced between the two. 
Those having the use of one of the 
larger violet ray machines will obtain 
a more spectacular effect as the rings 
can be separated farther. 

Using either incandescent lamps, 
even those with broken filaments will 
do, or the glass vacuum electrodes sup¬ 
plied with violet ray apparatus, many 
beautiful and entertaining exhibitions 
may be successfully completed. With 
the smallest violet ray machines, one 
of the first experiments you can make 
is that illustrated in Figure 5. As can 
be seen, the showman holds the elec¬ 
trode of the high frequency machine 
close to a nail which protrudes from his 
mouth. In one hand he holds a lamp by 
the round end. A second person grasps 
another lamp similarly so that the metal 
bases of the two bulbs make contact. 
This individual also holds a wire which 
is connected to the ground. The high 
voltage discharge passing through the 
two bodies will cause the lamps, through 
which it also flows, to glow with a most 
weird, bluish-white light. 

Three ways in which to light an ordi¬ 
nary incandescant lamp are shown in 
Figure 7. The topmost lamp is illumi¬ 
nated by allowing the spark to jump 
from the charged wire electrode to the 


metal base of the bulb. The lamp in the 
center is held in the hand and the spark 
jumps to the metal base. A stronger 
illumination is obtained from the bot¬ 
tom bulb by holding the metal base 
firmly against the electrode. 

For a novel and brilliant experiment 
you can hold either a lamp or vacuum 
electrode in your hand and approach it 
to the surface of a glass of water (see 
Figure 6). The liquid may be colored 
by dyes or other means. A pretty effect 
is obtained when the glowing lamp or 
tube is immersed in the water. The 
ground connection may be made to the 
water itself, but placing the glass on a 
grounded metal plate works very well 
indeed. 

Some unusual effects can be worked 
out by arranging one or more lamps or 
vacuum electrodes on a revolving disc. 
A fan motor which is probably gather¬ 
ing dust in your attic just now may be 
put to very useful service for this ex¬ 
periment. You will be agreeably sur¬ 
prised at the many varied patterns that 
will be produced by changing the fre¬ 
quency of the current in the Oudin coil. 
This is done by adjusting the vibrator 
screw. You can also vary the speed of 
the motor. For best results variable re¬ 
sistance should be connected in series 
with the motor. A hand rotator which 
you can very easily make yourself can 
be used as illustrated in Fig. 8. 

Most startling and impressive is the 
situation that you can produce by show¬ 
ing your friends that you have electric 
hands. Suppose that when persons at¬ 
tempted to shake hands with you, a 


Fig. 9—How to connect several lamps for 
high frequency experiments. 

spark jumped unexpectedly to their 
fingertips giving them a mild shock! 
You can stage this as a little surprise 
for some of your good friends. The 
high frequency apparatus can be placed 
in a closet or in another room if neces¬ 
sary so that no noise will he heard to 
arouse suspicion. Then by connecting 
the coil to a piece of wire netting or fly 
screen placed under the rug upon which 
you are to stand, you are about ready 
for this performance. 

A phoney “electric chair” always pro¬ 
vides a lot of excitement and plenty of 
fun. The apparatus can be used for 
platform lectures and also, “shush”! 
What a royal “goat” this will make for 
fraternity initiations. Having actually 
been stung by one of these “electric 
chairs,” the writer has sworn off join¬ 
ing any more benevolent organizations, 
unless he can personally inspect the 




initiation room. Even then he may be 
sadly fooled for the chief of the degree 
team may bring the violet ray appa¬ 
ratus along in his pocket. 

Surprising as it may seem the small¬ 
est violet ray machine will produce a 
world of fun for parties, bazaars and 
other entertainments if a wire from the 
apparatus is joined to a piece of wire 
screen placed under a thin cloth cover 
in the seat of a chair. You will get 
many a good laugh watching the expres¬ 
sions, indignant and otherwise, on the 
faces of those who accept the challenge 
to sit in the chair. Not many will re¬ 
main seated long, for the first spark 
usually is the stimulus for a wild yell 
and a meek admission that the device 
is too much for the daredevil. The 
larger high frequency coils, yielding a 
two to four inch spark will of course 
give much more spectacular and inter¬ 
esting results. A word of caution at 
this point—do not place your hand or 
any other part of your body in contact 
with grounded metal such as a radiator 
or sink and then extend your hand to¬ 
wards the charged wire of the high fre¬ 
quency apparatus. This usually gives 
an unpleasant shock. 

Illuminated letters—quite large in size 
—which will serve nicely to introduce 
your act, may be made by connecting a 
number of vacuum electrodes or in¬ 
candescant lamps, preferably those^of 
the straight tubular type in series* as 
diagrammed in Figure 9. Where it is 
necessary to make a connection to the 
free end of the lamp, a piece of tin or 
copper foil may be wrapped around the 
glass and bare wire fastened around it. 
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Some of r&ny TESTIMONIALS 

r«oeived from oliexrts arc published in tho following. 
Originals vrill be produood on request. 


30 Tintern Hoad. 

Ashfiold. 

18th August, 1941. 

Mr. Julius Flatus, 

340 Livingstone Road, 

Marrickviilo. 

Dear Ur. Platus, 

I foci it my duty to write to you to pay 
that in using the nigh Frequency apparatus wo hud 
bought from you I myself as vroll as my family have 
obtained the most remarkable success in the treatment 
of various ailments and diseases cuoh as Hheurutisn, 
Catarrhs, Sleeplessness eto. 

After two years during whioh I have used 
the apparatus I am new convinced that every f;utiily 
should possess such a machine for their benefit. 

Thus having used the apparatus with com¬ 
plete rucco.ic in many oases of illness I cannot but 
express ray appreciation and gratefulness by recom¬ 
mending it to all our relatives and friends who I 
trust vrill find it us satisfactory as I did. 

I shall always bo thankful for your 
suggestion to have this apparatus at homo and I hope 
you will bo ablo to supply many sufforors with it for 
their benefit. 

Yours oinoercly, 

(Sgd.) J. Vfrobol 
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Dear Mr. Platus, 


85 8penoor Road 
Crecome. 


30/9/41. 


9 


. ho* I aa getting on icith your 

Violet Ray Apparatus. It is certainly a great boon to 
ne and others. My Dermatitis is improving and my local 
Dr. says it* c a splendid thing for anyone to have, who 
liko mysolT cannot go out nuoh. Then again you may 
remember Mis a Hutton; well, I am treating her for 
Neuritis of ankles and neck. She is greatly pleased at 
results. Mrs. Fhilpott whom I treated after a treble 
break of ankle also tells ao her Dr. at N.S. Hospital 
remarked her* rouoh bettor che had got on than most such 
oases. She told him of my treatment and he was amused. 

Of oourso I could do nothing for her for 3 months until 
tho plaster cane off. Then che managed to hobble along 
hero and yesterday and Sunday her daughter (who is in 
the Air Force) a girl of 19 got writer** cramp from her 
studios at Horso Code eto. She has had 2 treatments and 
r lt t s keeping her. So in tho whole I think it U a real 

nooocsity for many ills." . 

(Sgd.)Urs. A.C. Shaw 

By tho way I never charge for treatments and hope v/hon 
our boys return from tho front to treat any of then that 


ncod it. 


7a Garfield St., 

Five Dock 11th Oct. 1941, 

Dear Hr. Flatus, 

It givoc mo much pleasuro to inform you 
that tho use of the n Hi$i Frequency Violet Ray" 
apparatus you supplied mo with about two years ago has 
proved very bonefioial to my health in general. 

Ac I told you at the tine ny hearing was 
off doted but now is almost normal . I ulso use the 
apparatus for indigestion & rheumatic pains liko 
eolation eto. but most of all is the improvement to my 
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aorvous system, I now enjoy a good nights sloop. I 
c-i grateful for your constant attention. 

Yours faithfully, 

(Sgd.) K.C. Kniopcl 


Nov. 2nd 

201 Russel St., 

Toowoomba. 

To Mr. Platus, 

Dour Sir, 
n 

I was over at Mr. Daltsor 1 s place one night 
last wcok, & he shovrod mo your Violet Ray machine, which 
has almost cured Mrs. Balt ter who had Rhourxticc in 
her unklo, I would vory much like to huy one of those 
oachincs ns I have Arthritis in my hands, but I am ... 


Yours faithfully, 
(Sgd.) llrs. P. Muller 


Anodu Flute, 

Elnnom P. 0 
Palm Boa oh. 

Ur. J. Platus, Jan. 1, 1943. 

Dear Sir, 

Yours of the 30th Deo. to kind. Ro Violet 
Machine. It is not myself that it is roquirod for, it 
lc for lire. Xoohlcr, her blood pressure is at timos 
vory hi^ 1 , and about 4 wooks ago oho lost the sight 
in her right eye, the specialist ro ports a clot of 
blood in tho voins behind the eye itself. The Special¬ 
ist and Dr. that attended her did not give much hopo 
of a recovery of much sight if any. Ac we have a home 
here whore wo arc living at prosont also another homo 
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on the Farm at Yams ion via Dally, in this place wo have 
the City Electrio Light, on the Farm wo have no olootrio 
light, so ic the Violet Ray plant oomrortiblo from 
Electric Current to Battery Current? 

lire, Koehler and I examined your Violet Kny 
ILa chino whon on a visit to Xr. R. Sohurnm and wore 
satisTiod as to its effioioncy. And am quito cc.tis- 
fiod as to all that is claimed for your Plant. And 
ii* your Plant can be converted from Elootrio Current to 
Battory Current I am prepared to purchase. If that 
cults you, you could como h<'ro from Brisbane in the 

early train, co-ordinated ticket from ... n 

Trusting to hoar from you, 

I remain. 

Your: faithfully, 
(Sgd.jYf. Koehler 


"Orohardloigh", 

Nolcon Road, 

Xr. Plntuc, Yomora , via Fairfield. 

Dear Sir, 

Ur. liajan, of Dundns, has giver, mo your 
address, and ho advised mo to write to you, with 
refcrone© to oortuln Elootrioal Appliances, cinllar 
to thou© he has himself, my wife has suffered for a 
lo: g time with Kheumathcid Arthritis. ~r. Ua^nn thinks 
the maohine night provo a ruooess in curing or at least 
ir. relieving the complaint. 

Could you arrange for a demonstration, with a vicar to 
my purchasing. If so, pleaso lot mo knew at your 
oarlicjrfc convenience. 

I remain. 

Yours rospootfully, 

(Sgd.) H«E« Daniel. 

On 12th January, 1943 Kr. Daniel wrote the following 
letter after having pur© hi sod tho apparatus* 
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Dear Sir, 

". Tho treatment seems to 

have given Mrs. Daniel a lot of roliof co far, and wo 
are hoping for further good recults in tho future. 

it 

I remain. 

Yours rospoctfully, 
(Sgd)a.E. Daniol 


Ruthven Street, 
Toowoomba, 

Feb. 16th, 1943. 

Dear X f r. Plat us, 

I«ve been using your High Frequency 
Apparatus for the pact twelve months and I can not 
praiso it enough. Previous to using your apparatus 
ny wife and I tried all cures for Arthritis and 
Rheumatism but with no success, and much loss of rest 
and eloep. Then I bought ono of your famous sets and 
wo got almost instant relief and continue to got good 
results. I*ve reoomended it to all ms friends and 
you oan uso this letter as a testimonial if you wish. 

Yours faithfully, 

(Sgd.) H. Androniooc 


82 Dunellon St., 

• Grccnclopoa, 

19-2-43• 

Mr. Platus, 

I wish to thank you for the benefit I 
havo reoeivod since using your apparatus. 

I havo usod it for the past eight months 
and have had more benefit from it, than years of 
Dr* n treatment for neuritis in my hands rend arms, 

Vto have also found the apparatus very 
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good for various othor complaints In the family. 


Yours sincerely, 
(Sgi.) Mrs■ W. Cooper 


St. Ruth via Dalby, 
Fob. 20th 


Vr. Platur. 

Dear Sir, 

I am writing to you r© Ultra Violet Ray 
machine purchased from you some time ago. All I oan 
say is this. The machine is as good and bettor than 
you said it was. Jdy wife swears by it and said it 
would be the last thing oh© would part with. Work 
now is no trouble to hor. X aysoIf suffered with 
blooding piles, used the mchino three times and haven’t 
had then since. I had a servant girl who eufforod from 
nos© bleeding used the machine on her throe times and 
the next day she said she could blow her nose without 
making it blood. Hoping there are more sufferers 
about that will hear about this maohino. 


I remain. 


Yours truly, 

(Sgd«) H.R. Sohurmnn 


H-R- Tt was tho best days work ovor I done whon I 
sed that machine. 



Box 75, 

P.O. Toowoomba 
20th February, 1943. 


Mr. J. Plntur, 
SYDNEY, 


Dear !Cr. Flatus, 

Just a few linos to lot you kne m that it 
is fifteen months since I purchased tho Violet Ray 
apparatus, and I find it very benefioial indeed. When 
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I thinfc four yours ago the Doctors would not allow no 
to chop wood or push a lawn mower climb hills or 
rtairs on aooount of Heart trouble (Angina) now I on 
pleased to say I am able to do the lot. I was alr.o a 
j 7 *ofit sufferer with Lumbago, having to have Morphia 
injections as it was so acute. Now I treat the Lumbar 
region a couple of times a week txnd I on glad to say 
I wont through the last winter without the least sigri 
cl' an attack. 

I have also troatod an old gentleman oigjhty- 
throe years of age for badly wrenched muscles in his 
shoulder, tho result was wondorful, ho could not raise 
his am and ho was ouroc in six treatments. 

I also treated* a rctumod soldier who had 
trench feet badly ewollon and whom tho doctors had in 
bed for three weeks after eight treatments he was ablo 
to get in his oar and do a five hundred mile trip on 
his business as a traveller. I have also seen the 
ruohine used on rhoumatic and arthritis oases with 
wonderful results, I have no hesitation in r©comaending 
it to anyone I would not be without it. 

I am. 

Yours faithfully, 

(3£d,) J.P. Hutchison, 

99u Bridgo ot.Toowoomba Q. 


10. llury St. 

Toowoomba, Qsld. 

20/2/43. 

- T -r. J. Platus, 

C49 Livingstone Rd., 

!!arriokville. 

Dear Mr, Platus, 

Your Elootro-Med ioal-^Apparatus dono 
great wonders in curing ray wifes Rheumatism. I myself 
suffered greatly with Solution and am now cured by 
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using your apparatus, 

I can honestly cay that we would not be 
without ono now after roociving suoh groat benefit by 
the us© of your apparutuo. 

You are at liberty to make full use of this 

statement. 

With kindest rogards from uc all, 

Yourc faithfully, 
(Sgd,) M. Baltf.er 


PaInorin Stroot, 
Warwick, 

Mr. J* Platuc, 22nd February 1943. 

349 Livingstone Road, 

Marriokvillo, 

Sydney. 

Dear Mr. Platus, 

Just a friendly note to let you know how 
wo havo been progressing with the apparatus. It is 
approximately twelve months sir.ee we reooivod it urd 
commenced troatirg Patriok. 

Wc feci hs has responded vory well, althou^ 
you have explained hie case will roquire many yoars of 
treatment, ilo is much stronger and more robust since 
the treatment begpn and we feel sure the apparatus is 
responsible. 

TTo have also usod it for oolds and hoad- 
aohos and found it moot successful. 

Kindest rogarde and best wiohoc from 
Mrs. Skohan and myself. 

Yours faithfully, 

(Sgd.) D.J. Skehnn. 
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Feb. 26th 1043 


7 Russell St., 
Tocwooiriba, Q. 


Mr. J. Platus, 

Doar Sir, 

it gives mo the ©latest pleasure to bo ablo 
to inform you that my little boy Billie who has been 
cuff urine from infantile paralysis In the right log 
is having benofioial results from the use of the 
Violet Ray apparatus v/hich we purchased from you 
about 9 months ago. 

Hy wife who is suffering from heart trouble 
and norvousnoco is also having good results from the 
tr ea t ment• 

Ac for mycolf I feel sensibly better and 
more onergetio thrai for years, thanks to the apparatus. 


With kindest regards 


Yours faithfully, 
(Sgd.) Tfm. Booker 


No. 17 Clomton Avo., 
Clonton Park, 
Barlv/ood, N.S.W. 

7th itaroh, 1943. 


To Hr. J. Flatus, 

Doar Sir, 

I have pleasure in writing you upon the 
rosuits I have had in tho uro of your Ultra Violet 
Ray Apparatus. I have used it with great benefit in 
cueos of Influonxu, in tho relief of sever© head- 
aohoc. Catarrh of the Ears, and also upon ny father 
who is 86 years of age in the oace of ctoraoh trouble 
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and wind rupture, I nlso used upon a friond of mlno who 
had boon under treatment with oleotrio noodles upon a 
coro upon his jaw which war gradually eating his jaw 
away. I my state that the Elootric needles did not do 
hir. any good, after using tho apparatus upon him for 
six months it was completely healed. Since using tho 
apparatus iry hair has started to grow a#iin upon ny 
head. I have also used it upon my children, my youngest 
daughtor Betty oould not attend sohool owing to 
In o ora ted fnoo muscles, her jaw kept dropping out of 
its socket and sho was attending hospital for some 
time with no results. After a few treatments with tho 
ruohine the trouble was overcome. 

Another oaso I treated was a Mr. Skclly of 
Camps io who had been under treatment for three months 
by both tho hospital and his doctor for eolation and 
neuritis, after two weeks 1 treatment ho was quite well 
again.. I may add that tho doctor and hospital treatme nt 
had no results upon him, yet after two weeks' treatment 
with the apparatus ho was quite well ngiin. 

Hay I also add that sty nerves are now a 100# 
for I was a bundle of norvep before using the machine. 

I am writing this to lot you know tho results of the 
machino if used according to your Directions and In¬ 
structions. I have given treatment to many of my 
friends with benofioial results; It is a great pity 
that there is not a Ultra -Violet-Ray in every homo, an 
I feol sure that the Doctors would be saved a great 
doal of minor attendances, and a great saving of their 
tire for more serious oases as pooplo could givo 
themselves home treatment in casos of Rheumatism etc. 

You may use this letter in any way you doom fit. I 
hope 1 am never without tho machine as I know tho 
wendorful work it will do. 

I am. Sir, 

Yours faithfully, 

(Sgd.) V.E.J. Burfoot. 
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14 Wyndham St., 
Toowoomba, 

March 8th,1943. 

Dear Hr. Platus, 

I am just dropping you a lino to lot you know 
how pleased I an with your Bloctro-Wedicnl Apparatus. 

J^y wife hnc had heart troublo from childhood 
and right through life the troublo scorned to become 
worse an tino v/ont on. She suffered a lot from hoart 
attacks which naturally left hor in a very weak state 
of hoalth. 

Aft or sho had treated horsolf with your 
apparatus for a few rndhths her heart bocamo almost 
nomal, oho can now do h«r houoo work and also quite 
a lot of puxloning. 

I nyeolf not with an aeoident to ny baok many 
years ago and sufferod quite a lot rind after treating 
irycolf I have rcooivod much benefit and oan do ry 
daily work also I nay mko mention of ny con who had 
ear trouble for some tino and oould not get reliof 
so he decided to treat himself with the Apparatus, after 
a few treatments ho got wonderful reliof and to his 
surprise his hearing was restored and has boon good 
over sinoo. 

I have had two yoarc of practical oxporiono© 
with your apparatus and know of its benefits in tho 
hone . I would not like to bo without it as it is a 
friend in need and a friend indeed. 

Yourr. sincerely, 

(Sgd.) Char. Tfocker. 
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HEAT the violet ray (hi® frequency current) is. 


The Violet Ray High Frequenoy Current, or as it is 
nxjj.e ooBnonly called, the "Violet Ray," is a new phase 
of Bleotricity. It is applied to any part of the human 
body without pain, rcusoular eontmotion or disagreeable 
sensation of any kind. The electrical oscillations re¬ 
presenting the High Frequenoy Current follow each other 
with suoh tremendous rapidity that they out speed our 
nervous sensibility; wo do not becone conscious of their 
presence; in other words: our nerves are •insensitive to 
tho eleotrioal oscillations of the Violet Ray. The Vio- 
lot Rays are pleasing, and though most stimulating and 
hi^ily invigorating to the entire system, nerves or 
muscles, cannot record -the presence of their great 
power. 


WHAT VIOLET RAYS DO. 

Violet Rays or High Frequency Currents benefit all 
living matter. Through the glass vacuum applicator 
light, heat, eleotrio energy and ozone are oreated. 

Theso forces are uniformly potent in relieving and eli¬ 
minating huran ailments. Violot Rays present a remedy 
upon which we can rely. They are positive and certain 
in aotion. They r/ill roach where medioine does not, 
and ofton cannot - yet they cause no pain, no disagree¬ 
able sensation or disoomfort. They furnish a soothing 
relief. They destroy germs and have a strong pevor 
over infection. A Violet Ray treatment is the surest 
method of relieving pain. Applied to that part of tho 
body whore the pain is severest, the rays and High Fre¬ 
quency eleetrical discharge penotrato every cell, tissue 
and organ and tranquilire and sootho. They build up 
the forces of nutrition and genoral health. Violet Rays 
will stimulate and strengthen tho vital organs, develop 
tho body and steady the nerves, spraying thousands of 
volte of High-Frequency electrioity into any weak, slugg¬ 
ish or painful organ or musole, purifying und causing 
the flood of warn, rich blood to surge through the treat¬ 
ed part. 
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VIOLET RAYS FOR WELL PEOPLE. TOO. 

Even if you are at present strong and well in every 
respect, the use of Yiolet Rays will be of immense 
benefit to you. They provide a stimulation to whioh 
a healtlybody inmediately responds. They safeguard 
you against the coining illness and reduction of vita¬ 
lity. 

OK USING AND STARTING THE HIGH-FREQUENCY APPARATUS. 

Using the high-frequency apparatus. 

As the high-frequency apparatus is not connected to 
earth, its use is absolutely without danger. Consequen 
ly, there need be no anxiety in handling the apparatus 
for the first solf-treatment. Confidence soon follows, 
and the correct ueo of the apparatus becomes a matter 
of course. 

Starting the high-frequency apparatus. 

High-frequency appliances can be plugged to any 

lighting installation and can be used with either di¬ 
rect or alternating ourrent. All that is necessary is 
to see that the apparatus is adapted to the voltage 
used. 

Before starting: 

r First make suro that the voltage stated on the ap¬ 
paratus agrees with that in use in the house. 

Starting the apparatus: 

1. The eleotrode to bo used at the time is oare- 
i'ully inserted in the handle with a slight turning 

movement. 

2. The flex is oonneotod to a plug bracket. Should 
none be handy, use a screw attachment. 

3. Take hold of the handle with the left hand and 
place the eleotrode firmly upon the part of the body 
to be treated, or upon some other objeot, so that in 
any case the current may be deflected. 
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With the right hand turn tho regulating-knob slcnr- 
iai gradually to the right until violet rays aro 
2t*iblo in the electrode. If stronger current is de¬ 
sired, turn the regulating-knob still farther to the 
right'.Treatment should always bogin with tho ourrent 
weak, inoreaeing as you go on. In almost all oases it 
is not correct to assume that the stronger tho apparatus 
Is adjusted the stronger will bo tho effectiveness. 

5. Eaoh particular treat-iont 
must be in accordanco with the 
times of treatment stated in 
this book. Between tho troat- 
monts the apparatus mist bo 
switched off and allowed to 
cool down. 

After treatment: 

1. The regulating-knob is turn** 
ed back to the left until it 
busses. 

2. The flex ie prilled out of 



the plug braoket. 

3. The eleotrode is taken out and cleansed as direct¬ 
ed in the appendix on "Electrodes”. 


General remarks: 

1. The apparatus must never be connooted to an electric 
supply of voltage other than that indicated on the ap¬ 
paratus, 

2. The apparatus must always only be connected when 
the regulating-knob is turned full round to the left. 

3. Always avoid any sudden or violent regulation of 
the apparatus from woak to strong. 

4. An electrode nust be on the apparatus before the 
ourrent is allowed to run through it, or with the elec¬ 
trode resting on somo part of the body or on some other 
object, so that the ourrent may always have an outlet. 

5. Take care that the apparatus is not accessible to 
unauthorised persons not aoquaintod with the handling 
of it. 
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6. If the above directions arc exactly oarried out 
every good apparatus can be cxpooted to fulfil con¬ 
tinuously the demands placed upon it. It will then 
have an almost unlimited lifetime, and will always 
give satisfaction. 

Pay special attention tot 

Switching ont Always slow and gradual. 

Switching offs Short and sharp. 

GENERAL REMARKS ON HI®-FREQUENCY TREATMENT. 

On starting the apparatus, one should not oome in 
contact with electric or telephone wires, or metal 
and similar objects. Although no consequences can be 
caused thereby, priokly sparks may possibly flash 
across now and then, causing alarm or an unpleasant 
feeling. 

Not to be used in damp rooms; remove metal ornaments. 

Treatment with tho high-frequency apparatus is most 
successfully appliod in well-ventilatod rooms. Under 
no oiroumstances should the room be very damp or filled 
with water-vapour (as in bathrooms); see also that th6 
floor is dry. Tho skin must be rubbed dry before treat¬ 
ment; wot or perspiring places on the skin are not 
suitable for the treatment. Metal objects, suoh as 
rings, ohains, earrings, hairpins, are best taken off 
before treatment. 

Increase the current gradually. 

Generally it will be found pleasant to begin every 
treatment with weak current, and only gradually apply 
the prescribed strength. In this matter, each indiv¬ 
idual must be guided by his personal stronger or weaker 

sensation. 

If it is desired to apply a partioula-ly weak current, 
especially in treating the eyes, ears, and nose, ono or 
more fingors should be placed on tho neck of the electrode, 
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• «.s a conductor, 30 that the current nay net 

Bar* 

Yfhrt nnst be observed in treating the hair? 

Hair-treatment rust not be undertaken immediately 
after Trashing with alooholio hair-washes and shampoos, 
as otherwise the danger right arise of the alcoholic 
vapours remaining in the hair catching alight. 


Mote also the remaining instructions. 

Many illnesses arise in consequence of nn unsuitable 
node of life. High-frequency treatment cannot, whore 
that ic the case, remove the violation of natural laws. 
An improvement can therefore never be looked for unless 
the old habits arc given up. Attention must according¬ 
ly be paid to the remaining instructions for treatment, 
and in this way the goal will be reached more quickly 
and more surely. 

SSraSgmmSHp m 

MTRODUCTOror REMARKS ON HIGH-FREQUENCY TREATMENT, 

for the 3ick and the healthy. 


That surprising successes arc obtainable with high- 
frequency is confirmed by doctors who make a serious 
use of high-frequonoy in largo practices. It is of course 
impossible within tho limits of this pamphlet to discuss 
high-frequency treatment exhaustively and to present a 
cemplote exposition of its manifold successes. We oust 
rat.or confine ourselves to giving here only brief intro¬ 
ductory remarks regarding the treatment of diseases 
•ad complaints, the course and curing of which can be 
favourably affected by high-frequency treatment. This 
pamphlet makes no attempt whatevor to play a part which 
it is not intended to play. We have no intention of tak- 
the plaoe of tho professional advisor, the doctor. Go 
consult your doctorl He will then take the correct 
sures for the high-frequenoy treatment and will super- 
•• the oarrying-through of the treatment. Thcreforo 
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be prudent and try no trioks! Just as vrith medicine, 
high-frequency cannot In all oases be the only means 
of help. It would be presumptuous to moke suoh an 
assertion. Aryone, however, who has tested the effect¬ 
iveness of the high-frequency treatment, and has be¬ 
come familiar with the apparatus, very quickly dis¬ 
covers the many and varied possibilities of its use. 

Above all, a strict rulo must be made of the punctilious 
observance of a regular course of treatment, which in 
any case must be begun at the first signs of 511ness. 

Thus the possession of a high-frequency apparatus 
will bring relief, healing and recovery, and be a eause 
of rejoicing. The outlay will not have been made at 
the instance of some passing advertisement, but the 
money spent will bear manifold interest in the ooinage of 
health, fresh vigour, and new courage to faoe life! 

DIRECTIONS FOR APPLYING HIGH-FREQUENCY TREATMENT. 

To put it briefly, the nature of high-frequency 
treatment consists, firstly, in the produotlon of heat 
by the current, especially when the electrode is placed 
upon the body; secondly, by means of the sparks which 
are thrown off when the eloctrodos arc held at a distance 
from the surface of the body, special psychological cura¬ 
tive effects arc set up; thirdly, by indiroot treatment 
the high- frequency currents may bo directed through a 
second person to any part of the body desired; fourthly, 
by means of high-frequency, applying elcotrodos shaped 
specially for tho purpose, disfigurements on the skin 
can be romovod, and thus destruction of tissue be offeot- 
ed without blooding; fifthly, the flow of rays by high- 
frequency ourrents can be imparted to the whole body by 
genoral charging with the metal electrode or the satur¬ 
ator; and, sixthly, when the high-frequency ourrents 
pass into tho air ozone gas is given off, which can be 
used for healing purposes by osono-inhalation through 
electrodes specially prepared for this purpose. Thus, 
one after another, six fundamental methods of applying 
hi gh-frequonoy treatment have boon established. 
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nt by contact, (General fora of treatment.) 

itswnt by contact, the most frequently applied 
radiation, is direct high-frequency treatment, 

0 h the high-frequency current aots from tho elec- 
fr% close oontaot with the skin, i.e., by placing 
Leotrode firmly upon the skin and making slow 

movements with its (a) ir. the case of external 
to b« treated, directly upon them; or, (b), whon 
il parts arc under treatment, by means of special 
rodcs. Both in (a) and (b) the high-frequency ourrent 
iplled directly to tho parts under treatment. 
External Treatment. This is applio- 
Le for removing all kinds of pains of a general chartso- 
neuralgio affections, rheumatism, sciatica, and 
Lar complaints. Also for beauty and general physical 
culturo, for smoothing and revivifying the skin, for the 
strengthening of musclos and nerves, for attacking indi¬ 
gestion and constipation, and for various abdominal dis¬ 
orders, eto. 

(b) Internal Treatment. This is carried 
out with special electrodes which can be inserted into the 
apertures of the body: for noso, ears, anus, vagina, ure¬ 
thra (in the case of the lattor only by the doctor). Suoh 
treatment has often shewn amazing results. Thus, for ex¬ 
ample, certain chronic affections of tho nose, neck, and 
throat, and many othors arc relieved in this wuy. In most 
oases of internal treatment, the particular electrode usod 
is previously oiled and then carefully inserted. Then, and 
not before, the current is turned on end increased gradual¬ 
ly* During the insertion no active movement should be made, 
as such movements might causo the electrode to break, In¬ 
sertion into the anus is xsost conveniently wade when tho 
patient is lying on his side with knees drawn up and is 
breathing deeply through tho open mouth. The bowel should 
have been previously emptied, either naturally or by moans 
of an enema. 


2. Discharge of Electric Aigrettes. 

(a) In loose oontaot with the 
* k i n (short distance uwruy from the skin). Specially 
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beneficial effects can be obtained by aigrette-dis¬ 
charge, in whioh the deotrodes are not brought into 
direct contact with the skin, but arc held away from 
the skin, the distance trying according to personal 
sonsitivenoss, and the curront is emitted in the form 
of sparks. In this way, we receive, in espeoial, a very 
benofiolal skin-stimulation, and the inoreased accession 
of blood in the skin thus aohieved is soon evident by its 
favourable Influence on the underlying organs and on the 
local blood-circulation, 

(b) Through interposed cloth 
(folded doth, about £ in. thiok). In order to retain 
more definitely the advantageous heating effect on the 
skin, the discharge oan be passed through a dry linen 
(or, preferably, woollen) cloth folded two or three 
tines. One speolal advantage of this method of treat¬ 
ment is that a still stronger skin-stimulation is 
brought about, with corresponding good effect upon the 
more deeply underlying organs. 

It is not advisablo, however, to carry out tho troat- 
mont through tho clothing, as scams, etc,, add to the 
thickness and thus tho length of the sparks is varied. 
Metal objocts, such as buttons, buckles, ete., might 
also concontr&to tho sparking upon themsolvos and then 
causo severe transmission to tho skin. 

3, Indirect treatment through a second person. 

The procedure with this treatment is as follows: The 
person under treatment takes the metal electrode or the 
saturator in his hand, arid the current is then ewitohed 
on. A seoond person now oarriee on the treatment by 
massaging, or stroking lightly with the hands, the parts 
needing treatment. Tho high-frequency force is conducted 
to and in the body of the patient everywhere whero the 
operator placos his hands. 

It is important that the patient undergoing this pro¬ 
cedure should, as muoh as possible, be safeguarded from 
conducting off the ourront, i.e., insulated. This oan 
best be done, for example, by lying on a sofa or bed. 

In such massaging carried out by a second person, tho 
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high-frequency current* are conducted through the hands 
of tho masseur, and then pass off through his body to 
earth. At tho end of the treatment, the ourront must first 
be turned off before the attendant removes his finger-tips 
from the patient's skin. 

Although indirect treatment through a second person has 
proved itsolf to bo an excellent method of troating various 
illnesses, it is only to be used for certain definite eases. 
Sene physicians who have often appliod this treatment have 
nevertheless found that some patients feol themselves weak¬ 
ened by it. Nor is it to be used for patients with oontagi- 
ous disease. The latter will find the indireot self-treat¬ 
ment described under no. 6, the so-called n charging r (i.e., 
an indireot self-treatment without eeoond person), an 
equally effective method of treatment. 


4. Fulgumtion. 


Fulguration is tho sudden, shArp discharge of the 
high-frequency current upon the spot under treatment 
through the cautery electrode, into the tip of which a 
small wire is fused. The discharge has tissue-destroying 
effects, resulting in the removal of disfigurements on 
the skin, such as pimples, blackheads, warts, freckles, 
ooms, proud flesh, oto. 

Tho cautery electrode has a detachable glass tube over 
the small wire. During the treatment this tube is to ad¬ 
justed that the fine point of the wire is withdrawn a 
•rail fraction of an inch behind tho uppor aperture of the 
sheath. The glass sheath is placed upon tho spot under 
troatmont and then the current is turned on. Tho current 
is first put on so gontly that a very weak but uniform 
3tream of sparks is applied to the spot treated. 

The bad spot whioh it is desired to remove is now 
treated for a short time until it turns whitish, a sign 
that tho skin-tissue is destroyed. If there are bigger 
formations, then various spots in them are treated. With 
fulguration treataont, no bleeding or wounds tako place, 
as in other methods, also the forming of scars is avoided. 
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6. Indiroot self-treatment (Charging). 

Indirect treatment is certainly the most successful 
and effeotivo means of raising the generul state of 
health. It stimulates the cells and the circulation of 
the humours into more vigorous activity. It causes a 
general rc-onorgising, strengthening and revival of the 
cell-tissue, as well as improving tho blood and facil¬ 
itating the circulation of the blood. 

The body can also be charged very simply with high- 
frequonoy current by holding the metal eleotrode or the 
saturator alternately in the ono hand and then in the 
othor and turning on the current, increasing it for about 
5 minutes. During this treatment sit on a wooden chair 
with tho foot on a wooden stool, so that the hi gh-fre¬ 
quency currents may not ironed iAtely run off to earth. 

In this way the whole body is alternately charged and 
uncharged, thus imparting a feeling of vigour, strength 
and comfort. Charging is used in all casos of norvous 
affections, dobility or exhaustion, and also when fagged 
out, run down, or suffering from insomnia , eto. 

6. Ozone- Inhalation. 

Ozone-inhalation is carried out with a special elec¬ 
trode, the ozone-inhaler. InhalAtion of ozone has pro¬ 
duced favourable results and cures in cases of inolpient 
lung-trouble, neck complaints, bronohial catarrh, asthma, 
and other affections. 

Thor© arc several kinds of inhalation electrodes. They 
are divided on tho prinoiplo of evaporation or, alter¬ 
natively, spraying. To use the inhaler, pour in the in- 
halution-oil, insert the olcctrode into the handlo aid 
take hold of the middle of the inhaler with the loft hand. 
With the right hand, pump air through the ozone and oil 
ohamber of the inhAler by means of slow and uniform press¬ 
ure of the rubber-bellow. The mixture of oil-ozone being 
pumped out through the mouthpiece of the electrode is new 
slowly and deeply breathed in. Begin the treatment with 
increasing current and taking from 6 to 8 breaths, adding 
to the number gradually. For inhaling it is best to use 
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q ttc^ lyptus oil with 10# menthol or pine-leaf 0 il. Slow. 

inhaling bring about good of foots. The mouthpiece, 
iurjrcr should not bo hold too near to the aperture of 
tilt nose or mouth, but above nil is not to be inserted 
in it. Mixing of the ozone with the above-mentioned 
evaporated or sprayed oilc is necessary, because pure 
osone has a oorrosive effeot upon tho mucous membranes, 
while, in combination with the inhalation-oil, the 
mixture has a relieving and soothing effeot. 


DISEA8BS AND THEIR TREATMENT. 

1. Diseases of the organs of movemont. 

Among diseases of tho organs of movement, changes in 
musoles and joints are peculiarly susceptible to high- 
frequency treatment; diseases of tho bony framework of 
the body are not all suitable for solf-treatmont with 

high-frequency. 

RICKETS. This disease is chiefly oaused by herodity, 
malnutrition, and the ohild's unsuitable conditions of 
life. The treatment of a disease like this must first 
deal with the removal of its unsuitable circumstances. 

Tho first things to be provided are: a good deal of veg¬ 
etables and fruit, especially in uncooked fora; not 
much meat and eggs; plenty of air and sun baths. The 
high-frequency treatment consists of radiation movements 
over the whole body with the surface-electrode (UE 1, 

UE 2 or UE 4) twioe daily, for six minutos each time, 
tho movements to be made from the neok and from the hands 
downwards to the heart, and from the feet upwards to the 
i. At first weak current is to be used, and medium 



ngth after a woek*s treatment 


ACUTE ARTICULAR RHEUMATISM, a very painful, feverish dis¬ 
use, passes from one joint to another, first attacking 
the limbs. In this disease the doctor nust be consulted. 
Pood to be dieted, little liquid to be taken. High-fre¬ 
quency treatment as follows: first, careful radiation 
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of tho painful places with the skin-surface oleotrodo 
( UE 1, UE 2 ) once or twice dally for seven minutes, 
using medium current. Later, more energetic treat¬ 
ment with the condonsor or the nerve-brush. Occasion¬ 
al morning charging of tho whole body. 

ACUTE ARTHRITI8 arises gcnorally through excitation 
of tuborculosis, gonorrhoea, syphilis, or it can 
arise from gout (soe later), or as a consequence of 
blood-poisoning. In addition to tho treatment of 
the original disease prescribed by the doctor, radi¬ 
ate tho inflamed joint and the part round it once 
or twioo daily for seven minutos with the surface 
elootrode ( UE 1, UE 2 ), using first weak current 
and later modium strength. When the symptoms die 
away, for the second treatment use a massage roller. 

CHRONIC ARTICULAR RHEUMATISM can occur in conjunction 
with aoute articular rheumatism, or also be due to 
catching cold or getting wet through. Treat the joints 
attacked twice daily for seven minutes with the 
electrode UE 1 or UE 2, using medium current. In 
addition, treat the immediate neighbourhood of tho 
joints onoe daily for five minutes with tho akin 
eleotrode. Help tho return to full mobility by fre¬ 
quent movements, taking oaro not to put too great a 
demand upon the joints. 

OTHER CHRONIC FORMS OF ARTHRITIS go with stronger 
discharges of liquid into tho cotylos. In thoir 
further course, movements arc more severely restrict¬ 
ed. Tho cause of ton lio3 in a push, fall, or over- 
exertion, or is due to infection. The high-frequency 
treatment is tho same as for ohronio artioular 
rheumatism. 

BRUISES aro harmless injuries which lead to local 
blood haemorrhage, and are painful when pressed. 

Apply damp compresses. For tho first few days treat 
tho disoolourod or swollen parts of tho skin twice 
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for 4-5 minuteo with the electrode UE 2 or 
^ith medium ourrent; later, massage-rollor. % 

First cet tho injured part immediately in a 
iblo position and bind a wot cloth firmly round 
joint. Tho higb-froquoncy treatment quiokono re- 

epeodily alleviates the pain. Radiate care- 
^Ihe painful parts twioe daily for 4-5 minutes 
the oleotrodo UB 2 or UB 1, medium ourrent. Should 
be a suspicion that a tendon is tom or evon a 
boae broken, tho doctor must oe sent for at onoo. 

DISLOCATIONS aro to be reoognised by the altered shape 
of the joint. Appropriate setting of the bone must bo 
iTO^diately undertaken. After this, the joint must be • 
mAd«' comfortable with a damp bandage for a few days; 
then begin to treat the injured joint and the part 
around it slowly and carofully by light massage with 
the electrode UB 1 or UE 2 twice daily for 4-6 minutes, 
using medium current. 


MYODYNIA. This cay be a matter of diseases of the 
nervous system, or of tho blood vessels, or anemia. 
The painful part is radiatod twice daily for 4-6 
minutes with tho olootrodc UE 2 UE 36, and once 
daily with tho mas sago- roller for about 5 minutes; 
medium ourrent. 


cto. 


ACUTE MUSCULAR RHEUMATISM arises from similar cauoes 
as articular rheumatism and is similarly treated, 
(electrode UE 2, or UE 1, twice daily for 6 minutes). 

LUMBAGO is a form of rheumatism of the loin muscles. 
Treat as for rheumatism. 

TORTICOLIS is rheumatism of the neck muscles. Treat— 
®*nt as for rheumatism. 

CHROMIC MUSCULAR RHEUMATISM is much more obstinate. 
Tho pain varies in intensity. Hard nodules, very sen¬ 
sitive to pressure, can often be felt in tho misolos. 
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Particular attention crust be paid to these in the 
hi gh-frequonoy troatmont. Radiate them twioe daily 
for 6 minutes, using the electrode UE 1 or UK 2. In 
addition dovoto 4 minutes each time to radiating tho 
surrounding parts; medium current. 

MUSCULAR DIASTROPHE can occur as a result of in¬ 
ordinate demand upon a muscle and of clumsy movement. 
Put on a damp bondage and nurse the musole. Healing 
is accelorated by high-frequency tr*. r.tm ent , which 
must be undertaken twice daily for C minutes with 
tho eloctrodo UE 1 or UE 2, with medium current. 

Pass tho eloctrodo with light stroking movements over 
the injured spot for 5 minutes eaoh time. 

MUSCLE OYERSTRADI, following 
on physical exertion, is 
treatod before going to 
bod and on arising for 
8 minutes v/ith the massage- 
roller, medium ourront, 
as woll as with tho olec- 
trode UE 1 or UE 2 twloe 
dally for 5 - 6 minutes. 

UNUSUALLY OBSTINATE 
RHEUMATISM, SCIATICA, oto. 
are combated still more 
energetically with tho 
electrode UE 2 or UE 1 
Massage roller. twioe daily for € minutes. 

2. Diseases of the brain and the nervos. 

Of the diseases of the brain, only suoh are here 
disoussod as lead to a limitation of physical activ¬ 
ities. Psychical and mental derangements attack the 
manifestations of the soul and the understanding.and 
auch sufferers noed above all psyohioal treatment; 
they require suitable attention and supervision. 
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jU©iIA OF THE BRAIN my b© produced by any occurrences 
audir.g to a dooroaB© of the total quantity of blood, 
such as severe loss of blood, ©to. The high-frequenoy 
treatment consists of radiating the body, in a rcounbant 
position, with the electrode UB 1 and UE 11 for 4-6 
rdriUtoc, onoo to twice daily, with medium strength, 
©specially the neck and nape, and further the chost ani 
upper part of the back. 

FAINTING may occur in consequence of nervous over-ex- 
eitation, suoh as excitement, or through unpleasant or 
repulsive impressions. Lay tho fainting porson down, 
open oloso-fitting garments and allow accession of fresh 
uir. Cool brow and temples, and in certain cases the 
region of the heart also, with cold compresses. Treat¬ 
ment as for anemia, 

CONGESTION OF THE BRAIN is observed in conjunction with 
ir-flcuisnatory appearances in the region of the head,suoh 
ns sneexing or throat catarrh; further, in conjunction 
with sever© montal activity, or excessive physical ex¬ 
ertion, and after partaking of coffee or alcohol. Ob¬ 
viously, treatment must presuppose abandonment of tho 
actions causing the trouble. An immediate chango is 
effected by radiation of the spine, abdomen, and thigh 
with tho surfaoe electrode UE 1 and UE 2 for 5 minutes, 
current at first weak, later modium. 

EPILEPSY. By epilepsy is meant an ailment in whioh 
sudden, sharp muscular convulsions occur, togother with 
complete loss of consciousness on tho part of the 
patient. In addition to nodical treatment, nourishment 
tuXen should be unstimulating and sparing in meat,and 
* good deal of time should be spont in the open air. 
fho high-frequency treatment consists of massago radi¬ 
ation of the body, espeolally the neighbourhood of the 
▼ortebral coluirr. and the stomach, with the electrodes 
® 1 and UE 2, twioe dally for 6 minutes each time, 

*ith medium current. 
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CONVULSIONS. By convulsions we mean the oocurrenoe 
of oplleptic character In Infants and ena.II ohlldren. 
Sometimes, only spasms of the glottis and breathing 
show thenceIves, tho othor muscles remaining unaffoot¬ 
ed. As thoro is danger of suffocation, the dootor 
should bo called in at once. Tho high-frequency treat¬ 
ment, however, is to bo begun without delay. Place tho 
nook elootrodo on tho region of the larynx and apply 
weak current for 6 minutes, then for 6 minutes twine 
daily treat tho chost with tho olectrodes UK 1, UB 2 
VE 36, using modium curront. Bosidos this form of 
the ailment, muscular spasms with loss of conscious¬ 
ness also ocour. In this case, treat as for epilepsy 
whon tho patient is freo of an attaok. A third form 
of tho illness attacks hands and also feet. This calls 
for IMMEDIATE high-frequency treatment. Radiate 
hands or back of tho foot with tho electrode UB 1, 
using weak curront. Aftor disappoaranoo of the attack, 
continue this treatment for somo months twioe daily. 

In addition to the high-frequency treatment, see thAt 
tho children spend ample time in tho light, air, and 
sun. The feeding should oonsist if possible of 
mother's milk. 

HYSTBRIA. The treatment of hysterical subjects must 
be principally psychological. It demands careful and 
sympathetic appreciation of the sufferer's mental 
world. But sipultanoous high-frequenoy treatment can 
favourably affect tho sensory disturbances of tho 
skin and tho paralysed or cramp condition of tho 
oscular system. For this, we recommend alternate 
use of tho eloctrodcs UB 1, UE 2, or mass&go roller, 
with weak current at first, later with medium strength; 
4 minutes,twice daily. Treatment should be quite 
general at loast onoo daily, tho remaining time being 
devotod to local treatment of the disturbed oontres. 

NEURASTHENIA, NERVE WEAKNESS, NERVOUSNESS. These aro 
Uinon 6 tho mo6t widespread complaints in these hustling 
and tremendously nerve-racking times. Among the 
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ague** arc such as physical and mental over-exertion, 
arotriicted strain on the emotional life, and an un¬ 
suitable mode of life. Before treatment is bogun, a 
borough examination of the nervous system must be irado, 
00 as to P reven t the occurrence of any organic change. 
flE ) e high-frequency treatment has a helpful offoot, 
jycat tho whole body twico daily; tho first time apply 
tbe eleotrodo UE 1 or UE 2, the second time the massage- 
roller* Radiate for 6 minutes from hands, neck, and back 
of the hoad over the whole skin, front and baok, down to 
about the navel; along with this, radiate for 2 minutes 
from the feet upwards to the navel, so that each period 
of treatment lasts in all 8 minutes. During the first 
few days use weak current, and only after that medium 
strength. In the colder period of the year, treat 
again a third time, applying tho massage-roller. From 
time to time, apply indirect treatment also with the 
metal olootrode, grasping the latter alternately with 
tho right and the loft hand. 

INSOMNIA. The cultivation of sleep is on important 
measure for tho maintenance or improvement of health. 

For insomnid do not use soporifios. Before retiring, a 
light meal, a littlo walk, a lukewarm bath or completo 
wash, but, abovo all, high-frequency with tho eleotrodos 
UE 1, UE 11 (indirect treatment) or UE 2, using medium 
current. Radiate twioe daily, for 5-6 minutes. Calm, 
deep sloop will soon be again experienced. Avoid 
sti ailants, such as ooffee, smoking oto. 

HEADACHE AND DIZZINESS. Before boginning treatment as¬ 
certain tho causes, as otherwise, permanent release from 
this tiresome and hampering complaint can hardly be 
expected, DIZZINESS is often tho forerunnor of serious 
disorders, and whon it persists obstinatoly should lead 
to early consultation with the doctor. Treat the brow 
and tempiC 3 with the oleotrode UE 1, the head with the 
eccab electrode, the nape of the nock with the neck- 
electrode or massage-roller. Treat twioe daily during 
five minutes. Use also inhalation electrodo. Should the 
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pains proceed from the stomaoh, then radiate the 
storach with the electrode UE 1 for 5-6 minutes, 
with weak, and later medium, current. The socond time 
treat in the evening and massage with the broad skin 
electrode the whole body, both upper and lower parts, 
working always toward the honrt; treat for 6 minutes, 
using medium current. The drainage treatment is also 
advantageous in these oases. 


NERVOUS HEADACHE (MIGRAINE). In contrast to ordinary 
headache, this takes the form of an attaok, and is 
often accompanied by vomiting. The high-frequency 
treatment must be oarried out regularly every day, 
and further is of great service during the attack, 
when the neck should be treated for 5 minutes with 
the neck eleotrode and the chest for the eano period 
with the electrode UE 1 or UE 2, using woak current. 
Daily treatment is to be undertaken morning and 
evening, applying medium strength current; treat, 
each for 5 minutes each time, upper and lower parts 
of the body with tho electrode UK 1 or UE 2,caking 
strong strokes towards the heart. 


NEURALGIA consists in very violent painful attacks 
confined to the parts around one or a few nerves. 
Radiate, in addition to tho scat of the pain brow ard 
temples with the ©lootrode UE 1 or UB 2, the nock 
region and nape with the neok electrode, head and 
occlpitus with tho oomb electrode; current woak to 
medium, duration 5 minutes, twice daily. 


FACE-ACHE arises often with gout-seed, or in con¬ 
sequence of load poisoning, eto. Treatment twioo 
daily with tho elootrodo UE 1 or UE 2; for the first 
3 days with weak, and then with medium, current; 
five minutes each time. Continue the treatment after 
the disappearance of the pain for a further 14 days, 
and, as a precaution, repeat frequently. 
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p A jv;S m THE CHEST. Chest pains may be not only u 
Sequence of diseases of the pleura, lunge, and 
heart, but nay also arise as an independent form of 
neuralgia. Should the trouble prove obstinate, con- 
firnmtion must be sought from a doctor. Radiation of 
the painful part with the surface or condenser elec¬ 
trode (UB1 or UE 2) twice daily for 5 minutes, with 
sadlun current. 

UUXEAQC. SCIATICA. Neuralgia of the hip-nerves is a 
very troublesome complaint. Pain ofton inoreases 
during attacks to an almost unbearable intensity, and 
rspreads usually downwards from the seat. Radiate 
twioo daily for 5 minutes with the condenser (UE 2) 
or with US 1 along the painful nerve from below up- 
d, using, first medium, and then strong ourrent; 
er a few days, current as strong us possible. 

PARALYSIS. Ir. this affliction, high-frequercy treat¬ 
s’ Jaent is upplied purely locally and has proved very 
effective. Bxcept face-paralysis, all forme of para¬ 
lysis arc trehted similarly. Apply medium current, 
and after becoming accustomed to it, allow consider¬ 
able sparking. Apply twice daily the surface (UE 1) 
or condenser electrode (UE 2), and on a third occasion 
l day the massage-roller. Alternately use UE 36. 
crably treat only twioe daily, for not moro than 
n minutes. 



LYSIS OF FACB-LUSCLES. Symptoms of paralysis on 
rtion of the face musolos are not infrequent. Host 


uontly thoy are caused try catching cold, or by a 
ght. Treatment for 5 minutes, with the electrode 
or UE 2; medium current. 

MS. These are involuntary movements of the 
les. There aro two kinds of spasms* those in which 
e are twitchinge, and those in which the muscle 
ins stiff for some time in a state of tension, 
the electrode UE 1 or UE 2 for 5 minutes twice 

y. 
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CRAMP OP THE FACE-MUSCLES occurs generally as an 
attack in the form of sudden, sharp twitching*. When 
free of attaok, the froodom of movement of the 
muscles is complotoly normal. Radiate the side 
affected with tho olectrodo UE 1 or UE 2 twice daily 
for 5 minutes. with medium current. 


LOCK-JAW is usually tho result of cramp of the 
caGticatory muscles. During the attack, radiate with 
the electrode UE 1, UB 66 or UE 60 the part of the 
cheek near the ear, using strong current; 
during 4-6 minutes. 


HICCOUGH. This is the oonsoquenoe of a diphra^mtio 
spasm. During the attack radiate with the eleotrode 
UE 1 or UK 2 during 5-6 minutes, with medium 
current. Treat the lower part of the ohest. This 
treatment is also to be undertaken for spasmodic 
yawning, laughing, weeping, and screaming. 

REMAINING SPASMODIC AFFECTIONS are similarly 
treated by radiation with the surface (UE 1) or 
condenser electrode (UE 2) or with UE 11, in close 
contact with tho skin, applying medium current for 
6-7 minutes, irrespective of the duration of tho 
spasm. 



5. Diseases of the digostivo organs. 


The correct working of the digestive prococsea 
is ossontial for tho c/iintenance of henLth. 111- 
houlth in one of the digostivo organs is never long 
restricted to itself. Whenever any dorangonent ex¬ 
ists in the disintegration, utilisation, or movement 
of the food consumed, it soon affects the whole body. 
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ers inside the oral cavity. 


iKRMITIS. To oleanoe the mucous membrane and re- 
tho coating rinse the south hourly with lukewarm 
After rinsing, treatnent with eleotrodcs 
UE 4, UE 23 alternately, twloe daily for 3-4 

08 . • 

fSH, confined almost entirely to infants, consists 
grass-shaped vesicles of fungi on the lining mcm- 
tno of the mouth. Onoe a day for 3 minutes external 
prossur© with the insulated neck electrode on the floor 
of the mouth, with very weak current. (UE 1 or UE 2 
tirioe daily for 2-3 minutes). 


GLOSSITIS. The tongue swells up, is painful, the 
general health is upset, and usually there is feverish¬ 
ness. Treat with the ©lcctrodo UE 23 twioe daily for 
2-3 minutes with very weak current. In addition, 
you may use once a day for 4 minutes the insulated 
neck eleotrode externally against the floor of the 
mouth, using medium current. 

HUMPS. This inflammation 
of the parotid gland, 
popularly described under 
the most varied names, 
is particularly rife in 
damp, oool weather, 
especially in Spring aid 
Autumn. Treat for 6-7 
mi nutos twice daily 
with the eleotrode UB 1 
or UE 2, and UE 4 alter¬ 
nately, Current weak to 
medium. 




High-frequency in 
child-nursing. 

Treatment of the spine with 
spinal electrode. 


TEETH TROUBLE. The treat¬ 
ment of teeth troubles 
is, of course, a natter 
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for tho specialist, and the troatmont necessary 
should nover bo put off. In tho caso of pain 
arising suddonly, we possess an cxcollont r.oane 
of alleviation in high-froquoncy treatment. 

Radiate tho painful spot externally with tho 
surface oloctrodo UB 1 for 5-6 minutos, with 
weak current. Internally use tho oleotrodo UB 54, 

55, 66, 57, 58, 59 or 60 twice daily for 2 minutes. 
For inflammation of tho gums or the alveolar 
membrane use tho insulated tooth-gum oloctrodo. 

Before treatment, clean tooth with toothpaste or 
chalk precipitato and rinso out tho mouth thorough¬ 
ly. 


Disorders of tho nook and throat. 

In tho back of tho oral cavity and in the 
pharynx there lie organs consisting principally 
of ganglion-like tissue. As the "lymphatic 
circle" they cover the whole inner surface of 
the throat. 

THROAT CATARRH. The noute form is distinguished 
from tho chronie by the greater redness, swelling, 
and secretion of the mucous lining. Before treat¬ 
ment with high-frequency, gargle with lukewarm 
water to which a pinch of salt por glass has beon 
added. Treat 2 or 3 timos daily according to tho 
severity of the symptoms. Apply externally the 
oloctrodo UE 1 or UE 4 for 4 minutes daily and 
ueo internally tho oloctrodo UE 23. Modium current. 

IUESILITIS. The simplest form of tonsilitis is 
tho catarrhal, which is similar in character to 
throat catarrh and is to be treated like the 
Batter. Hore serious is tho course of purulent 
tonsilitis, and the doctor should be called in. 
High-frequency treatment serves to relieve the 
pain during the violent process of the inflammation 
1 ■ JPI. 
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and to expodite the complete euro. Radiate from the 
outside. floor-of mouth and neck with the electrode 
tre l and UE 4 alternately, and use internally the 
eleotrodo UE 23, twice daily for 4-5 minutes, with 
very weak current. 

GOITRE. Treat the sick port with the electrode UB 1 
or UE 2; indirect massage of the nook. Use also the 
electrode UE 4 oxtemally, twice daily for 6 minutes. 


Stomach Disorders. 

In oases of disorders of the functions of the 
stomach, it is essential to pay special attention to 
diet. It is impossible to give here advice of general 
applicability. A siok stomach cunt be given the ut¬ 
most possible care. Tako very little liquid; avoid 
cold and alcoholio beverages, tobacco, stimulants such 
as ooffee, popper, eto. Unstinulating mixed fare, 
vegotablos and fruit, are good. 

ACUTE STG'/!ACH CATARRH. The ohief symptoms of acute 
stomach catarrh arc nausea and loss of appetito, often 
accompanied by vomiting. Tho high-frequency treatment 
must be undertaker, in conjunction vdLth dieting. 

Radiate twice daily for 6 minutes the region of tho 
stomach the olectrode UE 1 or UE 2 with cap, turning 
on first weak current and gradually increasing to 
■aodium strength, and afterwards treat for 3 minutes 
each the back and abdomen. (UE 33). 

CHRONIC STOMACH CATARRH. Chronic stomach catarrh de¬ 
velops from the acute form if tho latter is negleoted, 
or it arises very gradually as a consequence of 
frequent use of alcohol, tobacco, etc. Treatment 
consists of strict observance of the above-mentioned 
goneml advice on diet. High-frequency treatment as 
for uouto stomach catarrh. 
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STOLACH DEBILITY, a condition in which the stocrach 
is porcanently dilated on account of the diminution 
of the astrictive power of its muscular strata. 
Radiate with the electrode UE 1 or UE 2 twice daily 
for 6 minutes, stomach and baok alternately. 

NERVOUS DEPRESSION OF THE STOMACH. This is general¬ 
ly a form of difficult or retarded digestion. Usual¬ 
ly, in addition to the indigestion, there are evid¬ 
ences of participation of the nervous system in the 
matter, so that nervous disorder nay be suspected. 
Nevertheless, the treatment should be in accordance 
with the general advice for stomach trouble, arxl 
furthermore that given for nerve weakness. Radiate 
with the ©loctrode UE 1 or UE 2 twice daily for 6 
minutes, stomach and back alternately. Continue 
this for some time. 

STOf-ACH CRAMP takes the form of attacks of sting¬ 
ing, cutting pains in the region of the stomach. The 
cause can generally be traced to nerve trouble, 
anemia, or female disorders . On an attack, im¬ 
mediately radiate the stomach region with the eloc¬ 
trode UE 1 for 6 minutes, at first with weak current, 
and after 3 minutes with medium current. Then treat 
for son* time by radiating with the electrode UE 1 
or UE 2 twice daily for 6 minutes, stomach and back 
alternately. 

GASTRIC ULCER. In longstanding or difficult cases, 
the calling in of medical advice should not be put 
off. In any case, high-frequency treatment is to 
be recommended in addition to the special stomach 
treatment ordered. Radiate back and stomach region 
twice daily for 7 minutes with the electrode UB 1 or 
UE 2, with cap, using only weak current. 
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Intestinal diseases. 

Disorders of the intestinal canal are not con¬ 
fined in their effects to the organ offeoted, but 
rather, the alterod oourse of the digestive processes 
causod by intestinal trouble soon becomes evident 
throughout the whole of the body. 


ACUTE INTESTINAL CATARRH. The cause lies mainly in 
nnarKnlegomo constituency of the food consumed. For 
treatment, we recommend the use of an enema and a 
period of fasting. Begin incodiate high-frequency 
treatment. If attacks of pain are particularly severo, 
treat twioe a day for 7 minutos, the whole surface 
of the abdomen with the electrode UE 1 or UE 2. Other¬ 
wise treat externally with tho eleotrode UE 1 or UE 2 
for 6-6 minutes, and internally with tho elootrodo 
UE 33 for 3 minutes twice daily. Current to be 
medium strength. 

CHRONIC INTESTINAL CATARRH. Chronio intestinal 
catarrh may remain after aoute catarrh has died away, 

or it may develop as a 
result of froquent ir¬ 
ritation of the intestin¬ 
al mucous lining.Rogul&to 
mode of life, and diet; 
in the morning, before a 
meal, and in the evening 
after a meal, take a cup 
of hot peppermint-toa. 

The high-froquency treat¬ 
ment is to bo applied to 
the abdomen twioe a day 
for 5-6 minutes,using 
externally the eleotrode 

Treatment of the back. UE 1 or UE 2. Internally 

radiate with the eleo¬ 
trode UE 33 for 3 minutes 
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twice daily, using medium current. 

COLIC (abdominal pains occurring in attaoks; gener¬ 
ally they are particularly sharp in the neighbour¬ 
hood of the navel). The causes aro, on the whole, 
the same as in acute intestinal catarrh. Treatment 
by injection of tepid oamomilo ( about 86° Pahr.) 
by means of tho enema, followod immediately by high- 
frequency treatment. At each attack treat the pain¬ 
ful part for about 6 minutes with the massage- 
roller, vrith medium current. Then treat for some 
time with the electrode UK 1 or UK 2, with oap, for 
6-7 minutes, twice daily. 

SUMUER CHOLERA (in children). As a child*s body 
has loss capaoity for resistance, the causes, which 
in adults load to harmless intestinal catarrh, may 
occasion tho sovoro and serious illness whioh is 
toraood suroor cholera on account of its ohiof synp- 
tons. Treatment is so difficult and responsible that 
a doctor should at onco bo called into consultation. 
In addition, high-frequency treatment may be applied 
for its soothing offeet. Treat the abdomen twice 
daily for 3-d minutes with the electrode UB 1, 
using very weak curront. 

CONSTIPATION. To treat this, it is indispensable 
to stimulate tho functioning of the bowols by a diet 
abundant in vogotables and fruit. There should bo 
ample physical aotivity. Treat the abdomen twice 
• daily for 6-6 minutes with the electrode UE1 or 
UE 2; at the beginning apply weak current, making 
it stronger soon after. Furthermore, twioe a day 
insert tho well-oiled rootum olcctrodo (UK 33) into 
the bowel after it has been emptied either naturally 
or by means of an enema, and allow weak current at 
first and thon mediun to work for 3 minutes alto¬ 
gether. The insertion is most conveniently carried 
out whon tho patient is lying on his side with kneos 
drawn up and is breathing deeply through tho open 
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nouth• 

HAEMORRHOIDS. Haemorrhoids nro knot-shaped dilatations 
of tho blood -vo8sols of tbo bowel and anus. Treatment 
to be tho same as for constipation. 


Diseases of the liver and gall-ducts. 

Diseases of the liver and gall-bladder arc diffi¬ 
cult for the layman to dia^oso, and require therefore 
nodical advice. Still, as a supplementary measure, 
high-frequency treatment has invariably answered well. 
Radiate the region of tho stomach and the back twice 
daily for 5-6 minutes with tho electrode UE 1 or 
UE 2, applying medium current. 

JAUNDICE. Jaundice tcny easily be recognised by the 
discoloration of the v/hite of the eye and tho skin. 

The cause must bo looked for in inflaix»tion of the 
gall-bladder or tho intostinal membrane, or may be 
due to obstruction of the goll-dUdts from gall-stones. 
Use indireot treatment by radiating with the electrode 
UI; 11 as well as with the electrode UE 1 twioe daily 
for 5-6 minutes. Medium current. 

&ILL-STOHE COLIC. When gall-stones meet an obctaole 
on their way through the gall-duots, violent attacks 
of pain generally occur. High-frequency treatment 
affords rolief. Radiate with tho electrode UE 1 or 
UE 2, with cap, every painful part on front and back 
for 5 - c minutes. Use at first weak current, and after 
a few minutes medium strength. 


4. Assimilative disorders. 

To these appertain diseases due to irregularities 
in the assimilative procosses. Their treatment must 
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consequently first of all consist in eliminating 
disorders in the body. 

OBESITY. Obosity nay bo duo to disorders not easily 
diagnosod. It often arises on account of rich 
feeding, and specially through taking excessive 
liquid nourishment along with insufficient physical 
activity. High-frequonoy treatment cannot be suc¬ 
cessful if such a modo of living continues, but in 
conjunction with a thorough change of manner of 
life is of great value. Treat twice a day for 6-7 
minutes with the massage-roller, applying medium to 
strong current; radiate the abdomen especially. Uso 
the eleotrode UE 1 or UE 7 for the treatment under 
the neok. It might also be advisable to spark- 
radiate the whole body every third day, especially 
stomach and baok with the eleotrode UE 1. If thero 
is heart weakness, it might also bo necessary to 
radiate the region of tho heart once a day with tho 
heart spiral. Occasional charging with tho motal 
electrode. 

GOUT. Treatment of gout must likewise be very 
thorough and cannot be carried out without advioe. 

In very painful attaoks, however, high-frequency 
treatment affords wonderful help. The high-frequency 
treatment is applied to tho joint and the parts 
around. Radiate the skin strongly with the eleotrode 
UE 1 or UE 2 for about 5-6 minutes daily; the 
second time use the oloctrode UDE 102, also for 
5-6 minutes. Once or twice a week radiate the 
whole body, using medium current. 

DIABETES. This disorder of the saocharine assimila¬ 
tion, sometimes of minor, at other times of greater, 
significance, requiros immediate professional treat¬ 
ment. Often there is troublesome pruritus, which is 
very agreeably alleviated by high-frequency treat¬ 
ment. Treat the itching parts for 6-7 minutes 
twice daily with the electrode UE 1 or UE 2, using 
medium current. 
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( 6« Disorders of the breathing organs. 

Ailments of the air-passages frequently receive 
too little attention and then lead to head-pressure 
hoadaohe and other troublesome symptoms injurious 

to health. 

NASAL CATARRH is catarrhal inflammation of the mucous 
membrane of the nose. About twioe a day radiate with 
the surface electrode (l.‘ 1) over the bridge and root 
of the noso and the brow, eaoh time for 5-6 minutes 
with medium current. Then introduoe the nose eleo- 
trodo, well oiled, into tho nose, and allow weak 
ourrent to not directly upon the roicous lining twice 
daily for 3 minutes. Inhalation would also be ad¬ 
visable. 

HAY-FKYER occurs only at the time of grass pollina¬ 
tion. High-frequency treatment as for ordinary nasal 
catarrh. In order to inoroaso future capacity for 
resisting this unpleasant ailment, undertake twice a 
day regular troatmont, as above, of the nasal membrane 
with tho insulated nose electrode (UE 11). 

NOSE BLEEDING. If nose bleeding is of frequent oo- 
curronoe, undertake regular high-froquency treatment. 
Radiate tho face with the electrode UE 1 and with the 
electrode UE 7 on tho neok, for 3-4 minutes twice 
daily. Uso medium current. During the blooding bend 
the hoad backwards and radiate nape of neck and the 
shouldor. 

ACUTE CATARRH of the LARYNGEAL ARTERY manifests it¬ 
self by tho voioe becoming suddenly husky or hoarso, 
often quite aphonous. Treat the neok, chest, add 
back with the neok and condensor olootrode (UB 2) for 
5-8 minutes twice daily with medium current. For 
this ailment, still further good service is renderod 
by the ozone-inhaler: 8 inhalations twice a day. 
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CHRONIC CATARRH OF THE LARYNGEAL ARTERY. Tho chronic 
form shows itself by a feeling of drynoos and by a 
tickling in the neck. Treatmont as for acute catarrh. 

ACUTE BRONCHIAL CATARRH 
is almost always uccom- 
paniod by a rise in 
temperature. Prolonged 
irritating cough and 
expectoration ooour in¬ 
creasingly. Radiate ohest 
and baolc with the elec¬ 
trode TIE 1 or HE 2 twice 
daily for 6 minutos with 
medium current; in ad¬ 
dition, 10 inhalations 
twice daily of ozone- 
inhalation. Tho inhala¬ 
tion treatment has a 
particularly bonefioial 
effect upon tho oourse 
of this ailment. Stronger 
treatment: radiate the 
neok with the nock-elec¬ 
trode and plaoo the in¬ 
halation eleotrodo con¬ 
veniently near. Breathe 


CHRONIC BRONCHIAL CATARRH may be recognised by 
longstanding o 0 ugh irritation, beginning generally 
in the oarly morning, but also occurring when there 
is a rapid ohange in tho temperature of tho air. 
Treatment as for acute catarrh. 

INFLUENZA. This ailment, which occurs in tho most 
varied forms, may bo advantageously combated by 
high-frequency. Treat forehead, temples, and cere¬ 
bellum by gentle radiation with the curfaco olcc- 
trodo (UB 1). Indirect radiation is also very useful. 



tho Spiral Blootrodo 
for heart trouble or 
after exertion in sport. 

in with the mouth. 
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the electrodo UE 11 for the indirect treatment 
twice daily for 4-5 minutes. An a secondary treat¬ 
ment, radiate trunk and legs. 

ASTUilA. Attacks of difficult breathing. They ariso 
through spasnodio contractions of the bronchial 
muscles, and occur mostly at night. During the attack 
place tho condenser electrode (UE 2) on tho chest, 
the back and the lungs and alios/ weak current to act 
for 6-6 minutes. After this, you nay treat for a 
further 6 minutes nock and back with th© Gurfaco 
olootrode (UE 1), using medium current. For this 
complaint ozone-inhalation in also very effoctivo; 
begin with 3 inhalations, increasing daily up to 10 
(not more). Do not givo up the troatmont when free 
of attacks: radiate chost, beck and abdomen for 5 
minutes with tho surface or condenser electrode. 

SWOLLEN GLANDS. Diroct radiation of the glands with 
the surface electrode (UE 1) for a few minutes, with 
medium curront. You may also use the eleotrode UE 4 
and for intornal treatment the eleotrode UE 23 twice 
daily for 4-6 minutes. 


6. Diseases of the heart and blood-vessels. 

As the hoart provides for the oiroulation of the 
blood within tho body, heart trouble is not confined 
to itsolf, but also soon leads to disorders of a 
general character. 

DISORDER OF THE CARDIAC MUSCLES. Impaired blood- 
oirculation due to failure of tho heart's functioning. 
Radiate twice daily with the eloctrod© UE 1 or UE 8 
for 4-6 minutes, using weak curront, and once with 
the massage roller. 

OVERSTRAIN AND WEAKNESS OF THE HEART. Treat tho heart 
region for 5 minutes with tho electrode UE 8, using 
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weak current; after this, radiate from the foot or 
tho polvis up to tho heart once or twice a day for 
5 minutes with the surface (UB 1 ) cr oondon3or 
eleotrode (UE 2), with medium current. 

NERVOUS HEART-DISORDER (HEART NEUROSIS). The treat¬ 
ment is fundamentally that of the nervous condition; 
but the advice applicable to heart diseases in 
general must also bo borne in mind. High-frequency 
treatment as for heart weakness, and Sn ad lition 
occasional charging for 2 or 3 minutes with weak 
current. 

HARDENING OP THE ARTERIES is a sign of age, which, 
though it cannot be arrested, may be postponed. 

Mannor of life should be extremely temperate, bowol 
functions regular; constant use of aloohol, tobacco, 
coffee, oto. to bo given up. Radiate onco a day for 
5 minutes with the surface or condenser elcotrodo 
the wholo body, front and baek, always towards tho 
•heart; furthor, occasional charging for 2 or 3 
minutes. 

VARICOSE VEINS: these are veins in the legs which 
are distended, stand out bluish, generally tortuous, 
caused by obstructed blood circulation. Radiate twico 
daily for 6-7 minutee with the eleotrode UB 1 or 
UE 2, with cap, using medium current. Later on, with 
the condenser eleotrode and massage roller. 

BAD LEGS. Treatment as for varicose veins and 
horpotic ©ruptions. 
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7 . Anemia and Chlorosis. 

In anesda and chlorosis tho chief factor is the 
considerable diminution in tho quantity of the rod 
colouring matter in the blood. Tho main causes are 
unsuitable food and lack of air and sunshine. 
Obviously, treatment taunt first of all give attention 
to both these points. High-frequency treatment to 
be applied generally. Radiate tho body 3 times 
daily with the surfaoo electrode (HE 1): the upper 
part of the body the first time, the second timo the 
lower part; the third time treat the wholo body with 
the massage roller. In addition, ozone-inhalation 
every second day for J to ^ minuto, and occasional 
oharging of the whole body for 2 to 3 minutes. 


8 . Affections of the urinary organs. 

Theso diseases usually devolop slowly and have a 
lingering course; at the outset, they cause only 
alight general discomfort, suoh that the sufferer 
ic unaware of urinary disorder. 

INPLAAC/ATION OF THE KIDNEYS. This is to be regarded 
as serious, and a doctor should bo consulted. The 
process of recovery can be materially accelerated by 
high-frequency, Freat twice daily the lower parts 
of the back with tho surface electrode ( UB 1 ), 
later on with the condonsor ( UE 2 ), each time for 
about 5-6 minuto 8 , current at first medium, later 
strong. Or indirect treatment (massage) of the kidney 
area, in conjunction with radiation with the conden¬ 
ser (with cap), 

KIDNEY STONES, the presence of whioh is first su- 
spootod when thorc is a sudden attack of kidney colic• 
Consult a doctor. Issaedlate high-frequency application 
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for relief of tho pain. Radiate especially the 

painful kidney area 
with tho surface 
electrode ( UE 1 ), 
and then also the 
whole of the sido of 
tho abdomen as far as 
tho groin for at least 
9 minutes, using 
medium current. 

RETENTION OP URINE: 
inability to pass 
urine. Insnodiato aid 
is indieponsablo; 
henoo tho dootor must 
bo oonsulted. High- 
frequency treatment 
is best undertaken 
with the oondonscr 
Radiation of the Kidney eloctrode ( UE 2 ). 

urea. Place it in the 

region of the bladdor 
and troat with weak 

ourrent for about 11 minutes. 

BlADDER-WrIAKNESS; BRD-WETTING. In order to streng¬ 
then the membrane of tho bladder, the latter must 
temporarily bo spared, and the flow of liquid to it 
must be limited to tho utmost. Treat twice dally 
for 9 minutes with the massage-roller, using weak 
current in tho first few days, and then medium 
strength. After emptying the bladder, move tho 
©lectrodo to and fro in the bladder area, massaging 
vigorously. 
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9. Skin and Hair offcotiona. 

In tho case of long-standing skin disorders, a 
diet scanty in neat nust bo adopted and regular 
high-froquoncy skin-massago. Radiate with the oloc- 
trodos UE 1 and UE 16 once or twice daily for 6-6 
minutos. 

SKIN IK^JRITIES (31aokheads, pimples, etc.). See 
under Beauty-culture. 

SKIN DISFIGUR&IENTS (Freckles, moles, corns, etc.) 
See under Boauty-oulturo. 

BOILS. By boils we moan acuto inflammation of the 
glands of the skin and hair-fcllicles. Should 
mor.orous boils constantly ariso, then we speak of 
a FURUNCLE; should several bolls close together 
overflow into each other, thon wc have a CAR3UNCLB. 

In such oases, nodical advice should at once be 
sought. High-frcquoncy treatment is undertaken in 
the immediate neighbourhood of the boil twice dally 
with tho surface electrode ( UE 1 ) or with the 
eloctrodo UB 2 or UB 3. TTork round the boil for 
about 8 minutes, applying mild to medium current. 
Continue this treatment until the boil has come to 
a head. Generally it will not develop so far, but 
if it does, it can then be opened. Do this with 
tho oautory electrode, placing its wire-point about 
l/20 in. away from the yollavish hoad of the gather¬ 
ing; then let the sparks act upon this for a very 
short period. This causes tho boil to open and the 
pus begins to flow out. The operation must be 
entirely sterile. 

ECZEMA, HERPES, PRURITUS. In radiating skin-diseasos, 
it is necessary to wrap the surfuee electrode in a 
piece of clean linen, so as to obtain slight figur¬ 
ation and to impart ample ozone to the skin. A frosh 
linen cloth must be used for every radiation. Apply 
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weak current. Use the eleotrodes UR 1 or UB 2, 
and the electrodes UB 17 and 17A for 4-6 minutes 
twice a day. 

SWELLINGS. Heal tho blood by means of ozone - in¬ 
halation, in oonjunotion with radiation of the 
region around the affected part# with the surface 
or oondonser electrode ( UE 1 or UE 2 ), two or 
three times daily for 5-8 minutes with medium 
ourront. 

ULCERS. Troat as for Boils. 

ERfTHEZ'A. Soo under Beauty-culture. 

COLD FEET are indications and manifestations of 
illnesses of various kinds. To aohieve a more 
vigorous blood circulation, radiato logs and foot 
energetically with tho electrode UE 1 or UE 2, with 
cap, for 6 minutes twice a day. 

WOUNDS AND INFLAMMATION ARISING FROM THW can be 
favourably affooted by high-frequency. Apply the 
oloctrodo UE 1 or UE 2, with cap, for 6 minutes 
twico daily. 

CHILBLAINS. Radiate the swollen parts twice a day 
for 4-5 minutes with tho clco^rode UB 1 or UE 2, 
using medium current. After-treatment with tho 
message-roller. 

ALOPECIA, DANDRUFF. See under Beauty-culture. 
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10. Eye and Ear affections. 

It will bo obvious that the diagnosis and treat¬ 
ment of such important organs of sonoc as eyes and 
cars cannot be undertaken toy the layman. Still, there 
are often discomforts present which may be alleviated 
and cured toy high-frequency treatment. 

INFLAMMATION OF THE EYELID. Carefully bathe the eye 
several times a day with lukewarm camomile-tea. High- 
frequency treatment: Once or twice daily with the 
electrode UE 18 for 2-3 minutes, using mild current. 

STY. Plaoe overnight on the sty a handkorchief damped 
in camomile-tea. Apply high-frequency treatment with 
the electrode UE 18 twice daily for 2 to 3 minutes, 
using weak current, or treat with the cautery elec¬ 
trode. 

CATARRH OF THE CONOJNCTIVA. The eye is very red. 
waters copiously, often emits matter. High-frequency 
treatment; twlco daily for 4 minutes with the electrode 
UE 18, using woak current. 

EAR TROUBLES. To bo treated by a spocialist. High- 
frequency treatment as supplementary to the neoessary 
moasuros prescribed. Use externally the olcctrode UE 1 
or UE 2 for 6-6 minutes, twice a day. Internally 
uso the cloctrode UE 21, by carefully inserting it 
into the auditory canal and applying woak current. 

Twice daily for 2-3 minutes. 

• 

BOILS IN AUDITORY CANAL. Boils in auditory canal 
are very painful. High-frequency treatment twice or 
three times a day. Treat with the car electrodo for 
3 minutes oach time, using weak current. 

SEXUAL DEBILITY, IMPOTENCE. Radiate the sexual organs 
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for about 5 ninutes with the surface (UE 1) or ponis 
elootrode UE 12, beginning with mild current and 
gradually increasing. In the caao of a fenalo 
pationt, radiato tho abdonon with the surface oloc- 
trodo and for internal treatment use the vaginal 
electrode UE 26, the treatment to be applied by tho 
doctor. 


HIGH - FREQUENCY AS AN AID TO BEAUTY - CULTURE . 


with the aid of high-frequency application, 
beauty culture can make extraordinary progress, as 
well-tried results have already shewn. Treatment 
oonsists principally in general attention to the 
skin, especially that of the face, eyos and hair. 


Care of the skin. 



The value of skin cult¬ 
ure for the maintenance 
of the health of the body 
was already known to the 
ancients, for they devot¬ 
ed attention to thorough 
care of the skin, es¬ 
pecially by exposing the 
body to the natural ro- 
quireraents for health, 
viz., air, light and sun¬ 
shine. Stimulation of skin 
functions means for the 
body relief for tho lungs, 
relief for the kidneys, 
better regulation of blood 
circulation, stimulus to 
increased formation of 
blood, strengthening of the 
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prooosses of assimilation, and finally increased eli¬ 
mination of digestive by-products. 

Make a habit of regularly treating the whole of 
the surface of the skin for about 3-4 minutoc 
twice daily with the eleotrode UE 1. Por this, supply 
the eleotrode with modi urn-strength eurrent and with 
it stroke downwards towards the heart. For very loose 
muscles, use the massage-roller, which must be firm¬ 
ly pressed on. In bad weather and ir. the cool season 
this treatment should be undertaken twice a day. 

UNHEALTHY SKIN. Pood to be dieted; air and sun baths; 
in winter, vapour baths. Radiate the whole of the 
unhealthy skin region and its ironed iate neighbourhood 
twice daily for 4-5 minutes with the eleotrode U2 1, 
using weak current, but for skin narked with ecars, 
ourrent should be medium to strong. In addition, 
purely local treatment with the cautery electrode. 

LINES AND WRINKLES on the face arc not always signs 
of ago. Radiate tho faoe from the chin upwards, to 
right and left, onoo daily for b - 6 minutes with 
the electrode UE 1. Continuo this for ono week. Then 
radiate once daily with the eleotrodeo UE 17 and 
UE 17A for 3-4 ninutes. High-frequency massage 
tightons and smooths tho skin. 

i 

FRECKLES, MOLES. These are irregular agglomerations 
of the skin pigments. FRECKLES are the sire of 
lentils, dark, and do not stand out on the skin. 

MOLES project more or less beyond the upper sur¬ 
face of the skin and have a light or dark brown 
appoaranoe. Troat with tho cautery eleotrode for 
a few seconds, using medium ourrent, until grad¬ 
ually tho places turn white. 

SCARS AND PRCUD FLESH. Treat as abovo. 
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WARTS. Treatment as above, but only until tho 
wart turns white on tho top. Longer radiation 
serves no purposo and may only oause pain. The 
application of the electrode UE 15 should not 
lost longer than 1-2 minutes, once a day. 

The wart will get dry and come off. 

CORNS. Treat as above. Using mild current, 
spark the com only until it beoomes white on 
top. Treat vory cautiously. 

CARE OF THE EYES. For eye-treatment, be tho 
the eyes with lukewarm oamomile at night. Then 
treat the eyos for 3-4 minutes with the eleo- 
trodesUB 1 and UE 17, once or twioe a day. Apply 
weak current. 

HAIR-TRFATVEKT is to be undertaken daily with 
the oomb-elootrode UE 6 for 2-3 minutos. 

Use the olectrode UE 11 for indireot treatment. 
Radiation with weak current. Furthermore, givo 
air and light froo access to tho hair, wash 
the latter weekly with good tarsoap, afterwards 
massaging the scalp for a few minutes with 
damp finger-tips. 

ALOPECIA, DANDRUFF. Where there is considerable 
formation of dandruff, which is usually followed 
by falling hair, it is desirable to obtain the 
utmost possible circulation of blood to the 
roots. High-frcquoncy treatment is admirably 
suited for this purpose. Radiate the scalp 
twice a day for 4 minutes, with the oomb elec¬ 
trode, applying medium ourrent. 

A WELL DEVELOPED FIRM DUST undoubtedly tonus 
part of tho idoal conception of feminine beauty. 

A course of high-frequency treatment oarrled out 
with this aim in view, can be of sorvioe in oases 
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where Dame Nature has boon scr.crwhat niggardly. Start 
with circular radiation around the breasts with the 
skin-surface electrode, using weak current. At the 
outset, radiate each breast for about 6 minutes, in¬ 
creasing lator to 8 minutes. Keep the eleotrodo in 
constant close contact with the skin, but do not 
touch the nipplos. After this preliminary treatment, 
place the hollow-shaped breast-developer electrode 
UK 9 over the breast and let the current quietly aot 
on the latter for about 1 minute. 

AFTER SHAVING. In conclusion, let us refer to the 
application of high-frequency after shaving. In order 
to give a soothing effect to the smarting and tight¬ 
ness of the skin often experienced after shaving, dry 
the skin completely and apply the skin-surface eleo- 
trode lightly to it. The smarting of the skin will 
soon subside. The production of ozone occasioned by 
the treatment will also havo a disinfecting effect 
upon the skin. Further, in cuts, the bleeding can be 
immediately stopped by sparking with the electrode: 
this causes the blood to clot at onoo. 
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ELECTRODES AND THE CARE OP THEK. 

Electrodes are vaouum-tubes which consist of a 
variously-sided, hollow glass body, shaped to cor¬ 
respond with the particular purpose for which it 
is usod. The hollow space in tho glass has boon 
sufficiently pumped free of air for the vacuum to 
provide the best conductivity for the electric 
current. When the apparatus is adjusted the current 
is conducted through weak gas which is enclosed in 
the hollow glass, and by this moons the otherwise 
vory hard effect of tho high-frequency current is 
toned down to correspond with the adjustment of tho 
current. Tho passage of tho electric current through 
tho weak gas is indicated by a strong chow of light, 
which may vary uccording to the height of tho vacuum 
and the kind of gas onoloced in the eleotrode. 

Cleansing of the electrodes. 

The oleansing of the eleotrodes after use must 
be carefully and regularly undertaken. Generally 
it will suffice to rinse the electrodes each time 
with lukewarm water and leave to dry in the air. 

In addition, it is advisable to oleanse with 
methylated cpiilt every seoond dixy. In the case 
of skin affeotions, wounds, and infectious dis¬ 
eases, regular cleansing with methylated spirit 
is essential. Lysol may, of course, also be used. 

NEON-E)eotrodeg. As already mentioned, there are 
electrodes filled with neon-gas, which lights up 
rod when the current passes through. These eleo- 
trodos, used with woak current, have a strikingly 
mild radiation, so that in oases of itching, eto. 
they cay bo appliod with particular advantage, v/ith 
stronger adjustment, hewever, they produce a vory 
intensive current. As is well known, the oleotrio 
current finds in these neor.-electrodes much greater 
conductivity than in the vacuum ©leotrodes. 
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LIST OP ELECTRODES 

UK 29 
Haemorrhoid 
Blectrodo, 
diameter _J> 

io. To, no in. 

UE 33 

Reotal Dilator, dia- 

aot« r 1-jJ in.. 

for simultaneous treatment external ha on. 

■ 4 

UE 8 

Spiral Heart 
Kloctrodo 


UE 9 

Chest Developer 
Eleotrode, concave shape 


&-CZ 





of tr.torml and 



UE 13 

Cataphorio Electrodo, with 
aporture for insertion of 
cotton-wool steeped in 

nodi current 


< S >~1 
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UK 23 

Throat Elootrodo, 
insulated 



UE 11 

Class Saturator for 
indirect treatment 

UB 12 

Penis Electrode 




U£ 26 

Vagina Electrode 





UE 28 

Vagina Kleotrode, 
insuluted, with 
perforation and 
with mouthpieeo 
for bellcer 


(C) Jeff Behary 2020 




















UE 16 

Eyelid El go trod© 
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UE 18 

Eyo Electrode, single 


€ZI 



UE 16 

Cautery Electrode, for 
removing warts, etc. 



UE 20 

None Electrode, 
insulated 



UE 21 

Ear Electrode, 

insulated 
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UE 51 

Bontal Electrodo, with 
flat top, for intro¬ 
duction of ohealc&l 
solutions 



XTB 57 

C&taphorlo Sleotrodo for 
Dontists 



UE 56 

Dental Electrode, pointed 
shape, for treatment of 
abscosaos 


US 58 

Electrode for treatment 
of front gums 



UE 60 

Electrode for internal 
treatment of gums of jaw 
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UE 43 

X&88&go Roller 


UB 41 
Ozone 

Inhaler with 
spray 

UE 36 
Norro Brush 


<a l - 




Tost Tub© UB 0 

a- rp 


% 
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UE 1 

Surface Eleotrodo 



UE 2 

Cond oncer Eleotrodo, for 
apcoial troatmcnt of 
rheumatism, eto# 




UE 4 

Nock and Napo Electrode, 
for external treatment 

UE 6 

Comb Eleotrodo, for oare 
of hair and treatment of 
soolp 

UE 7 

Spinal - Eleotrodo 
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APPENDIX. 

WHITJXW is a popular torn appliod to all inflammations 
o^ The deep-seated tissues in tho finfers, whether tho 
structure affootod to tho root of tho nail, tho pulp of 
tho finder- point, tho sheaths of tho tendons that run 
along tho bade and front of tho fingers, or the bones. 

Symptoms are a throbbing pain in on© of the 
fingers, lator swelling and rodross round tho root of 
tho nail or in front of tho fingrr. In severer forms 
tho whole hand bocom.cs swollen, tho glands in the arm- 
pits enlarge, thoro is gonoral foverichness and symptoms 
of blood-poisoning may appear. When tho tondon-shoath 
becomes inflam««d, the tendon may bo destroyed. Warn 
fomentations c.g. of bornoio lint, and an opening through 
tho tough chin form tho proper line of troatanont. Nadlate 
twice dully for 4-6 minute# with the electrode TJE 1. 

CONSTI P ATION is a ehronio condition ir. which the bowels 
are op one*! too sold on or incompletely. This must bo 
o&refully distinguished from acuto obotruotion, a much 
more serious condition. A constipated oondition ray 
b© caused by a dofioionoy of bilo, sodontary employment, 
drinking water of a oortain quality, pilo3, chlorosis, 
neurasthenia, somo diseases of a constitutional nature. 





Ear treatment 
with tho Electrode 

TJE 21. 
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c.g. diabetes eto. aeohanicR .1 obstruction by undigested 
remnants and other local causes. When tho oondition 
has booome habitual, the whole digestion is thrcrsm out 
of gear. The other bodily funotions become impaired 
also, so that bloodlessnecs, headaohe, debility, loss 
of memory and tendency to apoplexy ure all concon oo- 
ourrcnco 8 . Tho diet is of vital importance. Treat 
with elootrodc TO 1 on abdomen for 6-6 minutes twioe 
dxiily, awl with eleotrode ITE 33 in rootum for 3 minutes 
twioe daily. 

NEU.1AL0IA . In its strict sense it means the existence 
of pSfcTfn some portion or throughout the whole of the 
distribution of a sensory nerve without any distinctly 
rooognizablc structural change ir. tho r.ervo or norve 
centres. This strict definition howovor would not be 
upplioable to a large number of oases of r.crvc pain, 
whioh in many instances is connected with pressure on, 
or inflammation of the nerve. Hence the word is 
generally used to indicate pain affeoting a particular 
nervo or its bronchos, whatever tho on use. 

As a rule neuralgia botokons a depressed or 
cnfooblod state of health. It often affects the gouty 
or rheumatic. In wcakoned conditions of tho system 
from unsuitable or insufficient food or as a result of 
tiny drains upon the body, or in anaemia from any cause, 
or when oortain disease poisons nro present, it is com¬ 
mon for nouralgia to oome on. Further any strain upon 
the nervous system, such as overwork or anxiety, is a 
powerful predisposing oause. Among the exiting causes 
of an attack of Neuralgia by far the roost cannon is ex¬ 
posure to oold -and damp. But irritation may bo pro¬ 
duced by numerous other onuses suoh as bruising a norvo 
by blow, a decayed tooth, diseased bone, local inflame 
nations, or some other source of proesuro upon a norvo 
trunk. Also a foroi^i body when situated close to a 
norvo. Furthor thoro arc oausos of a reflex character 
rfhioh arc capable of setting up Neuralgia at a distance, 
such as intostinal or uterino derangements. 
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Thoso eases In which, after removal of a piooe of 
nerve, inflarramtory changes and thickening of tho norve- 
s heath ore found, roooivc the name of NEURITIS, but as 
regards the question of pain, there is no difference 
between Neuritis and Nouralgia due te othor onuses, ex- 
oept that pain caused by nouritis tends to bo continuous 
and is very difficult to treat. 

(Treat Nouritis with the electrode TTE 2 with oap 
for 4-6 minutes twice daily nnd apply ointment after 
that treatment.) 

One of tho most ooraaon forms of Nouralgia is 
FACIAL Neuralgia and ono of tho most sovero. It is 
usually oonfined to ono sido. INTERCOSTAL Neuralgia 
is a pain affecting the nerves which emorge from tho 
spinal oond and run along the epexoec between the rib3 
to the front of tho body. 

SCIATICA affoots tho groat solatia norvo which emerges 
from tho pelvis and runs down tho back of the thigh. 

It is also often conr.ooted with a rheuuntio or gouty 
constitution. Treat with tho oleotrode TJE Z with ©ap 



for 4-6 minute e twico 
daily and apply ointment 
aftorvvurds. 
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NEURITIS moans inflammation affootirg a nerve or nerves 
WHioh cay b© looalisod to ono port of tho body. In 
oasoe of LOCALISED Nouritis tho fibrous sheath of tho 
norve is usually at fault, tho actual norve-fibres boing 
only sooondnrily affootod. This condition my bo duo 
to inflammation spreading into the norro from surround¬ 
ing tissues, to oold, or to irritation by pressure or. 
the nerve, and tho symptoms produced vary aooording to 
tho function of tho nerve, in the ease of sensory nerves 
being usually rouralgio pain, in the oaso of motor nervos 
more or less paralysis in tho muscles to whioh tho nerves 
pass. 

In multipl© Neuritis, which is always duo to some 
goner&l or constitutional cause, tho norvo fibres thosw 
ecIvob in tho small r.crvec degenerate and break down. 

The causo of this dogonoration may bo said, in general 
terms, to bo in every ease some poison oithcr taken 
into or produood in tho body and circulating in tho 
blood. Treat with electrode UE 2 with onp for 4-6 
minutes twioo daily and apply ointment afterwards . 

ARTHRITIS moans inflammation of a joint or joints. Tho 
ohief forms are rheunatio, gouty, rheumatoid, gonorrhoeal, 
tuberculous or truumatio (due to v/ounds or injurios). 
Radiation should be appliod only in subacute and ohronio 
casos. Vco ©lootrodo US 2 with cap and radiato for 
3-4 minutes twico daily. Apply ointment afterwards. 

COKJUKCTIVITIS or inflammation of the conjunctiva 
0uoous r'cnVranc oonnooting inner eyelid and eye ball/ 
ls a very Conner, eye affootion. Kioro-orgar.isme arc 
tho cause of nearly all cases of aouto and subacute 
conjunctivitis. Its most characteristic sigr* is that 
tho affected oye becomes red or bloodshot, which is duo 
to the dilatation of tho numerous vessols which ramify 
ovor tho oonjunotival surfaoo. In severe oases thoro 
may bo very groat pain. The discharge from tho eyes in 
tho early stages is thin and serous, but assumes more 
or less tho character of pus after a few days. An attack 
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of aouto oonjunotiritis lasts for 1 to 2 wooks. 

Treat with oleotrode UE 18 for 2-3 minutes twioo 
dally. 

GH1303XS (Pyorrhoea alvoolaris) or Figgis disease Is 
a oonSIFlon of suppuration within the sookots of tho 
tooth in whioh largo quantities of pus aro produood 
round the teeth and are swallowed with tho food, so 
that inorcu3ing ill-health results. Tho oondition is 
ofton oonfused with the much milder state of inf lory- 
nation of tho gum margins, known *A3 GDI GIVI?IS. The 
oauso ie not blown, so in some oases it is attributed 
to the presence of an amoeba within tho tooth socket. 
The oondition Is associated with 'various diseases in 
whioh thoro is marked loss of vitality, like pernioious 
anaemia and ohronio Inflanrmtion of the joints. 

Radiate twioe daily with oleotrodec UE 60 and UE 68 
for 2 to 3 minutes. 

ARTERIO-SCLERQSIS which is a oondition of thickening 
and rigidity affecting particularly tho middle ooat of 
arteries, cones on as a natural change in old age, but 



in some persons the change 
tends to come on early in 
life, while certain dis¬ 


eases, of whioh the chief 
aro gout, syphilis, alco¬ 
holism, and load-poison¬ 
ing bring it or. in ndddlo 
lifo. 
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The result« aro gonoral debility with wanting of the 
naisoloc, failure of appetite, tendency to faints and 
fits, heodaohos, ooldncss of tho hands and feot with 
great liability to gar. prone, and no at important of all, 
an early failure of mental power due to thiokoning and 
blocking of tho artorios in tho brain. There is a 
groat liability to apoplexy. All aouto diseases are 
more soriouc in such a person. Treatment with High 
Froquoncy Violet Rays is most bcnefioial. Radiate 
twioo daily for 4 minutes with olootrodo UB 2 with 
cap. 

HICK BLOOD PRESSURE is a oiroulatory state from any 
cause, in which the pressure of blood within the 
artorios booomos olcyatcd beyond norml limits. In 
gonor.il tho torn includes any ralsod arterial pressure, 
whether temporary, intermittent, paroxysmal or permanent, 
involving syrtolio pro o sure, diastolio pressure, or 
both, of renal or non- renal origin. High Blood Precruro 
is the cymptowatio expression of some underlying causo 
or causes, as yet imporfeotly understood. Elevation of 
blood pressure begins as a transient functional 
phenomenon in those dicpocod by horodity or constitution 
to an overros pensive vasomotor system when exposed to 
psychioal or physical stress. In later life it may be 
a reaction to tho hurry and strain of modern civilisation 
in tho form of hoightonod excitability of tho vasomotor 
centre, 

Effoote of long-oontinuod High Blood Preecuro on 
the system of heart vessels: tho nusoular tiasuos of 
the heart, artorios and artorioloo become hvpcrtrophiod. 
Loss of tho powor of spocoh, a slight or temporary 
paralysis of one or more limbs, or blindnoss sorve as 
warning signals of a notablo inorcaso in blood prosnurc 
or of scull local is od haemorrhages in tho brain. Tho 
kidneys my also be of foe tod . Symptoms gor.orally in- 
olude coldness in tho extremities, digostivo disturbances, 
malnutrition, difficulty in breathing, palpitation, 
fatiguobility, pressure headaches, migraine, occasional 
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noises in the hood and dofootivo vision, dizziness, 
anxiety states, neuralgia, irritability. 

There is difference of opinion as to whether 
protract od high blood prossuro favours the development 
of artoriosolorocic. High Blood Pressur© and Arterio¬ 
sclerosis my run their ooursco indf.pcndontly of each 
other. Physical measures of control include rest, 
exercise, deep breathing oxercisos, resistance oxoroisec, 
muscular relaxation, light ms cage, hydro-or.d balneo¬ 
therapy, fasting and regulation of diet. A particularly 
effootivo moans of obtaining relief is offered by 
radiation with a High Frequency apparatus. 

Use olootrodes US 1 and US 2 twice daily for 
6 minutes alternately on nock, abdomen and calves. 

Also use olootrodo US 8 for the heart 2-3 times 
weekly, aand olootrodo UE 41 for inhalation 4-5 
time 3 weekly. 

VOUKDS . A wound is any breach sudd only producod in tho 
tirfuo of tho body by direct violence. An extonsivo 
injury of tho deeper ports without corresponding injury 
of tho surfaoo is known as a bruiso or contus ion. Four 
varieties arc usually doscribed: incised, punctured, 
lacerated, and contused. The reaction of the tissuo to 
an injury is similar tc that produced by another irri¬ 
tation vis. an in- 
flarmtion which 
finally heals the 
part. The now tissue 
formed is mainly 
fibrous tissue. 

Healing of wounds will 
bo offeotively pro¬ 
moted and blooding 

Treatment of 
Lumbago with 
Elcotrodo UE 1. 
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stopped by applying High Frequency radiation. Treat 
with electrodes UE 1 and UE 3 twioo daily for 2-3 nln. 

ECZEMA consists of nn infloOTnation of tho true shin,of 
catarrhal character, together with tho formation of 
pa pul os, vesicles, or pustules, attendod with more or 
less discharge, and with itching and other symptoms of 
irritation. It cannot be regnrded as a disease itself, 
but is really a symptom denoting the reaction of the 
skin to various forme of irritation. It nay be oither 
acute or chronic uad presents itself in a variety of 
forms. It is usually best troatod by' attontion to the 
general health, and by a sinplo and carefully rogulated 
diet, whilo locally, apart from some soothing application, 
treatment by radiation with tho High Frequency apparatus 
will be found of benefit. Use olootrode UE 1 two or 
threo times daily for 4-5 minutes; in soriouc oases 
use oloctrodo UE 15 for 1-2 minutes. 

SEBORKHQEA is a torn applied to describe an accumula¬ 
tion on the skin of excosolve cobaoeous (oil-forrdng ) 
secretion nixed up with dirt and forming scales, or a 
distinct encrustation. On tho head (whore it is co*»only 
scon) it n;y interfere with tho nutrition of tho hair 
and cause partial baldnocs. Tho troatrxmt is local,tho 
crusts may' be soft on od with oil and tho affoctod f kir. 
regularly washed with superfatted soap. Weak ointment 
also aids their disappearance. Tho fatty cobum fre¬ 
quently aoounulatos in the sebaceous duots, giving rise 
to minute black points so often noticed on tho faco, 
buck and ehest, to which the terns black-heads and 
oomodoncc arc applied. Bettor blood oiroulation,brought 
about by the stimulating application of Violet Kays will 
prevent this condition. Use electrode UE 6 twioo daily 
during 4-5 ninutos for soalp; and electrode UE 1 for 
other ports of tho body. 
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What Violet Rays Are 

T HE Violet Ray High Frequency Cur- 
Kav.*' is a new phase of electricity. It 
rent, or commonly called *he “\ iolet 
is applied to any part of the human body 
without pain, muscular contraction or dis¬ 
agreeable sensation of any kind. 1 he electri¬ 
cal oscillations representing the High Fre¬ 
quence t'urrent follow each other with such 
tremendous rapidity that they out speed our 
nervous sensibility, we do not become con¬ 
scious o! their presence, in other words, our 
nerves are insensitive to the electrical oscilla¬ 
tion- of the Violet Ray. lhe oscillation- arc 
so rapid that they exceed many hundred 
thousand repetitions per second. I he \ iolet 
Kays are pleasing and though ino.-t stimulat¬ 
ing and highly invigorating to the entire 
stem, nerves or muscles cannot record the 
presence of their great power. 

What Violet Rays Do 

Violet Rays or High Frequency Currents 
benefit all living matter. Through the glass 
vacuum applicator light, heat, electric energy 
and ozone are created. I hese forces are uni¬ 
formly potent in relieving and eliminating 
human ailments. \ iolet Kays present a 
remedy upon which we can rely. I hey are 
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positive and certain in action. They will 
reach where medicine does not and often can¬ 
not-—yet they cause no pain, no disagreeable 
sensation or discomfort. They furnish a 
soothing relief. They destroy" germs and 
have a strong power over infection. 

Keep This in Mind 

Do not l>e afraid of the Violet Ray High 
Frequency spray or discharge. It never 
harms. It causes no shock. I se Violet Ra\ > 
freely so you may familiarize yourself with 
their peculiar nature. 

\ iolcl Rays grow itt their usefulness tin- 
more you study their action and effect. Make 
it clear to yourself what you wish to accent 
plish. If you want a soothing effect, don't 
apply a strong spray hv holding applicator 
distant Irom the part to he treated; make a 
close contact instead with the bare skin. If 
you wish stimulation treat through the cloth¬ 
ing with a current strong enough to reach 
your tissues. If you desire a t ranquilizing 
effect to quiet the nervous system, do not use 
a current sir-.tig enough to cause irritation. 
It you actually want to destroy a wart or 
small growth, you must use tin escliarotir 
spark Irom a sharp point in order in obtain a 
cauterizing effect, l.et lhe>»- he the guiding 
principles to you and the result in the use of 
the \ inlet Ray< will he surprising. 


Many people, after stopping their t 
ments for many week' and even months, re¬ 
port continual iuerca-r in health and -tu-ngth 
As a matter of fact, the greate-f benefit comes 1 
after the course of treatment is over. I*his 
answers the question often asked a- y> 
whether the treatment - does not have t-> '-*• 
kept up indefinitely. 

Different Effects Obtainable 

The treatments can exert different effects 
according to their way of administration. 

First—They can he sedative or quieting. 
You can charge your entire body with the 
VioleL Ray high frequency current. You can 
electrify yourself completely. You can calm 
painful sensations by sedative treatments; be¬ 
sides sedative action is strongly constitutional 
in its effect. Sedative treatments arc >«f great 
benefit in all nervous ailment' They tran- 
qttilizc vour nerves. Sedation can he pro¬ 
duced locally by keeping the applicator in 
close contact with the part to be treated. 
Nervous troubles are quickly and most bene¬ 
ficially influenced l»y I he sedative current. A 
general electrification treatment refreshes thei 
entire nervous system. 

Second—They can be stimulative. Stimu¬ 
lation is produced whenever an electrode is 
somewhat lifted during the application or 
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U'-. i through clothing or cloth This stiiuu- 
nuj is caused hv the many small sparks 

£ llcd the High I'recjuencv Spray. I'hcy bom- 
rd tin area which they cover, causing a 

E re -ng but pleasant sensation. They have a 
ttiebeial heating effect, too. Besides they 
generate ozone. Particles of this ozone arc 
<lr: eu right into the tissue, causing the ozoni- 
kati<>n of the blood. Sparks are also germ 
lulling and have a great power over infection. 

How To Treat With Violet Rays 

I : • following instructions are written in 
the simplest way possible. They will give ex¬ 
cellent results, if properly followed. 

Abscesses Tse electrode Xo. I and keep it 
in close contact with the skin. l*sc enough 
current to get the*effect of the heat generated. 
Duration of featnicni 7 to 10 minutes, re 
pea ted daily or twice a day, if necessary. If 
applied to a developing abscess, its growth 
can be arrested. 

Acne (Pimples)—This distressing condi¬ 
tion. >o common in young people, is one in 
win. Ii quick and permanent relief may lie ob¬ 
tained by the use of a short spark. Use elec¬ 
trode Xo. 1 and treat the entire surface for 
about <i minutes. Vbout the nose and other 


sharp angles a smaller electrode I Xo, la or 
lit) is more desirable. Where blackheads are 
deeply imbedded in the tissues, results may 
be had by using a very mild fulguration spark 
(electrode No. 20), thus softening the im¬ 
bedded mass and permitting of its easy re 
movai. Steaming the face previously will be 
found helpful. As in abscess the diet should 
be carefully regulated, rich and greasy food 
should he avoided and the bowels kept in a 
healthy condition. 

Alopecia (Loss of Hair)—Use a weak cm 
rent at first. and increase to a medium 
strength later on. with electrode Xo. 3 or 3a. 
Pass the comb back and forth over the entire 
scalp for about four minutes every day. L ?e 
ihe same treatment for baldness due to sick 
ness and for gray hair in order to restore it 
to its natural color. 

Alcoholism and Drug Addictions—In ;d< ■*- 
hoi. morphine or opium habits, apply a strong 
current over liver, -olar plexus and spine, i• >r 
h to 8 minutes daily. In cocaine habits tt-c a 
mild current to the soles of the feet, amis and 
legs until reddening results. All these appli 
rations should be made through some inter¬ 
posed towel or clothing. Xever apply current 
through shoes. Short 'parks are best for all 
treatments in these cases. 
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Anemia and Chlorosis—Treat i hot. .-dich 
i ikmi. hark and .-pine, covering the whole as 
tborough I \ as possible, with electrode Xo. 1 
nr from 8 to I" tnimites three to - is times per 
week. Nigh Frequcncv currents increase the 
oxygenation of the blood and hence are a> ef¬ 
fective a- iron tonics. Ozone inhalations are 
ery helpful: in fact, are of the utmost value 
in these cases. Use Ozone Generator No. 28. 

Arteriosclerosis and High Blood Pressure 

Daily treatments of about 8 minute.-' duration 
will serve to lower the blood pressure. A- 
the Mood approaches normal, the treatments 
may he reduced to three a week, then to twice 
a week. A treatment every week nr two 
should he maintained for some lime in order 
to he sure of the permanency of results. Ap 
ply electrode "No. 1 or No. 2 over the body 
generally, using a medium current strength. 

Asthma -In asthmatic conditions, if the 
disease is of long standing, the best results 
may be obtained through the use of the 
' >zonc Generator, electrode Xo. 28. Choking 
and coughing fit- will generally he prompt!) 
alleviated by these means. A local auxiliary 
treatment may also be used for a sedative 
effect by a gentle massage over the area with 
the surface electrode X T o. 1 and mild current. 
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Also apply electrode Xo. 5 to throat glands 
for about <> minutes. 

Ataxia l*se a> sharp sparks as you can 
tolerate, along the spine, over buttocks, abdo- 
t men and to the back of the legs. Apply elec¬ 

trode Xo. 1 or No. 4. Daily treatments lasting 
about 10 minutes necessary at lir>t. They 
can he gradually decreased with the progress¬ 
ing improvements to about two a week. 

Backache Treat sore muscles with elec¬ 
trode Xo. 1. This will relieve pain. As back¬ 
ache may he due to weakness of the bladder 
or -exual organs, lumbago, rheumatism, kid¬ 
ney disease, it is important to treat the cause 
as well. 

Barber’s Itch (Sycosis)—First cleanse the 
infected area with warm water and castile 
soap, and a mild antiseptic wash. Treat then 
with mild current from the surface electrode 
No. 1 in close contact, followed by a short 
spark till counter-irritation is produced. The 
condition is stubborn and may require ex¬ 
tended treatment. 

Bladder Disease (Cystitis)—The effect ><i 
vacuum tube treatment through the rectum or 
urethra is remarkable in inflammation of the 
bladder. Treatment lasting 7 minutes should 
be given daily at fir-t and then every other 
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♦lav. It i> remarkable how fast the urine 
iears up in nearly all »»f these cases. Use 
electrodes Nos. 1. 2 nr 2a. 

Blackheads—See Acne. 

Bronchitis -Short sparks applied with elec¬ 
trode No. 2 or 2a over the chest and back, 
until they are well reddened, will give relief. 
This treatment may he repeated every hour 
until a sufficient moderation of congestion is 
obtained. More important than the high fre¬ 
quency application is to ozonize the air by 
mcans of electrode No. 28. 

Brain Fag- -l .se applicator No. I over the 
forehead and eyes and to the back of the head 
and neck with a spark just >irong enough to 
have a good tonic effect. In all cases, 2 or 2 
minutes’ inhalation of ozone (electrode No. 
28.) is desirable. 

Breast Development—Cover the entire area 
to be developed in your treatment. Use elec¬ 
trode No. I for about 5 to 8 minutes daily. 
Move it lightly over each side, from the neck 
downward and also from arm pit to arm pit. 
under each breast, pressing lightly upward. 

Bright’s Disease— \pply with electrode No. 
1 over the region of the kidneys a strong cur¬ 
rent for at least 10 minutes every flay. 
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Bruises—Treat with electrode No. 1 o\.-r 
injured area. First with close contact and 
later with gradually increasing spark. Use 
High Frequency lubricant. 

Bunions—Electrode No. lb or No. 24. 
using a fairly strong current, should he ap¬ 
plied directly over the inllamed area followed 
by a gentle spark. 

Callouses—On calloused areas on the foot 
mild fulguration spark obtained from the ful- 
guration electrode No. 20 will soften the hard¬ 
ened tissues so that they can be readily re¬ 
moved. If a resultant soreness follows, treat¬ 
ment over the area with the surface electrode 
No. 1 in direct contact with the skin will af¬ 
ford relief. 

Cancer—Mild forms of cancer are treated 
with a strong spark. Use electrode No. 20. 
Surgery is usually required in conjunction. 
Consult authority. 

Canker—A medium current for one or >w 
minutes should he applied with electrode No. 
f 10 or No. 15 or any suitable dental electrode. 

Carbuncles -Use applicator No. 1 in loose 
contact with the inflamed area and pass it 
back and forth over it for ten to fifteen min 
tiles. This will relieve pain and promote an 
early ripening of the carbuncle. Electrode 
No. 22 is also vor\ convenient. 
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Catarrhal Conditions—In catarrh of the 
nose and throat the ozone generator Xu. 28 is 
of great value and should be used two or 
three times daily for about 5 minutes at a 
time, followed by treatment in the nostrils 
with the nasal electrode No. 16 or 29 with 
mild current for about 3 minutes. Care 
should be used that the current is not turned 
on until after insertion of the electrode. 

Cataract—Five minutes daily treatments 
with electrode No. 18 with not too great an 
intensity of current: applicator in contact 
with closed eye lids. 

Chafe—Use Lubricant, followed by a me¬ 
dium current with electrode No. 1 for 5 to (> 
minutes in close contact with skin. 

Chapped Hands or Face— \pply Lubricant 
first. Then use a weak current with No. 1 
electrode for two minutes in contact with 
skin. 

Chilblains—Use electrode No. 1 for 6 to 8 
minutes in contact with the skin. It may be 
held steadily over the chilblain «>r moved 
slowly about as de ired. Repeat daily or 
every other day until cured. 

Cold Hands or Feet—This being due to 
improper circulation in the extremities relief 
may be obtained by a gentle spark over their 

to 


surface, gradually increasing until a flight 
redness appears and sense of warmth prcvattjS 
Use electrode Nos. 2 or 2a. Repeat often, it 
necessary three times a day. 

• Colds—Cold in the hcn<! .v ill U hcn<3tfl 

by inhalation from ozone generator (electrode 
No. 28). followed by mild current through 
„ nasal electrode Nos. 16 or 2'* lu- ,>uriacJ 
electrode No. 1 may also be used over the an¬ 
trum, mastoid region, and back of neck.BsB 
also Bronchitis. 

Cold in Lungs—Treat the < hot and! jhacH 
Follow instructions given under Asthma* 
Take ozone inhalations repeatedly for several 
minutes. Electrode No. 28. 

Constipation -Relief may i "'.tamed 
thorough downward massage <»ver theabdotite 
inal region with a surface electrode No. 1 ap¬ 
plied first directly on the skin and followM 
by short spark over the same area. Ten min- 
. utes daily is advised first, later dropping to 
two or three times a week. It the constipa¬ 
tion is particularly stubborn, peristaltic action 
will be stimulated by means of the insertion 
of an insulated rectal electrode < Nos. 14. 14a, 
14b), properly lubricated, for a period of 4 to 
6 minutes. The current should be applied! 
after insertion. 
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Corns—Hard corn.- may often he entirely 
removed by the application of the fulguration 
electrode No. JO. care being used to apply the 
spark particularly upon the hard tissue and 
not on the surrounding area. 

Dandruff—Shampoo the scalp before treat 
menu dry it thoroughly and apply a medium 
current, with applicator No. 3 or 3a. using it 
in the same manner as an ordinary comb; 
3 t«> 3 minutes tire sufficient. Repeat this 
treatment at intervals of 2 to 3 days. Do not 
use any hair tonic. 

Deafness—Unless the drum of the ear is 
ruptured, chronic deafness may generally be 
relieved and in many cases entirely cured by 
high frequency treatment. The car electrode 
Mo. 11 should he used for about 4 minutes. 
The gentle stimulation thus afforded to the 
delicate aural nerves and the mild massage 
of the drum will sometimes result in an im¬ 
mediate improvement in hearing. As a fur¬ 
ther treatment he surface electrode may be 
applied over the mastoid region for 4 or 5 
minutes with a gentle, mild current. 

Diabetes -Apply electrodes Nos. 1 and 2 
over the abdomen, and if proper diet is ob¬ 
served results will he quickly obtained. Ap¬ 
ple a strong current tor about 8 minutes 
through a thin towel twice a day. 
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Diphtheria—Apply '.<> inside and outside 
of throat with electrode No. 10 and No. 15 
respectively. Ozone inhalations have proven 
most beneficial (Ozone Generator No. 28). 

Dyspepsia—Apply surface electrode No. 1 

* over stomach and solar plexus. The general 
tonic effect of ozone inhalations makes it a 
useful adjunct. 

Earache—Is frequently relieved by applica¬ 
tion of the ear electrode No. 11, using a mild 
current for from 3 to 7 minutes. Applica¬ 
tions to the hack of the car and over the side 
of the face covering the facial nerve with 
electrode No. 1 assist this treatment gr, ally 

Eczema— A handkerchief or gauze laid o .er 
the surface will cause a slight spark and is 
preferable. If the skin ilchcs hold the chc 
{rode slightly away from the surface. This 
will relieve and gratify. 

Eye Diseases Iritis retinitis, atrophy •>! 

* optic nerve, conjunctivitis, trachoma, glau¬ 
coma. incipient cataract, paralysis or ocular 
muscles, intro ocular hemorrhage have all 
been treated by high frequency currents. 
CI 0 S 9 eyelid.- and apply a mild current with 
electrode 18 or JJ for short periods, not 
exceeding 3 minutes at one time. 
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Felons -Treat with No. 1 electrode and a 
mild current in close contact daily from I to 0 
minutes. 

Female Troubles Use electrodes Nos. 7, «S 
or Id. They should be lubricated before in- 
sertion. Turn the current on after insertion 
of electrode and turn the current off before 
removing the electrode to avoid unnecessary 
sparking. A medium current lor 5 minutes is 
applied. Repeat treatment as circumstances 
require. During menstration an excessive 
How of blood may result, as High Frequency 
currents draw the blood. 

Fistulas—Use electrode No. M. 1-la. I4l> 
and 31 as indicated. Lubricate electrode be¬ 
fore insertion into rectum, l -e a medium 
current for about 5 minutes daily. 

Flabby Breast A stimulating application 
with the surface electrode to the relaxed nip¬ 
ple of the flabby breast will immediately show 
its beneficial effect. 

Freckles—Several weeks treatment will be 
required. Use electrode No. 1 daily from 4 to 
<> minutes with a medium current. 

Frost Bites—Treat affected part with No. 1 
electrode, using a mild current for from 5 to 
7 minutes. 
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Forunculbsis—Treat with No. 1 electrode 
Mild or medium current strength. Inflamma¬ 
tion cctiscs quickly. 

Goitre -The absorption of tissue being nec¬ 
essary. treat with external throat electrode 
No. 3 in close contact with the skin and fol 
low with moderately sharp spark all over the 
surface and sides of the protuberance, l’er 
sistence in this treatment is necessary. 

Gout—This condition may be helped by a 
continued massage over the area with a sur¬ 
face electrode and a mild current. Pain ma> 
be fell at first. If so. begin with short treat 
ment and increase. Do not treat during acute 
attack. 

Gray Hair—Tin natural color of hair ■ an 
often be restored by patient treatment' with 
electrode No. 3 or 3a. See under Alopecia 
Sometimes several mouths are required for 
first results. Keep tin- scalp clean. Use a 
current of sufficient >tn ngth for good 'tinnt 
lation ever> day once or twice. 

Grippe (Influenza) — Cover spine, solar 
plexus, over eyes and sides of nose. Inhala¬ 
tions from Ozone Generator t No. 2Si will 
greatly aid. Intra-nasal applications by elec¬ 
trode No. 1 h or 29 i- also beneficial. 
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Hay Fever Apph electrode No 1 over the 
nose and the spine and No. 2i> in nostrils, it 
is advisable to anticipate tlu trouble and be¬ 
gin before discomfort is Jclt. 

Headaches—Headaches are 'Vom varying 
causes. If relief is not had ir>*in applying to 
the seal of pain, cover the spine and stomach. 
Apph No. 1 electrode. 

Hives and Rash -t'se electrode No. 1 with 
medium current strength to affected area. 
I'-e High Frequency Lubricant before apply¬ 
ing the electrode: 3 to 5 minutes should be 
sufficient. Repeat daily. 

Hemorrhoids -L'se insulated rectal elec¬ 
trode No. 31 with mild current for about -1 to 
(i minutes, care being observed that the elec¬ 
trode i- properly,, lubricated and that current 
L not turned on until after insertion. 

Insomnia—Cover back of bead, neck and 
eve brows in order mentioned. L'se electrode 
Nil, 1 ; a strong current is essential in treating 
tl'N ailment. 

Leucorrhea- -Follow tin directions given 
under female troubles. Also use electrode 
No. t. moving it up and down the spine 
slowlv. \ strong current must be used for 
about 5 to '» minutes daily. 

te 


Lumbago -Since tin object is relievo 
pain, continue the treatment over painful area 
until all pain is dispelled. 1 se electrode No. 

1 and as strong a current a> can I" tolerated 
Repeat treatment whenever pain reappears 
until cured. 

Massage—Lei patient bold metal elect r-*die 
No. n in one hand, turning on current after it 
lias been grasped. Masseur's lingers will 
draw sparks to point massaged. High h re¬ 
queue) lubricant is excellent for massage. 

Mumps-—Treat the swollen parts it 
medium current and electrode N->. 1. keeping 
it in contact for about 5 to 8 minutes. Repeat 
as necessary, at least once a day. 

Nervousness—Treat the spine, back of beat# 
and neck with a mild current, using electrode 
Nos. I and 4. Immediate results are felt in 
all cases. L’se a weak current at first and 
increase the strength gradually: 5 to s min¬ 
utes is the average duration of treatment. 

Neuralgia—Apply to -vat of pain, rai-ing 
electrode occasionally to produce spark. First 
apply High Frequency lubricant, \pply with 
No. 1 electrode: time of treatment 5 i< p> 
minutes. 

Neuritis—The first few treatments usually 
increase the pain, after which relief is felt, and 
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Condensed Directions for Treating 


Ordinary | Ailments 


All applications os described below con be tjkrti with the surface applicator No. 1 
HEADACHES: Apply to 3-4. fi. 7. 2. 17. 


INDIGESTION: Apply to 3-4. 25. 2. 5. 


CONSTIPATION: Apply to 3-1. 23 and 24. 

NERVOUSNESS Apply to If. and move slowly up and down entire spine covering 
16 17-5 13 12 treat back of head 31-31. treat also 3-4. 23. 22. 21, 28-30. 11-18 10 
and 20. 


INSOMNIA: Apply t«. v>le- of reel 20. over 3-4. 8-9. 2 down to 13. 

NEURALGIA OF THE FACE: Apply to 10 -front or earl and cheeks. 

DEAFNESS: -Apply to 31 (back ol ear) and use electrode No. 11 inside of ear. 

RHEUMATISM: Apply to scat of pain and to 3-4. 8-9 

WEAK LUNGS AND TO DEVELOP CljEST; Apply to location of htngf every day- 
three times for several minute - and froti>26-26: breathe deeply during application and 
inhale ozone through ozone generaton 

SALLOW COMPLEXION: Improve your digestion by applications to 3-4. also take 
facial applications 

FALLING HAIR, DANDRUFF. GRAY HAIR AND PREMATURE BALDNESS 
Use applicator No. 3 or No. Ja and cover entire scalp during treatment. 

HOARSENESS AND TO IMPROVE VOICE. Apply to 23 and entire throat 
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the current may Ik* increased and a short 
'park given, \pply ai tlit* seal of pain with 
surface electrode No. 1 

Obesity—l so electrode No. 1 and apply to 
aileded parts and treat consistently, liegin 
with a medium current and increase to full 
power. Rigorous diet, exercise and personal 
hygiene must of course he observed. 

Pains Apply at seat of pain until relieved 
with current and method to give best results. 
L’se electrode No. 1. 

Paralysis- I real paralyzed muscles, em¬ 
ploying a current strong enough to produce a 
half or three-quarter inch spark. Part of I he 
time keep the applicator in contact with the 
skin and parr ol the time raise it above the 
surface to get the effect of the spark. 

Piles—-See Hemorrhoids. 

Pimples—See Acne. 

Poison Ivy—Apply High Krequencv lubri 
ant first. I >e No. 1 electrode or No. 2 and 
a edgewise so as to cause plenty of sparking 
over the whole affected area. Lift tin* appli¬ 
cator here and there and treat with a strong 
current for from 3 to 5 minutes. 

I rostatic Diseases I his most distressing 
ailment, common to so many men of middle 
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age. is one in which the High Krequencv cur¬ 
rent is almost a specific. I lie treatment indi¬ 
cated is with the prostalic electrode No. 9. 

Pyorrhea—Applications with any suitable 
dental electrode with a weak or medium cur¬ 
rent help greatly to re-establish a health} 
condition of the gums. A dentist should be 
consulted. High Krequencv treatment.' pro¬ 
mote proper nutritional improvements and in 
addition to this have antiseptic and antitoxic 
properties. 

Red Nose—Use preferably electrode No. la 
and apply for only short periods, say about J 
minutes, small sparks by holding the elec¬ 
trode edgeways or lifting it somewhat about 
one-eighth of an inch. The object is to de- 
'troy the enlarged veins. The treatment 
must not l.»c carried too far at one Lime. It 
diould he repeated as the condition permits. 
Several days rest between treatments may 
sometimes he advisable. 

Rheumatism—High Krequencv currents are 
oi exceptional value in muscular and in 
chronic articular rheumatism. The pain will 
be relieved In application of the surface elec¬ 
trode with massage, using lubricant, if neces¬ 
sary. hollow with tairly strong spark until 
pronounced refines? is produced. This treat- 
metn persistently followed has in many cases 
resulted in a permanent cure. While relief 
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may be obtained sometimes in one treatment, 
a permanent cure mat require much time and 
patience. 

Ringworm l -e electrode No. 1 and apply 
■hurt ’.park' for several minutes two or three 
ines every other day. A medium current i- 
sufficient. Move the electrode so a- to cover 
the entire affected area. 

Scars—If the tissue is hardened or callous 
its removal may be facilitated by the applica 
tion of a mild spark through, the fulgtiration 
electrode No. 20. 

Sciatica -Treat with a sharp spark along 
the course of the sciatic nerve until a redness 
is produced. L'se electrode No. 1 or No. 2. 

Skin Diseases—Treat over the affected ti' 
sues with the surface electrode held in cl<-r 
contact for from 5 to 15 minutes. Follow by 
moderate >park 3 to 5 minutes. Treat onee 
daily. If the skin is moist, talcum powder 
should he used so that electrode will not stick. 
See also Acne and Eczema. 

Sore Feet and Stone Bruises -Applications 
with any suitable applicator in close contact 
with tile skin bring quick relict. Use High 
Frequency lubricant and treat for several 
minutes. 
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Sore Throat— Electrode Nj. 5 
for external throat applications. Hold di¬ 
rectly against the skin with fairly *trft|ig car- 
rent. The use of tin* t >zone « let • - No 3' 

for several minutes following may al~> be o: 
benefit. 

Sprains—The pain and ><Tcne-' ftMBhg ft 
sprain may he alleviated b\ :ri-atm(|E^^HnsH 
with the surface electrode in contact 
skin and later by a mild spark, gndualljp ii^ 
creasing in strength until a kypcrcmijgi<fl^^H 
duced. 

Stiffness of Joints and Muscles r. 

dition is generally due to the ovcr-emnfiNg 
ment of certain muscles previously little 
The resulting stiffness and >orcness may be 
relieved by the use of the surface electrode; 
followed by a mild spark. 

Tonsilitis—See Sore Throat. 

Ulcers—Apply a strong current with N ». 
2a or No. 2 electrode for 5 minute- in contact, 
lifting applicator once in a while to prodii0| 
sparks of at least one-quarter inch. Repeal 
daily. 

Warts and Moles—These disfigutciwnH 

no matter of how long standing, may he mi-t 
successfully treated by the application of il 1 
spark through the fulguratiun clvtr<<di- N’<>. 

21 


(C) Jeff Behary 2020 



Electrodes and Accessories 


The greatest care must h< exercised that 
these sparks do not come in contact with the 
surrounding tissues. Permanent' results may 
he expected, and even the most disfiguring 
warts or moles may be removed without leav¬ 
ing a trace by these means. 

Whooping Cough—Apply No. 1 electrode 
in the same manner as explained under 
Asthma and use also Oz"iie Inhalations with 
the Ozone (lenerator No. 28. 

Writer's Cramp—Treat with gentle spark 
over the affected fingers and thumb, also mas¬ 
sage with surface electrode over palm of the 
hand. 

Wrinkles—Are commonly caused bv using 
a given set of facial muscles more than nor¬ 
mally. They can he removed by applying 
electrode No. 1 right over them with a rotary, 
massaging movement. High Frequency cm 
rent revitalizes tired muscles and arrests the 
blighting marks of time. 
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1 Sl~ ! MliUce, $1.00 



lA Small Curtate. SI 00. 



IB <!wall StiflW, li II- i, i - u-nin': ", : 

within cavity am! tit- likely met irrtJtn 
[ i . t .' rrk bi.te-S chill, etc.. $100 



2 |.ai»c iotnl<itM'r electrode, deliver - a very struct* 
current, recommended ! : tre»nnir 

ihrumatSam, lumhagu, etc-, $$.50. 
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2 A Small omiJri* -e* electrode, deliver* a * Irene 
current. u««! whenever den region* are to 
be readied. S2.50 



5 External throat r'rctr rie, al*o eicellent 1 r 

neck. 91.00 



7 Intuited vaicmal d tetrode /»« cent ithm I 

OK'iic Mithin vagina, $3.00. 



3A Small comb electrode lor tralp treatments* 91.75 



ft ItitiiUtcd vaginal electrodr, 92.00. 
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11 Inmlatnl ca electrode, W OO 



12 liviiUterf aeriin il elcifrciN . $2.00. 



14 Plain Kutnl, il* »mr|r *n SI.00. 



14A 1*1 mi Ri t 1. • ! .in, it | a . $1.00. 



14B Plain Rectal, dinner “% in.. SI.00 



IS 1'tain Internal ’ll. at, SI.00. 
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17 J’Unt I -tlicol. $1.00. 



It *» • . . , flrr trmlr. aim I - rtnn=. SI 00 



10 lti»«Ut« *|'. ilium ■ ! fiirue rlernnrlr. S2 00 



20 K«lis*lfati*ii elect mhJc. lor removal f wart*, 
ito Ich. ^roHilf-, S2.50. 



21 PUtp rACWurn rlreti oilr, koimI i«r many u><*. 
a% f»>r instance fc: treatment *.t the »OCsI 
cord, over the r.variv. .i» handle for indirect 
application*. SI.SO. 
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>3 KyrJul elrclfnilr, $1 2ft. 


4 


24 t «>in elcctrt !e. SI.00. 


2ft 


>tn«ll '• mjilioHi (cocaine) fkxiiode; mdiMtH 
*'»«H«in rai» l>c jfiKTJtd min apcrtare acrl the 
high frequency ctment applied through the 
medi ..ted content!. Small panicles of the 
medicament jure driven into the ti*me by 
rwdecular bombardment The effect ii purrl\ 
Feral S2ft0. 


M 

// \ V 

0-0 


20 I.MIge Vatajrfi tic rtectiodv, to l>e me*! in t)ic 
- electrode 2ft. S4.50 

31 ) 


(V>- 



/ / t \ \ 

27 Aclinic ray electiode foi i . .imri.i ?tt • 
vulu»ri». rififfv*i)rt«. Iui;i•. ct- Dnrhipi * 
cirni X-ra>- |n (Mac actinic ot checttra] 

effect. 510.00 


29 I initialed h.i«a| elecirmle, $2.00. 



30 Metal Knob, fot a[i]>Iiciliun *•( high trci|nni 

ctirtenu vnll. fiitadic n»ut<> -i*. l«»r .nmal 
applications ti» cause redex action m.l t- 
1 . ue tun to* in. tu 51 7ft 


rt 

11 


f\ A 

\ / \ 


Ls 


No. 21. n . u . 
Generator, omi> 
pMt with inhalant 
and |iiL‘Mtirv liulli, 
Una and mouth 
! $10 00 


* si * rt* .int, ** ounce 

SI 00 


.11 


(C) Jeff Behary 2020 




































31 ItHiiUird irctal 'c*:ln-lc t »-i«!c m three «!•! 

frtent itiimelerd. . m ** 4 ir , m. $2 00 

«B= 

32 I’linim lf r|r. t . dr, 31.00. 



33 In-.til.nc4 el«:tl<4«. cover* "mail i i. un 
pimple*, etc . $2.00 



30 IVtifal 4rc|fiwlf hnlhm liulb, $2 00 



37 Mem* rlrctt'"*' hull aJtajH-'il bulb. Price S2.O0 



33 Itrutu! katuiiUuric (cocaine) dcciiudc- 
Price* $2.00. 



34 Imulated .pccial attnrfcrnrnt Thi att *< hir« nt 
i- uted by Mcfiiltth or JcuusU month m 
e<rnncctio-ii wiln any liijth ticqucciry Jirneutm 
It allots ftti ea»y ui4tu;‘uUiH*i o: iu 

.il‘plicatn:» a» it t:» vciy -mail qmi liirht in 
weight. The metal connector i* insert**! in?., 
the hi«jh frequency instrument, th* clem.-dr 
.tito the hui<l rubber h smile The cnimecmiir 

COtii. which i* well inttifnte'l, I» three tret 
lime. 33 SO 



30 1*. nt W . • J« Pm $2.00. 






40 I'ental ele-tr. .|e fr>i inmi tr« atimrnt* P'u>$200 



41 I '.rut ’ • **•' ‘tt.»lr f* i ir tncitmcrtl Price$2.00. 


35 N ' t * in c 1 ' ' i1‘* $2.00 


33 
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42 Pctita) cIcctt'Kk ;ouitig certain airi 

Price SS.OO. 



43 D<n»*l elect i dc l*r in*-"!- •! jan. Price *2.00 



44 lArot.ii rlecti* <!• t« |r nt *ut-. treatment. 
Price $2.00 



45 Dental 4ulKVi.itton rlr * . .lr. Pn>i $2.00. 



4(> HenUl electi«tile 1* « gum treatment m*wlc 
jaw Price S2.00. 



•17 lactital cJectxtlc trw nan Hcitnient tell '*r 
in* I'rii- $2 00. 



48 L*ct»l rlfcti«'<lc i r mu 1 it nt lij. - ’ t -.• ic. of 
jtn PiucSfiOO 


M 



well” Home Outfit. 

\ self-contained one 
piece Violet Ray ma¬ 
chine, simple in con¬ 
struction. easy to 
operate, designed and 
improved by the orig¬ 
inator of this type of 
apparatus. This new 
model presents in all 
details the most per¬ 
fect product of its 
kind. For alternating and direct current. The Home ont- 
tit includes the "Ha'liwll" Generator, a general applica¬ 
tor. si.\ feet of cord with attachment plug and lustrtti 
lion chart, all contained in an elegant imitation leathc 
carrying case. Price, formerly $25.00, 
now ___ 


$ 12.50 



No. 5. “Halliwcll” Home Outfit. A two-pi'- r 
Violet Ra> Machine, for home and professional use. Tin- 
Violet Ray < icnerator i- the most up-to-dalc and perfect 
product of the electrical art. It is very benutifu'ly made 
tip itt all details and its construction i- entirely different 
from other instruments. It produces two different kind- 
of Violet Ray discharges of high and low frequency, an 
iii|»'ri:uil feature,especially t" professional people. The 
m-irtuucnt case i> finished in light mahogany . A 
feature of this Violet Ray machine is its adjustment, a 
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it eta mechanism orii/inated by o Tvcll-kuozan inventor of 
many improved Violet Roy produets. 

The Outfit consists of the *'lell Violet Kay 
Two-piece Generator in elegant mahogany, 7 feet silk 
connecting coni, separable, light-weight and spark-proof 
handle with 7 feet of spark-proof cord, a general appli¬ 



cator, a comb rake applicator for Scalp Treatments, 
instruction chart, and a verv elegant velvet lined, 
imitation leather covered earning case with separate 
comjiart incuts tor applicators, which arc neatly held 
in place h\ special clamps. Trice formerly d*OC AA 
S45.00, now -—3- «pJj.UU 
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Instructions for the Use of High Frequency Instrument 

FIRST—Connect Inlet Cable to the two thin posts on right hand side of box, and 
turn on current at socket. 

SECOND—To use instrument for Violet Ray treatment, connect conducting cord 
with tube handle and V. R. Electrode that you intend to use, to high post on left hand 
side of box. Turn switch to post HF and regulate strength of ray on spark gap. 

NOTE: ALWAYS turn current off at socket when instrument is not in use. Do 
NOT have instrument standing on metal table when in use. 

Brooklyn Medical Baltery and Instrument Co,, Inc. 991 Madison Street, Brooklyn, H. Y. 
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C>HiCAC»o.Ii.L. Jan< 7r7f 1912 


Mra. Hester, 

Monroe, Ga. 

Dear Madam: - 

I" a-verdance *• th y.-ur req-i'-Kt. w» m;tl . o. a c%*c , og t ,f 

tur Wh 1 te Cross Siectric Vibrators. 

y«'U v/ 11 fi-., ud f reao'.!i.?; o r catalog, hat cur Vlbx'atcrs 
hv/* b*ec c->n-*r j.jr. ■ j sx ,is to m-on the r-q trerae-it-i of t’*e erdica; 
''-ifeie- 'c, a it at the suo" tbn~ u» table ** .r '*A'fi;’y use, and *-at we 
ha^a nu;ce*lefl m cr*>v«r1 by th»* autiqda of tetters of erthnslaatle 
rae-roxe.*.ia?ion Ah.eh w? have received. 

At the Ban* tim* pr'res have b* tr male* »' low that r. - cne 
crm n-. v u • rd to b« witarmt 'ms i ar/-l- .B * iectrlca i*»*' ruiEem, which 
ie 3o highly *r.d rbc by *he ra J cal profession. 

<l'- r *<wHr**u: Inatr.men«**>:i r-gicarl- f r 515, $22 50, |30 00 
v. ■ . l>J, #45.00, i $5 f, .50, n t **.i you * 11 r^ie vu ta- cnbliae.t urioe 
it f , we nre tiering Leu it * spe.n 1 ' reduced prtc** frr a very 
ini! t*»ri * ise • •i'ly , 7H * is merely i rr’ee at ‘■hloh we exrect t<. get the 
»*:ite Cr K metric v.fc--^- • a introduced tr’.r* ►ver'- c<-irmir i ty. I* is only 

an Intr duetcry and aa so **s the vjbrutcrs are thorugh’.v intro- 

fiuvtd v-e will charge th- rg ar rice. We kn w tha» when we tell one 
machine ’h>it iraohlte wi ?' s« 1 ’fere, and thut is the r-atnn why w» 
t't t. i l g t, nacrifice a few d are n each Vibrator Lr. the beginning. 

*e war;t yr to rend this ca« alcg very cttro r ully. There is a 
great ti-al of -f rn:a lot which eve**yb tty ought to know Y.u kn.>w 
alrea<j> th*** it, hag beer, demone1 1 ate-l by chyu cians tha* there is hardly 
a chror.ir dleeaae th^* vib'-Rtirn will not b-r***lt. You kn.w el 90 , no 
dnibt, th*ti tr>* B^aut; t-ari.Ts use ’he Electric Vib-at r f r treating 
wiruc es l" ihe face, p rfs under ^ha eyes ari double chin. They also 
us- .}•• n: r he sca*p and for removing dandruff. n.ctoru uee Vibrators 

to tr-ft* Rheun-at sin. Lumber , 2«-'Vach-* Feadarh*-, Heart Disease and 
riijze v a ‘her ai men’s. Th*ty alsr use them for pr.noting circulation 
and for resting nerves. 

lit hope that y<n» will deoice to order one cf the Flectrio Vi- 
brat re eh #n in nr dital g. Wa ass ire ycu that 'hey are the very best 
VibraV rs maoe for h’me us**. Tne ver« fact that they cost about 
-nr half as muoh as o’h-r high grade VIbrat rs, must not influence you 
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into believing that they are cheaper maohlnes. Do not compare our 
maohlnes with the cheap magnet machines, as our Vibrators bare ae 
many advantages over the obeap machines as the sewing machine has 
over the common needle. 


Remember, we fully guarantee our machines, and we oould 


not give a guarantee like we do if they were •obeap" in any way. Ve 
simply offer to save you money and give you the best Vibrator made 
Do you want to save money, or do you want to spend it foolishly for 
a machine not better than ours but whloh ooets twioe as muoh or 
on a Toy machine that gives only the pounding strokeT 

If you send cash with the order we will eend you Clamp #14 
for making a Vibrating chair, free, with any Vibrator exoept#l. 

This attachment will enable you to transform any ohalr into a 
porfeot Vibrating Chair, giving you Just as good treatment as 
Vibrating chairs selling from $75 to $100. You can have genuine 
Bw-rdtsh Movement right In your own home without extra expense, 
and get the identical treatments that are given to patients In 
large hospitals and sanitariums. 

*. eend CHARTS AMD INSTRUCTI0H6 WHITTICS BY AH EXPERT,with 
each machine, »o that you oan take treatments in your own home. 

Tc prove to thoee who ere not acquainted with our celebrated 
machines, that the White Cross Electric Vibrator is a much better 
instrument, a’d has many advantages over aU other Vibrators 
and for the benefit of those who do not know anything about 
Vibrators or Electricity. wo will willingly and gladly send any 
one of *ur Vibrators by express C. 0. D., subject to examination 
and free trial at the express office. We will send you a brand new 
machine that haa never beer, used,and ycu can open the box, try it 
for yoorrelf and fe*l the wonderful penetrating effects and curative 
power, J’-’St the same as If you o&me to our factory or ary instrument 
house to select. 

On page 28 you will find a list of the diseases that nay be 
treated by 7ibration. Read testimonials on pages 55 to 63. 

Hole the advantages ours have over other vibrators as shown on 
pag* 52. On page 3? there are s iggeations for your guidance in 
selecting a Vibrator. E<ad every wv.rd about our celebrated patented 
vibratorn, and remember that after we have introduced tfc«m In 
every ’ocnli-y, we will withdraw our special offer and charge 
the full catalog price for everything. Wo refe** yru to page 53 
of the oatalog for our financial responsibility. 


Pi ot. 


Awaiting your further favor, we are, 

Most sincerely yours, 

LIHD3TR0M, SMITH COUPAHY 


C. V. M. 135. 
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LINDSTROM, SMITH CO. 

(New Number i 218 S. Wabash Ave. 

Largest Manufacturers of Portable Electric Vibrators in the World 

CHICAGO, II S a 




I 

I 



(C) Jeff Behary 2020 




What Prominent Physicians Say 


* 


About Vibratory Massage 


• ^ 

Electro-vibratory massage causes absorption by contracting and dilating 
* ^the capillaries and equalizing the circulation.— Kellogg. 


% 

#• 


Vibratory massage reduces inflammation, stimulates muscles, removes 
pain, relieves congestion, and relieves a congested area and starts a general 
• circulation.— Butler, "Internal Medicine." 


It is recognized by the medical profession at large that pressure and 
massage causes absorption.— Osier. 

In chronic constipation vibratory massage produces stools in from three 
to five minutes when used over the ascending transverse colons.— Mathews. 

By vibratory massage the number of pulse beats may be regulated, the 
effect may be permanent, after several treatments the rvthm of the heart 
may be influenced: there is increase of diuresis and diminution of Dyspnoea. 
—Journal /Inter. Med. Assn., Nov. 1905. 

Electro-vibratory massage produces at once the warm, prickling, burning 
sensation, and the reaction is always pleasant and agreeable.— Herdman. 

Take care of your skin. Massage is a wonderful help.— Prof. Hindhede. 

Vibration or mechanical massage, as a placebo, is very good; as a stim¬ 
ulant in general I consider it good. The pneumatic vibration of the tym¬ 
panic membrane has restored good hearing to myself and many others. 
—"Massage in Trauma," by Ferd. Engelbrectson. 

It is safe to say that at least 95 per cent of cases of constipation, whether 
they be chronic or acute, will be greatly benefited by vibrator}’ stimulation. 
—Benjamin Huston Brown. 

The circulation in relation to mechanical vibration includes the effects 
upon the heart, arteries, blood, veins and capillaries.— M.L. H. Arnold Snow. 


Eat*;*.] arrorriinff to Act of Conrrraa in the Yrnr 1011, by UftdMiom, .Smith Co., 
tltt of tiut titvanan of C‘*n*ra-«, at Wa.l,ina!"lt. t 1 . C 


The Instruments Manufactured by LIMDSTKOM, SMITH CO. are fully protected bj 

United Slates and other patents. 


O’ne J> 
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“Beauty and health can be obtained by persistent effort in the 
proper methods.”—Madeleine. 
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VIBRATING CHAIR 


Swedish Movement in Your Own Rocker 



It Promotes Circulation and Stimulates 
Every Nerve and Muscle from 
Head to Foot 


Any Chair Can be Made a Vibrating Chair with the White 
Cross Electric Vibrator in a Minute 

<Pi«* « 
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History of Vibration 

ASS AGE is a French word derived from a Greek word, meaning to 
knead; the Arabic “mass’* pressure; Sanskrit “masch," to press, to 
strike, and is commonly known as meaning friction, rolling, knead¬ 
ing and manipulations performed on the tissues of the body in a 
variety of ways, with the object of improving the circulation of the 
blood and general stimulation. 

It dates back for centuries and has been practiced by many 
nationalities in various ways, but until lately has not received the recognition it so 
richly deserves. 

The earliest knowledge of it was probably obtained from the Hindoos and Brahmins 
and next from the Chinese, and the Greeks followed. 

Cong-Fou. hundreds of years before Christ, prescribed a regular system of 
massage to ward oflf ailments. 

Homer (1000 B. C.) mentions in his writings that rubbing was used for stimu¬ 
lation. The ancient Greeks and Romans used massage in case of illness, to increase 
activity and as a luxury. 

After exercise it was used to relieve pains and to invigorate. 

It can be found in the reading of “Vedas” of India. It was practiced in Ancient 
Egypt and Persia. 

Herodotus (484 B. C.) mentions it. saying that friction was good combined with a 
little pressure. 

Hippocrates (450 B. C.) claimed that it was good for constipation and sprains. 
Socrates and Plato both said that “rubbing can loosen joints” and “moderate rubbing 
makes parts grow, while hard rubbing binds and too much causes parts to waste.” 

This should be remembered by those who buy Vibrators. 

Galen of Rome (150-200 B. C-) and Asclepiades (100 B. C.) used massage. Celsus 
believed in it for chronic pains of the head and for invigorating a paralyzed 

part. Hadrian, Martialis, Pliny and Arrian and Oribasius also believed in massage. 

Probably Herodotus was the first to give directions, and thus gave the principles 
for rational mechanical methods of treatment. He spoke of friction being given, gentle 
and slow at first, and then with pressure and more rapid. 

Hippocrates suggested the ' Direction” by saying to rub up, thereby aiding 
mechanical means and aiding circulation. 

Julius Caesar used to have himself pinohed regularly, as a treatment for neuralgia. 

Galen said friction should be used before exercise to make the parts supple. He 
even advocated nine different ways of employing massage. 

There will be Less Pain when Our Vibrator is Fully Known 
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WRrfce Cross 



Arrian advised stretching in connection with massage. 

The Greeks used a unique way to obtain Vibration. 

They wrapped one end of a saw in cotton cloths and applied it to the body, while 
with the other end uncovered they would saw a piece of wood, thus obtaining 
mechanical Vibration. 

The Romans used the lash to cure impotence, and the back was rubbed to cure 
tterility. Ladies allowed themselves to be whipped on the back to cure the same trouble. 

Mcrcurialis in 1573 A. D. published a book treating on movements. 

Francis Fuller 1740 A. D. wrote a book speaking of the “Influence of Motion” as 
a medical aid. 

Paullini 1700 A. D. prescribed slapping and flagellation. Massage rollers and 
muscle beaters were applied in many ways and shapes and were really primitive Y ibrators. 

In the middle of the 19th century Dr. Zander constructed his mechanical motion 
Instruments, called “Head-Shakes," for neuralgia, etc. 

Vigoreaux used a tuning fork in a resounding box to treat locomotor ataxia, etc. 

The next step was the invention of mechanical machines for massage. 

The first ones could vibrate, shake, roll and cause friction, but due regard to tech* 
nique is essential to proper massage, both manual and mechanical. 

The majority of the machines vibrate the patient en-masse, consequently the 
next and last need was to introduce a Vibrator apparatus by means of which treat¬ 
ments could be more localized and apparatus better controlled and capable of being 
applied with greater regard to technique. Then, to make them so light and attractive 
and at such cost that people generally could have one in each home. This we were 
finally able to do after years of patient effort. 

People of warm countries and cold, barbarous and civilized, have methods of 
massage, manual and mechanical. 

The people of OAanica strike constantly and softly with the fist, rubbing the palm 
of the hand and pressing and squeezing the tissues between the fingers and the thumh 

This illustrates combination of effects which can be produced with a Vibrator. 

The natives when using it for fatigue treat only the arms and legs, but if they 
use it for pain they treat only the surrounding tissues. 

The Sandwich Islanders use a mixture of kneading, squeezing and rubbing called 
“Lomi-Lomi," and now in later days we have “Vibration and Massage,'' obtaining 
our knowledge from the ancients and our ancestors, but with improved methods and 

of course with more beneficial results. 

' 

Some companies have the nerve to offer a Vibrator to the public with 
only the pounding stroke for medical purposes. If you will read page 7 you 
will know what is required of a Vibrator for medical purposes. 

Vibrate Yourself to Health 
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Extracts from 

•Mechanical Vibration and its Therapeutic Application 

By M. L. II. Arnold Snow, M. D., 

Profestttr of Mechanical Vibration Therapy in (hr Meu> York Schoo.'of Physical Therapeutics; Asso¬ 
ciate Editor of the Journal of Advanced Therapeutics; Late Assistant in Electro-Therapeutics 
and Diseases of the Mervous System in the Mew York Post Graduate Medical School. 

HE essential elements of a good machine are as follows: It 
should be constructed so as not to injure, bv soiling or tear¬ 
ing the patient’s clothing; the vibrations should be capable 
of a range from weak to strong and the force of impulse and 
rate of speed should be under control (the rate ranging as 
high as 6,500 vibrations per minute) and the stroke should 
be adjustable. It should be easily moved about, easily operated and readily 
adapted to the part to be treated? It should have the least possible 
frictional wear, and the applicators should be easily adjusted. The ap¬ 
paratus should be so constructed as not to be easily broken or put out of 
repair. Heavy weight is an objectionable feature. ” 

The circulation in relation to mechanical vibration includes the effects 
upon the heart, arteries, blood, veins and capillaries. ” 

“From the effects of vibration applied as a tissue exerciser, it may be 
inferred that it increases the number of red corpuscles and the haemonglobin. 

internitz has demonstrated that exercise increased the number of red 
blood corpuscles." 

*Nasal catarrh may be favorably affected by vibro-massage applied to 
the muscles about the nose, eyes and mouth, using vibratory stroking in an 
outward direction. A vibratory treatment of the neck will also assist the 
process. An internal nasal treatment is seldom necessary." 

“Vibration increases the blood supply to the muscle, renders it firmer, 
more healthy and more elastic. In cases following injury it rapidly 
diminishes the tense hardness due to local statis so characteristic of the 
affected part. After the first treatment properly administered the part 
treated usually has a feeling of warmth and comfort." 

• Note—W e recommend this book, from which these extracts are taken, to those who are Intew 
eated in vibratory treatments. It is a very complete work with pages, illustrated. 



Our Vibrators arc Operated with a High Grade Electric Motor 

trwt> 
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White C ross hleotric Vibrator 

"Vibratory stroking has a soothing effect, and vibratory friction by act* 
ing on the nerve of the blood vessels and lymphathics has a marked effect 
on inflammation. It also helps to give the tired nerves their necessary 
blood supply.” 

"Deep interrupted vibration with moderate or deep pressure is stimu- 
lating the application is short, but it is exhausting if too strong or if it be 
applieu too long.” 

"Mechanical vibration relieves congestion, assists elimination and ab¬ 
sorption, and stimulates the functions of the various structures of the eye.” 

"The eyelids and face may be successfully treated by mechanical 
vibration. Vibratory stroking is indicated for the relief of paralysis, aedma. 
and ecchvmoses. Twitchings are best treated by direct application over the 
motor points of the affected muscles.” 

"Sexual neurasthenia, impotency and prostatitis may also be treated 
by vibration either alone or in connection with electricity. For the treat¬ 
ment of which employ the rectal vibratode for five minutes or so, using the 
minimum stroke and a fairly rapid speed, taking care that the treatment be 
not too prolonged." 

"Mechanical vibration is a valuable means for inducing the functional 
activity and correcting other derangements of digestion.” 

"Mechanical vibration promotes to a marked degree the functional 
activity of the liver, stomach and intestines—both promoting absorption 
and increasing peristaltic activity." 

"Mechanical vibration applied to the stomach improves the general 
tone, increases motor and glandular activity, thereby aiding nutrition." 

"Vibration of the abdomen has a curative effect on constipation, assists 
digestion by increasing the functional activity of the pancreas, liver, stom¬ 
ach, promotes muscular nutrition, increases absorption and renal elimina¬ 
tion, strengthens the muscles of the abdomen and increases nervous and 
circulatory activity, and slows the pulse rate.” 



Don't Waste Valuable Time and Money on Cheap Imitation* 

CPMtO 
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Vibration and Muscles 

Prom "Ixssons in Vibratory Tkrrafrutie*" 

HE muscles constitute about one-half of the body weight and 

Not a movement can be 


YMtiLArMEI conta * n one-quarter of the blood. 

executc d without some of them being called into activity, and 
SS^CLf perhaps there is never a time in our life in which some of 
them arc not in action. It is in the muscles that the cap¬ 
illaries give up their nutriment; in them the body heat is generated 
and maintained; hence their condition is a matter of concern. 

The work of muscle is done by alternate contraction and relaxation. 
As the muscle works more blood is brought to it—the more work the 
more blood and also the more waste. This ^ 

waste consists mostly of carbonic acid. Another 
waste product is sacro-lactic acid, so that, when 
working, the normally alkaline reaction of muscle / 
is changed to acid, and if fresh blood is not fully |L 
supplied, the muscle is soon fatigued by the Yjp*- 

We have said that muscles arc never com- \ 

pletely relaxed—they are always more or less on [;' 1 f)k 

the stretch. This condition of tension, called /' ||1rolg£> 

“tone, " is under control of the nervous system, \~v 

and, if kept up normally, is dependent upon a 

full supply of blood. Flabby muscles lack tone ifcwda*ofu>« «i<jK« ck 
—blood—hence a depressed or paralyzed nervous condition must be present 
or a low condition of the circulation. Men with such muscles are of seden¬ 
tary habit—do not exercise. Vibration or massage applied to the muscles 
of such individuals will speedily restore the lost “tone.” 

What is the effect of mechanical vibration on the muscles? From 
experience we have found the effects are similar to, but in some cases 
more pronounced than, those of massage. I cannot forbear letting Dr. 
Graham describe those effects. In speaking of muscles he says: “Their 

I 

The Best is the Cheapest in the Lon? Run 
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action presents a great similarity to that of a beating heart, for at every 
contraction of a muscle, blood is driven out of it, and by this it, at the 

same time, receives an additional impulse in 
its return to the heart, while at every relax¬ 
ation the vessels are again allowed to fill. 
Further, the heart, abundantly supplied with 
blood for its own nourishment, lasts a life¬ 
time, usually without fatigue, though in con¬ 
stant activity, while voluntary muscles, if 
allowed to remain inactive, suffer in size and 
strength Hence the importance of some 
measure that will overcome the evils of inac¬ 
tivity, that will at once attract the circulation 
to the muscles and at the same time aid in 
its return. This indication is better fulfilled 
by the intermittent pressure of massage than 
by any other known remedy; for it makes 
more blood go through the skin and muscles 
Fir« uyeroftiieMiuciMoftiMi B«ck. an( j consequently less to the brain and spinal 

cord and internal organs generally. Fatigue is an 
indication that waste is greater than repair. Muscular 
fatigue from over-exertion or want of exercise is relieved 
by massage, which promotes a more rapid absorption 
of waste products and stimulates the tardy peripheral 
circulation upon which weariness to a large extent de¬ 
pends. Fatigue from mental straining is relieved by 
the same means which increases the area and quantity 
of the circulation in the external tissues of the body 
and thus depletes the overfilled cerebral vessels.” 

Experiments have been made by a German pro¬ 
fessor upon himself and two others to determine the 
effects of massage on a healthy subject In each 
case the muscular strength increased and all the bodily 
functions were performed in a more perfect manner. 

This coincides with our own experience when treating 

X‘‘ 
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PHOTOGRAPH OF OUR BOOTH 

At the Chicago Electrical Show 



ELECTRICITY AND VIBRATION. 

“Suffering humanity or those suffering with ailments that are curable by vibration 
and electricity, will find much to interest them at tho booth where the White Cross Electric 
Vibrators are displayed, at the south end of the main hall. This Vibrator is the medium 
through which health and beauty may be obtained, and it is suitable for face, scalp ami 
body massage. The Electric Vibrator is made by the I.indstrom, Smith Company of this 
city, and their advice is not to pour drugs into your stomach for a j>ain in the neck, arm, 
leg or back, for, they say, ‘the pain is not there.’ As must diseases are caused by conges¬ 
tion, and as vibration will remove congestion (pricker than anything else, there is nothing 
wonderful to me in the fact that the White Cross Electric Vibrator is popular, not only in 
this community, but elsewhere. The Vibrator 1 speak of is no respecter of persons, for 
it can be attached to any chair and every member of the household can receive the benefits 
of Vibration and Electricity, the best natural remedies known to science. When I stopped 
in front of this booth one of the attendants ran a Vibrator over my right shoulder, which 
was humping itself with rheumatic pains at that particular moment. Tho sensation of 
the Vibrator was like pouring oil on troubled waters. As I am not in the business of giving 
personal testimonials, I cannot say that I shall always have a kiudlv recollection of the 
third annual electric show just on account of that brief session with the Electric Vibrator, 
and its soothing touch was on the surface of a thick overcoat at that. But if I was in the 
business of giving testimonials, that is what T would say, and swear to it if necessary,” 
writes Ralph Waldo in an account of his visit to the Electrical Show.—Reprint from tb 1 
In ter- Occam 
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There will be Less Pain 

When the people are educated to know the full value of the Electric Vibrator. The X-Ray <« 
a wonderful invention and has benefited thousands; The Finsen Light is a great discovery and is 
working wonders, but the Electrical Vibrator ha- done more than all other inventions combined 
in relieving pain and building up the system. This benefit will he multiplied many Hines with our 
machine, as it is now poefihle for r crrtj individual to uec one in hit own Annie. Everyone who can read 
wiU be able to get full benefit of the machine with the aid of our Chart amt Direction*. 

The machine itself is so simple that a child can operate it. 

Thousands of Electric Vibrators have l>ccn sold in well-to-do families for medical purposes and 
have accomplished great results, while thousand*, for lack of money, have had to unnecessarily suffer 
from Rheumatism, Catarrh, Headache. Neuralgia, etc., etc. Our complete line and low price* enabio 
everybody to buy a vibrator, whether they have the electricity In the house or not. 

A Vibrating Chair in every home Is now possible with our machine. We make an attachment 
clamp to hold the vibrator and this damp can be fastened to any chair by anyone in u minute. The 
Vibrating ('hair is the finest thing out for general stimulation and that tired feeling a* well a* for treat¬ 
ment of the hack, shoulder uud neck. 

THE ADVANTAGES OF OCR VIBRATORS ARE: 

_T } 10 vibrations ore strong enough to stimulate, but nof strong enough to do any harm. 

2nd_,\ny amount of pressure doc* not stop the vibrator, hence you can reach locally amt point 

deeply situated in the tissues. 

3rd_For these reason* oirr machine can be operated without fear of injury by a child, and will 

do as much good as the most expensive vibrator-, 

Our vibrator will not cure any incurable diwa»e, it will not cure any disease tluit requires other 
means for treatment, hut it will do as much as any other vibrator will do, it will stimulate the ti-m-s 
that are worked upon, and for tluit reason it will acrid in relieving any disease where a local stimulation 
is required. 

The disturbing factor* in any disease am. 

L Pain, n. Stiff nett, HI. ITeoLiwss. 

I. Pain is produced by pressure U|H>n the nerves, This i* caused by different materials which 
are not carried off, but are crowded in the tissue and aetiug as poisons, or by direct pressure upon 
the nerves connected with the seat of the pnin. Stimulation by vibration will cause these poisons 
to be carried off and disposed of. hence, if all mechanical pressure is removed, retierr pain without 
fioieoning the My with opiaUt. This /tain whom* any jxrin in ony part of the My, The name doe' 
not change it. whether it is called headache, migraine, intercostal neuralgia, any other neuralgia, or 
tcintlea. gastralgia, myalgia or rheumatism, vibration ha* been employes! with great success in Its 
treatment. 

II. SI iff nett in muscle* or joint*, lame back or any stiffness is produced by injury, overwork 
or exposure to cold. But in any caw it is a hardening of the tissues produced by the irritation of 
poisons or mineral salts that are crowded in the tissue*. The vibration, if properly done, will cause 
this to be removed and thus soften the tissue* and the t tiff urn trill 6 e relieved. 

III. IT/vitom in any part of the body depend* on too little blood reaching the part afflicted. 
Vibration will cause the blood to go to the part which is treated, and if treatment is kept up tlia 
weakness should give place to strength. (Constipation is a weakness of the bowels and may bo re¬ 
lieved by vibration-J 

Insomnia i« too much blood in the head. Vibration will draw it elsewhere, ami the patient 
to deep. 

Swedish Movement in Your Own Rocker 
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Priscilla’s Dressing Table 

Beauty for All 

BY ANNETTE BEACON 

((Upriolril Tran Uk MwWn Pnsnll*. XowiuW. 1011J 


DID I hear you sav you hnd given up trying to 
bo pretty? Why so, Mis* Difconsolate? Because 
your eyes arc dull, your skin rough and yellow mid 
dotted with pimple* and blackheads? Tl.ut i* a 
formidable list of beauty drawbacks, but if you 
trill promise to give me your undivided attention 
T trill tell you away to gain the dear skin, glowing 
with the rosy hue of health, the lustrous eyes, the 
rosy lips and the contented mind that renders the 
woman who possesses these attractions beautiful 
to her friends, her family, oud herself. Are you 
ail interested? If not, I know you will be before 
I have talked many minutes. 

Here's the secret, maids and matrons—use vibra¬ 
tion I Yes, I know you are all surprised, but to use 
vibration, will in my opin¬ 
ion, put you on that short 
and narrow path which 
leads to beauty bind. 

Will you take it? if you 
are n sensible w oniun y on 
will. Vihratinnissocasy 
to employ, so wonder¬ 
fully effective, so unex¬ 
celled in bringing quick 
beauty returns that it is 
a wonder to roe that more 
women do nut pu-eesa 
that marvelous little in¬ 
strument—a vibrator. 

Why wander wearily 
along, with your beauty 
goal many months away, 
when by employing vi¬ 
bration you can overcome 
such defects as a flat bnt- 
om, n wrinkled skin, hollow cheeks, a double 
chin, scanty hair, and a host of otlwr beauty ail¬ 
ments, in no time at all, romfiarutivcly sficakinv. 
A daily treatment from a vibrator will develup 
voiir physical and mental energy in a large degree, 
thus enabling you to go about your daily duties 
or pleasures wholeheartedly. Vibration is de¬ 
cidedly worth while. Don't you think it would be 
a wise idea to abandon your pet beauty methods 
for a time and give vibration a clianeo to make 
you young and beautiful? Once you acquire the 
vibrator habit you will become an enthusiast, 
I know. 


Exactly what in vibrutioc?" some one asks. 
That is a very pertinent question. To be explicit, 
vibration is an electrical kneading and stroking of 
the flesh. A* a result the circulation is stimu¬ 
lated, contracted muscle* relaxed, Hubby mus¬ 
cular walls toned up, and the tissue* restored to 
a normal condition. Just think of that, you Iwiuity 
devotee* 1 

If you are the little maid with pallid cheeks who 
likes them not, avail yourself of vibration. It 
will send the sluggish blood coursing through your 
veins, racing to all parts of your system. After 
two or three brief treatments yon will have tlw) 
exquisite joy of seeing your cheek* one flame of 
scarlet, 

Should your pores be 
torpid and filled with 
those little dark speck* 
called blackheads, you 
cannot do belter than to 
run a vibratur bitbrr and 
thither over your face 
for ten minutes daily, 
until your skin is painted 
a deep red and the loxv 
pore* are working over¬ 
time. ns it were, setting 
their houses in order. 
Blackhead* cannot exist 
where the pore* are stim¬ 
ulated to do their duty 
by vibration. 

Before applying live 
vibrator to your face, it 
would be well to cover 
the skin with my spread 
nhrularcream. as it is of great assistance in this 
work of freeing the pores from their unsightly 
content*. 

It i-i most distressing to n woman to have her 
face or body dotted with pimples, consequently 
those so afflicted should fly to vibration as a means 
of delivery from their beauty trouble. In what 
way doe* vibration Improve the condition of n 
pimply skin? It causes the blow! to circulate 
rapidly, thus carrying off poisonous deposits; and 
applied to tlie stomach, hips, back and breast, 
w ill lie the means of relieving constipation, which is 


the chief cause of blotchy, unsightly skin*. This 
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should he Rood new* to (hnv uf my reader* who 
are so unfortunate as to have the beauty of their 
skins marred by ugly eruption*. 

If your rhin looks like a pudding, and you have 
tried many methods of banishing this unwanted 
flesh without «icre>* attending your effort-*, for¬ 
sake old beauty aids for the nonre and give vi- 
bratiun a trial. The results will astoni-h you. 
Before beginning this vibration treatment tlws 
chin should be wrapped in hot, wet cloths for 
several minutes, then n grcatelctt errant should be 
nibbed in, after which the ball applicator is passed 
Arwdy over the tlc*b, starting at the tip of the 
chin and moving downward to the collar bone. 
The entire treatment with the vibrator should not 
extend over ten minutes. This is a simple way 
of breaking down the fatty tissues underneath the 
chin and one that should appeal to the woman who 
lias no time for lengthy, expensive beauty treat¬ 
ments. 

This same treatment can he given to other fleshy 
parts of the body and with equally good results, so 
you sen you have no exctise for tolerating jsiffy 
checks or a pudgy nose or unwieldy hip*. After 
the fat has been dispersed by the magic of vibra¬ 
tion. von must take immediate measures to tighten 
the relaxed skin. This is accomplished by bathing 
tbo skin with some good astringent. Sttcli a one 
is given below, anil I advise you to make up a huge* 
bottleful if you contemplate any reduction treat¬ 
ment whatever, else you will rue the day. 


Liquid Skin Tightener. 

Tincture of benzoin. lo drops 

Hunuunrlis water, 15 drops 

Orange-flower water, 1 ounce 


Care must be taken not to overdo when employ¬ 
ing vibration. At no time should llu* face bo 
vibrated for more than five minutes daily, when 
tho purpose is to build up the tixsuca and restore 
tcoo to sagging muscles. Should you, however, 


be desirous of reducing the flesh—as in the reduc¬ 
tion treatment just given for overfat chin—double 
the amount of vibration is needed and it is also 
essential to bear down heavily upon the instrument. 

And now 1 must tell you exactly how vibration 
is used when it is intended to act os a wrinkle 
remover, first, of course, the face and wrk arc 
cleansed thoroughly with hot water and the Egyp¬ 
tian substitute for soap, then, after they hove been 
thoroughly rinsed in lukewarm water, » ti- tie 
builder i* rubbed into the face and neck and should¬ 
ers. You now apply t he vihrator delicately to the 
various wrinkles, bearing down very lightly indeed 
and remembering to move it in aniull circles across 
the mibeoutiful furrow*. It won't be tnanv seconds 
before blood will be coursing madly through dio- 
Iticd channel*, and the akin will glow* with health 
and vitality. This is the way to fill out hollow 
clieeks, sunken temple* and wrinkles. Easy isn't 
it? 

Thrre is no longer any need to worry when the 
hair grow* scanty or dull-hucd, a* vibration has 
liven proved to be Invaluable for stimulating a 
healthy grow th of hair. It is much more effective 
than finger nui/wagc and does not call for *uch an 
exjv-ndituro of time and strength. Mae age with 
a good electric vibrator is a million times better 
than massage with the hands, for it i* much more 
powerful. Vibration brings the blood to the scalp 
and once yotl succeed in doing this, your hair 
trotthles are over for good and nil. A daily treat¬ 
ment with the vibrator will soon result in a new 
crop of hair—and there are other benefits the scalp 
derives from vibrntioa. It will, if employed cor¬ 
rectly, remove dandruff, and by bringing tho oil 
duets into a normal condition prevents the hair 
from hemming unpleasantly dry or excessively 
oily. This is a boon indeed, n* I think you will 
agree. 

Rest of all, or at least some of you will think, 
vibration brings about a speedy development of 
the heist. There la no excuse for being flat-chested 
in this year of nineteen hundred and eleven. 

Instead of investing in nerve tonics and flesh 
food*, hie you away and buy a vihrator. They 
are comparatively inexpensive, easy to use, and 
no woman need fear to lose her good looks who 
possesses one of the-o beauty-giving instruments. 
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To be beautiful one must be healthy. There is nothing which so 
influences one for good as the magnetic charm of beauty, and the acquisi¬ 
tion of this power is an art which every woman cun acquire if she will 
improve the gifts Dame Nature lias bestowed upon her. She may become 
beautiful, queenly and beloved if she will cultivate the personal charms she 

possesses, carefully correcting all 

\ There is also a great field for 

V improvement among the oppo- 

fjBfc %' m S s 'te sex. Every man should be 

£ - | j physically strong, his face should 

J ^4 /La?' 1 —v i )e t ree from eruptions whether 

yS’ ('i Nv he lx- handsome or not. 

A < f \ x A great many men as well 

^ as womeu \u\e rallied this iwoX 
x\ J and make frequent visits tc 

AS , (• % \ J\ lx-auty parlors at great expense, 


Have a Beauty Parlor m Your Own Room 
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White Cross E/lectric Vibrator 


The flay is past when woman thought she must remain plain and 
unlovely if it was her misfortune to be so. 

Today beauty is as much a science as any other branch of research. 
She who scientifically cultivates the beauties of her body has a loveliness 
which will endure the test of time. 

.\s a lifetime of conscientious work is required to become a scholar, 
an artist or a musician, so also to attain perfect loveliness it will require 
earnest endeavor and close attention. 

Vibratory massage is one of the greatest agents in the pursuit of beauty, 
but should l>c properly employed. Directions for proper use should ac¬ 
company even' good Vibrator. This is the case with our Vibrators. 

At a great expense wc secured the services of a noted sj»eoialist on 
vibration, and with every machine we send a copy of liis celebrated direc¬ 
tions and charts for using our Vibrators. 

Not every oue can l>ccoinc a cole- 
brated beauty, but every woman of m- 
telligcnce may, by the use of Vibration 
and Electricity, become graceful, strong 7 

and healthy, and enhance the gifts of 
Nature until she becomes pleasing to 
all who know' her. 

An intellectual woman is the wo- ft \ . 

man of today. Vibratory treatment - 

gives to her an added charm and a bul- E— 1 ^ 

wark against disease, for it is an cstab- Fo,t 

For taking »way ihe liollow pin of. fnwn liu.t mi'l 

lished fact tbit disease attacks the most 

vulnerable point, and that an mpn t uivi.tViiwtSiS; 

11 «■ lli« vnii Uin* tilt liln-nf “Inrfi U lUlo.1 

grows stronger through vibration. I he «itu ui» nut.’, „( rto n.. right .po L 
reaction calls the blood to the surface. 

The skin glows with health and vitality. You court the delightful treat¬ 
ments and depart with difficulty from this paradise. You then retire for 
the night to enjoy blissful slumber, or. if the treatment is taken during the 
day. walk forth a rejuvenated person, a king, queen, a monarch of your 
inner world. You enjoy all the freshness of regenerated life, and you echo 
the sentence: “Blessed be he who invented Vibrators.” 


Our Vibrators will Chase those Wrinkles 
and Blackheads Away 
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Hair Dressers, Beauty Parlors and Barbers 
use Electric Vibrators 








For stimulating healthy growth of the hair vibration has long proved 
to be tin* leading agent. Long before the vibrator was invented people 
aided the growth of the hair by rubbing with the fingers. Even* scalp 
scientist admits that nothing is belter for the scalp than massage. And 

massage with an electric vibrator, as you 
know, is many times better than massage 
with the hands, for it is more powerful. 
The vibrator brings the blood to the scalp, 
and the blood brings the food that is neces¬ 
sary for the hair. A woman who uses a 
White (,-ross Electric Vibrator for a few 
minutes now and then may be reasonably 
sure of a strong, healthy growth of hair. 

Every profession has taken advantage 
of this great stimulating agent. Every¬ 
body knows that all first-class barbershops, 
hairdressers and beauty shops are now 
using one or more vibrators for giving scalp 
and facial treatment. They have probably 
paid from $50 to $150 for their machines, but are not able to give as l>ene- 
ficial treatment as can be obtained by the White Cross Electric Vibrator 
in your home, with the aid of our directions. 

With thousands of vibrations per minute it is easily seen how our 
vibrator can stimulate and develop every nerve 
and muscle of the face. It will help to increase 
blood circulation and clean the pores of the skin. 

This treatment, if kept up, will help remove 
wrinkles and blackheads and make a lieautiful 
complexion. The facial treatment should be 
taken very mild. 

Applied to the scalp it will clean it thor¬ 
oughly, remove dandruff, exercise and nourish 
the follicles of the hair and increase circulation. 

To prevent baldness and falling hair it is neces¬ 
sary* to keep up good circulation. This can best 
and quickest l>e clone with our Electric Vibrator. 

Vibration brings proper circulation to the 
scalp. If your hair is beginning to fall out use vibration, as it brings the 
jife-giving fluid to the spot where it belongs. If the scalp is healthy keep 
it healthy by vibrating it vigorously two or three times a week. 


What the Vibrator ha* Done for Others it may Do for You 
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White Cross E/leetrio Vibrator 


SI 


Vibration is the Natural Foe of Disease 


DISEASE is against nature. The normal, natural state of nnui is 
health—gocxl, strong, robust health. Disease creeps in only when there 
is not sufficient vigor and strength to resist it. Vigor and strength means, 
as we have explained on another page of this catalog, the amount of vibra¬ 


tion there is in the human system. 
.Some human bodies have more power 
of vibration than others. These bodies 
tire in every instance strong, powerful 
and healthy lxnlics. The deduction of 
scientists, therefore, is that vibration 
is the mast natural foe of disease. 

We have given you in this book 
tlu> most indisputable evidence that 
vibration has been of great benefit to 
many sufferers. More than likely it 
hits benefited the very disease with 
which you a tv afflicted or corrected 
the very ailment from which you are 
sulfering. Therefore, is it not reason¬ 
able for us to ask you to at least investigate and try one of otir Vibrators. 
■Should you refuse such a trial? The von, - fact that we hold out hope to 
you. no matter what may be your ailment, should be sufficient. 

Without health no one can have beauty. 

Without both beauty ami health life is nearly miserable. Without 
good digestion tuid active stomach you cannot have health nnr beauty. 

If your health is bad your complexion is bad, your skin is dry and full 
of blackheads or pimples. 

But you are not too sick to get well. Never think that. Never say it. 
N'evcr give up to any such thoughts. Since vibration is one of the sources 
of health do not rest until vou have tried vibration in your own case. Re¬ 
member it is a remedy which has boon used for thousands of years in different 
forms—and surely if there was no efficacy in vibration it would not have 
withstood the test of literally thousands of years. Instead of having been 
discarded, improvements have been made steadily until now our Combina¬ 
tion vibrators form the acme, the very highest pinnacle, of all forms of 
vibration. 



FACIAL TKCATMEXT. 

There It nothing that will keel' lb* ikln la tu»h 
int it why all Hr-t- 


There it nothing that will keeti 
health >* oowlition n« vibrntiott. Till 
rito faulty jorlur* u« vibration. 


Therefore we say, in all sincerity, do not despair. There is n way. 
somehow, to treat your case in some way and we believe that vibration is 
the way. Try our Vibrators with the use of our chains and directions and 
you will lx* convinced. 

Our Vibrators are recognized by the medical profession and experts as 
being true Massage Vibrators, with which one can give professional treat¬ 
ment without injur}’. 


Remember, Our Electric Vibrator is fully guaranteed 
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Lindairom, Smidh Co. 

Electric Treatment 

HAS proved of great value and has benefited a good many diseases 
and for this reason we have designed some of our Vibrators so that thev 
pbo give Electricity. Eveiy first-class physician has an electric batterv 
and we sell a good many of ours to doctors mid sanitariums for giving 
Electric Treatments as well as Vibration. —- 

The illustration shows how 
Elbe Galvanic current can be ap- 
• pilot 1 to the head. 11 can also be 
^applied to the eyes, ears or any 

e rt of the lxidv. This is a mild 
_wing current. It does not 

S ve any undesirable shocks. 

tr outfits are made so that the 
.current can l>e interrupted by 
ifhe ojjerator at will. Tne pocu- 
Earity of the Galvanic current 
■•cables one to test it hi the 
mouth when it is applied to the 
?kead and face, and when it is 
iterrupted there appears a little 



. . l r _IL.- Miu"m S ho'* l^ok^^rHh 

Eriitning to the eyes. Our machines give a true Galvanic current. The 
yitorato re E os. $ and 1\ give also both the Galvanic and Faradic electricity. 

Electricity has been much misrepresented for years by so-called electric 
t-. which have to be dipped in vinegar and which unscrupulous firms 
i\e amortised heavily and imposed on ignorant people. Even large mail 
orri. r houses arc still selling these l>eUs for §10.00 to $30.00. Thev know 
that they are worthless, but they are after the money. We an* delighted 
■p see that some of the Health Journals, among which is the Physical Cul- 

-tt^ ' numb cr, pages 4 and 5), ARE NOW EXPOSING THIS 

P*AUD, which has robbed the people of millions of dollars even* year 
Thy current of the electric belt lasts but a few seconds and does no good.’ 
It i> like giving a thirsty man but a single drop of water. 

You have never seen a respectable physician use an electric belt in his 
•fiice or even recommend it to his patient, but you see thousands who use 
Both electric batteries and vibrators. \ou have never seen a book 
Jtu-'h was intended to l>e sold to physicians that endorsed electric belts 
P** lcmi : u - go hooks on \ ihration listed in this catalog which have 

® een PuMtshed to sell to physicians only, but which we or any medical took 
•tore vvnll sell you on receipt of the price. 

K 1 h° l uradic current is really a massage to the nerves and muscles of the 
,|»dy, but m order to do any good the Faradic coil has to be made on a seion- 
principle and wound wit i very fine long insulate<l wire in order to give 
i high voltage and best mo< ical results. Cheap electric medical batteries 
®re of no medical value am you never see a physician use them as he 
knows better. 

Our Combination Outfits give* both Vibration and Electricity 

<Pk» w 
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White Cross E/lecrtric 


himself. The price is very reason- j 

it costs practically nothing to 

It is reallv 21 familv necessity, oohdixatiox klbctoio batit axd vibration. 

. • / ThU -U<i*t ration »h«»w» lnm d««tHo Wtba mn br taken in •» 

1 here are Vibrators costing from on.lmrr both nib an*l > ifcralfcm at tbc Minttta* throat* 

_ . 9 . our N<»*. H anti 1* ViUAt***. 

$50.00 to SloO.OO, but not one of 

the expensive machines can do anything additional or superior to our 
patented Klectric Vibrator. Many that cost three or four times us much 
as outs are not near as complete a therapeutic agent, and many of them 
are so heavy mid bulky that a delicate woman cannot use them. Ours are 
very compact and easily handled. 

I 11 capacity for generating a wide range of vibratory movement it 
yields to none. You only turn a switch to put the machine in operation, 
and you can regulate it to give from one thousand to many thousand 
vibrations per minute. 

Used in the best Hospitals. 

rr*e»*» 
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With our Vibrator Combination Xo. 8 and Xo. 18 and with a Vibrating 
Chair that you are able to make, you will practically have a small Sanitarium 
in your own home. You never need to bo afraid of either the electricity 
or vibration, ns they never do you any harm. They all can be used for 

home treatment and handled by those 
^ unfamiliar with instruments. 

/'J, ^0% -jU With our patented Electric Vibra¬ 
te*' ir flftw tor in the home the family is equipped 

with au outfit that is equal to the liest 
/ \ instrument u.sc<l by a good nianv 

/¥P‘. Physicians, Sanitariums and Hospitals 

' - § '> all over the world. 

/ ^ Medicine for a sore throat cannot 

i *1—^ j * l>e used for another purpose, for in- 

mp/IJyL , stance on :t rheumatic joint, nor for 

1 facial or scalp treatment, but the White 
I Jk. -10 Cross Electric Vibrator may be em- 

/ -rr ployed in a dozen different eases with 

/ Hr _the most brilliant results. 

f.yk treatment. When you depend on the old drug 

0,1 method vour hand is never out of your 

& pocket. Doctors and drugs. drugs anti 
ty *‘ doctors, play havoc with a man’s surplus. 

With Vibration and Electricity you can treat the ailments of children 
and develop their body in a manner marvelous to sec. Vibratory impulse 
will cause a strong circulation. It will bring about an improved nutrition 
and they will grow up with a strong constitution, strong, ruddy and vigorous. 

The same daily vibration over all or special portions of the patient will 
serve to banish fatigue of the wife, 
mother or housekeeper, overcome her 
special ills and aches, efface wrinkles 
of care, wony, age or disease and AVr " 
preserve a superb complexion. 

The daily treatment from the ' f fySf T' 

vibrator will develop the physical and J 
mental energy of the growing boys mid | 
girls. It affords 


.gainst \ ^ 

special dangers of this period of life. 

It tones the whole system, and by . -g \ 

its use many a fever or decline niav lie 

escaped or averted. .. .’or ximuiMica j.«uiiy rm -..cn iu 

TtL. t ti'*n h*« long In be th«* leading arniit I.nfic 

lne dailv vibration with our ma- b ^ u,r ,h r v|bf “ t,w *■« i«**n»*i i«'pu kLi*u h« 

I • Ml • * L * f .1 1 «TV«-|li r.f the hatr by rutibln* with the 

emne will give the man of the house .T#in..i.nn.t admit, that »othn>c i. b»«cr r.. r 
more enduring strength and a greater 

mental range. It will enable him to do the same work with less effort 
or more work with same effort. 

0 Hfri)) 
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71 live Cross E/leciric Vibrator 

The vibration method of treatment is marvelously invigorating. 
Numerous experiments have shown that a few minutes of vibratorj mas¬ 
sage is equal to several hours of sleep in overcoming fatigue. 

Vibration being a natural, physiological treatment is not limited by 
age or sex. It is equally effective for young and old. It is the all round, 

ever ready, dependable family aid. 

The purchase of a Vibrator is within the reach of everyone, because of 

its reasonable price, but it is a purchase 
that no man can afford to neglect. It is 
the one thing by means of which he can 
treat headaches, sore throats and common 
household troubles, which present them¬ 
selves daily and are so liable to develop 
into serious diseases if allowed to go 
unchecked. 

It is harmless to the most delicate 
invalid or child. Its effects arc certain and 
as natural as sleep, if used according to our 
chart and directions. Those who have 
used the Vibrator and who know wliat it 
will do are the |>eoplc who are loudest in its praises. 

Self interest, your health, your peace of body and mind, the hope¬ 
lessness of your disease after it gets beyond the aid of drugs, all these 
considerations demand that you shall lose no time in securing and actively 
employing this wonderful invention which comes to you with the endorse¬ 
ment of many prominent professional men, Medical, Health and Electrical 
Journals and recommendations of actual results achieved when other 
means of treatment have hopelessly failed. 

We cordially invite those living in Chicago or within easy distance of 
the city to call at our offices and have the Electric Vibrator demonstrated 
to them in person. 

If you do not find your ailments mentioned in this lx>ok, please descril>e 
your case plainly and we will have our physicians advise you on same, free 
of charge. 

Our Vibrators Are Fully Guaranteed 



IKKAT1.NO IHL ANKLK. 

I Mr tired ami twnlbn ankle* and fr*t 
ti.eie u do thine betwr than vibration- 














Babies and Children are Benefited 


by Vibration 


TfN these days when mothers are making it more of a Scientific Study to have 
healthy, strong and beautiful babies, Vibration is found to be a great bless¬ 
ing in relieving pain and promote circulation without poisonous drugs and 
medicines. The Vibration in the White Cross Electric Vibrator can be regulated 
to be so mild that it is suitable for the most delicate babies. 

\\ hen the baby is cross from colic etc., it is no 
with soothing syrups, paregoric, castor oils, etc, 
pain in a few minutes, 


longer necessary to experiment 
_ for \ llimliuu often will njievc the 

Instead of spoiling the baby's stomach it can be made 
strong and healthy through this natural remedy. 

Many innocent children are born with - 

hereditary diseases and are suffering a y^^ 

good deal of pain because of this. Young y ^ \ 

mothers in their innocence fill the baby’s / 

stomach with all sorts of poisonous drugs / \ 

in order to relieve them, and while they f \ 

Seem to be successful in some cases, they / \ 

often ruin the stomach of the little one and / \ 

some times it takes years to repair what a ^ \ 

few doses of paregoric and other strong . 

drugs have damaged. Mild vibration can 

never do any harm, and it is always bene- jA 

ficial. This, any one can confirm by ftS \' ’’ 

rubbing their hands over the stomach when 'jK 

in pain. If the bare hand can accomplish 

this by rubbing, what will notour Electric ^ 

Vibrator be able to do, with the thousands NSfe' f\ \ 

of rubbings and soothing vibrations per ~ %. ■/ 

minute, tor the aching and crying baby? 

What the helpless little baby, which 
lays in the cradle, needs, is more excercisc _ 

to promote better circulation. Often when u T , he Smi,es . “ Vibration 

a baby is crying from colic and pain, it is " ,leVea C ° Uc “ d paiM “ 1,10 ,tomach 
relieved by lifting it up and carrying it around. This shows that it is benefited 
. y exer dse. 1 he W hite Cross Electric Vibrator not only can be used for add! v- 
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White Cross E/lecteic Vibrator 


Farmers 

Know what it means to bo sick, ailing or in pain and to bo miles away 
from a town, a physician and even a friend or neighbor. 

The telephone has proved a great boon to them and brought them 
closer in touch. Thcv are learning the value of electricity for personal use. 
Xo doubt thev often’ envied the city people when reading of the X-Rav. 
Violet Ray and Electric Treatments. Massage. Vibration, etc. Even though 
feeling able to pav for such treatment, when they figured the cost ot 
railroad fare, hotels and the loss of time from their farm and fireside it 
appalled them, and they dismissed it, from their calculations and only 
dreamed of it. It need be a dream no longer. With our instruments, 
ranging from the plain Vibrator to the combination outfit, giving both 
vibration and electricity, they can obtain the same benefits which are 



enjoyed by city people no matter whether having electricity in the house 

or not. .... j 

After a long summer’s work ho is naturally anxious to rest and over¬ 
looks the fact that bv a sudden ceasing of exercise he will become muscle- 
bound. Rheumatism and pains will appear, the stomach becomes disar¬ 
ranged and he is more apt to contract illness ami disease. This is where 
Vibration and Massage is a blessing to a home. 

It relieves pain, increases circulation of the blood and wards off diseases. 
A fanner’s wife who once has a good Vibrator will never lie without it for 
treating her aching back. 

Besides all this, she and her daughters can take beauty treatments just 
the same as her more fortunate sister in the city, and during the winter 
months she can recuperate on her looks, coming out in the spring like the 
flowers do. fresh, sweet and pretty, and ready and willing for another year’s 
work for home, husband and children. 

That Vibrating Chair is certainly good for Circulation 

OWN) 
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Cause of Deafness 

T^J^^JIINETY per cent of all cases of deafness are caused by an in- 
flammation and congestion of the mucous membrane lining the 
lg|PrSI|| nose, throat and middle car, known as catarrh. A cold, cough, 
sore throat, la grippe, all have a tendency to bring on this in- 
darned condition. As the mucous 
• - - membrane lining the throat is con- 

tinuous with that of the upper pharynx and cu- 
stachian tube, the indammation quickly ex- | A 
tends to the middle ear, causing a congestion 7/1 rflVY • 
of the ossicles and a gradual closing of the eu- ji V 

stachian tube. ft 

The first warning symptoms of approach- V» 
ing deafness are a slight ringing or hissing | <^ St. / y\; 

sound in one or both ears, while sometimes a y^r**** ir 

peculiar thumping sensation is experienced with ™ 

each pulsation of the heart. The eustachian 

tube is a pipe leading from the throat to the cavity of the middle ear. Its 
function is to fill the cavity with air at atmospheric pressure so that the 
pressure may be exactly the same at the front and back of the car drum. 
The organ is thus maintained in perfect equilibrium and is entirely free to 
vibrate in and out when the sound waves imoinge upon it. 

Mechanical vibration often relieves the sufferer. Vibration of a 
decided nature, such as is given by the White Cross Vibrator, will 
often loosen the parts and bring back proper circulation throughout 
the hearing organ. 

By means of our Ear Applicator we remove the external air pressure. By 
starting the Vibrator we create a very rapid suction effect which draws the 
ear drum and the attached ossicles back and forth the slightest fraction of an 
inch many thousand times a minute, and nothing is inserted in the ear 
which might injure its sensitiveness. This exercise, given to the ear at your 
home twice daily for a couple of minutes, often breaks up the ankylosed 
condition of the congested ossicles just as a rusty hinge is made to move 
easily by working it back and forth. 

At the same time the thickened ear drum is exercised and the conges¬ 
ted blood vessels of the ear acted upon, so that the healthy blood is forced 
through the partially dead membrane, and the thickened, dead portion of the 
ear drum, which keeps it from vibrating when sound waves strike it, is 
gradually reduced to the normal size. 

"The pneumatic vibration of the tympanic membrane has restored good 
hearing to myself." "Massage in Trauma," by Fred Kngdbrectson, M. D. 

Never buy a Vibrator that only jfives the pounding stroke. It is 
no good for medical purposes. 
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White Cross E/lectrio Vibrator 


White Cross Electric Vibrator 

Improved No. 4 

Portable Dry Cell Machine, giving Strong Mechanical Vibration 
and a Mild Current of Galvanic Electricity. 


a HIS outfit i, designed to be used where there 1% no electric current in the house. 

It is very simple to o|seratc. It gives Mechanical vibration, strong enough for 
body massage. The vil>mtion> ran also be regulated to mild enough for 
the most delicate treatment for the eye, car, scalp or facial massage. A Vib¬ 
rating Chair can he made and operated hv this outfit with the aid of attachment clump No. 14. 

The frequency of the Vibrations are 
those found the most suitable for all kinds of 
body treatment as well as for development <ml 
beautifying. 

It also give, a mild gnlviinic elect in ~ 

current suitable for treating g.i.il man.t tin- 

cases. All the applicators made by us can ^ ~ 

This outfit has ciglit dry cells of regular 
sUe. The \ ibratnr can Ik- made !■> operate 

When the cells arc e\hau*t< <1 tln-y can 

lie replaced by any <<nc In a few minute-. Si 

Any regular sue dry cell of high .nii|«-ragc -?V •, Wfcj^L. 

can be used. • ' 

The ease is extra tine and strong. The ’•.„ v / 

Sw itchlniard i» ou'nd with plu-li l" !■'•-•.. -nt ^?A'*w§ 

the Vibrator ami applicators from scratching. -iviSS?* 

SUe, 111x6x10,. with nirkcl trimmings and 
lock. It has a holder for holding the ap- 

plicators when not in use. tixsienwd July m», ism) 

Wc furnish with this outfit one B button, oue C hall, one I) soft rubber scalp, one II 
soft rubber cup, one .1 large hard disc and one K soft rubber twill applicator, for vibratory 
treatment; also one sjionge with wooden handle, one sftonge with head baud and two con¬ 
ducting cords for taking electric treatments, also one oil can. 

We furnish charts and full directions how to operate and how to lake treatments 
written by an expert, with each machine. 

Price, Complete, ready for use-$30.00 


COMPARISON IN PRICES. 


What other* would charge for the different 
outfits if bought separately. 

8 Cell Electric Vibrator, operated by a 

motor, a* good as ours_$30.00 

Galvanic Medical Battery, with elec¬ 
trode*, a» good as ours_ .10.00 

A Vibrating Chair, ns good as you can 

juake with this Vibrator, nt least .. 5 0.00 

Total, ‘S&O.OO 


Our No. 4 Patented Electric Vibra¬ 
tor w ill give you the same treatments and 
results at the Instruments mentioned on 
the opposite side. 

Price ouly_$30.00 
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White Cross Electric Vibrator No. 5 


Portable Dry Cell Machine jiving Strong Mechanical Vibration 
and a mild current of Galvanic Electricity 

Tin’s vibrator is operated on twelve dry colls and give* very heavy vibration suitable 
for all kinds of body massage. The vibrations can be regulated to vorv mild for all kinds 
of facial and scalp massage. This is on ideal machine for Phvsiciaus, Sanatorium*, Hospi¬ 
tals, Barbers, Ilnir Dressers and Beauty Parlors, who have not the electric current in the 

house, but it can be equally well used bv 
families,as it Is very simple in construc¬ 
tion. 

There is no vibration in the handle and 
it is practically noiseless. 

It can bo operated on 0, 0 or 12 cells 
and it has a device near the handle 
whereby the speed can be increased at 
the will of the operator. 

The frequency of the vibrations are 
those found the most suitable for all 
kinds of body treatment as well as for 
development and beautifying: 

Thevibrating chair can !*• operated with 
aid of attachment R and clamp No. 14. 

The galvanic electric current suitable 
for treating a gorwl many diseases can 
also be obtained from this outfit when 
desired. This Current can ulso lie used 
for Electrolysis, for removing superfluous 
hair, warts, moles and other facial 
blemishes. It has a set of electrodes for 
applying the Galvanic Current, as well 
. a« ft very complete set of applicators. 

The motor of the vibrator is very strongly built, and is well insulated. The 
Armature and Fields are stamped out of Norwegian Iron, and are wound with best 
double insulated, silk-covcrod wire. The Commutators have cut segments, and are insu¬ 
lated with Mim. The Bearings are made of Phosphor Brouze, and the Shaft is made of 
Tool Steel. It is provided with self-oiling oil cups. 

lien the cells are exhausted they can be replaced by any one in a few minutes. Any 
regular size dry cells of high amperage can bo used. 

The case is extra fine and strong. The Switchboard is covered with plush to prevent 
the Vibrator and Applicators from scratching. Size, 111x0^x111 with nickel trimmings 
and lock. 



Full directions and charts, written by an expert, aecompanv each machine 
Ue furnish with tins outfit one A Rectal, ono B Button, one C Ball, one D Soft Rublicr 
Scalp, one H Soft Rubber Face, one J Large Disc, and one K Soft Rubber Ball Applicator 
for Vibratory Treatment; also two sponges with wooden handles, one sponge with head 
band, and one pair conducting cords for taking Electric Treatment, also one oil can 


Price complete, ready for use 

(T*f* 41) 


$37.50 


(C) Jeff Behary 2020 













White Cross E/leeirrio Vibrater 


WHITE CROSS 


Electric Vibrator Combination 

Improved No. S 

PORTABLE DRY CELL MACfTINE 

Giv«»s Mechanical Vibration, Fnradic and Galvanic Electricity 

WITH THIS INSTRUMENT YOU CAN TAKE 


Body Maeaage 
Facial Massage 
Scalp Huu{< 

Ear Htmte 
Eje Muu|e 

Swedish Morement 

Vibrating Chair 
Treatment 

Electric Body Treatment 

Combined Vibratory 
and Electric Treatments 

tight Calraalc Electric 

Treatment 



Electric Bathe 
in Yew 0«a Tub 

Electric Scalp 
Treatments 

Electric Facial 
TreataMati 

Operating Electric 
Needle for Remo ring 
Moira, Warta, Sapet- 
ftwal Haifa and 
Other Facial 
Blrmiehet 

Electric light 
Examinations 


(Patented July 9th. 1907) 

OPERATED ON 12 DRY CELLS. 

We furnish Charts and Full Directions for taking treatments, written by an 

expert, with each Machine. 


For Description err Opposite Page. 
Otter «2> 
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WHITE CROSS ELECTRIC VIBRATOR COMBINATION, IMPROVED Ho, 8 


Portable Dry Cell Machine. Giving Heavy Mechanical Vibration—Very 
Strong Faradic Electric Current and a Mild Galvanic Current 

(ILLUSTRATED ON OPPOSITE PACE) 

A Combined M#cWIcJ Victor aim! Electro Medic*! Battery, witb a rood Faradic Coil, Pintrt foe Electric BatK, Electric 
Hair Brink to* Scales Maeaaye, Electric, Lamp for Examinnlkm, and a Full Set of Electrode* nml Applicator*. 

HIS » a combined Mechanical Vibrator and Electric Medical Battery designed (or Professional 
and Home use, where the operator want* both the mechanical vibration and electricity. With 
this outfit the vibration can be applied and taken alone, or at the same time the electricity is 
applied. It gives the Faradic Electricity strong enough for several persons at the same time, or it can 
be regulated so as to be mild enough for the moat delicate applications. It give* Primary, Secondary 
and the combined Primary and Secondary currents. It also gives Galvanic Electric Current for med¬ 
ical purposes. This current can also be used for operating the electric needle in removing Facial Blem¬ 
ishes, Superfluous Han, Warts, Moles, etc. 

THE VIBRATING CHAIR can be operated with this outfit with the aid of Attachment 
Clamp No. 14. All the applicators and the electrodes we make can also be used with this outfit 

THE ELECTRIC LIGHT can be used for examining the mouth, throat and other cavities 
of the body. 

ELECTRIC BA THS can be taken in any ordinary bath tub with the aid of the plates we 
furnish, and if wanted, vibration can be taken at the same time. 

The electricity can also be taken at the same time the patient is seated in the vibrating chair. AD 
kinds of Body and Facial Massage can be taken with this Vibrator, with or without the Electric 
Treatment. 

Ibis is a very complete outfit for medical purposes, giving very strong mechanical vibration 
and both the Faradic and Galvanic electricity. 

REMEMBER— You can take facial and scalp massage, treat the eye, ear and any part of the 
body with either vibration or electricity. You can have the electric bath in your own bath tub, make ex¬ 
amination with the Electric Limp, and make your own rocker or any chair a vibrating chair with this 
outfit It is so simple in operation that a child can use it No one can ever do himself any harm 
with it and you have three of the best known relieving agents at your disposal—Vibration, Galvanic 
and Faradic Electricity. 

Full Directions and Charts for operating and taking treatment written by an expert, accompany 
each outfit 

Price complete ready for use, including applicators'- A. B, C D, H, j and K: also two sponge 
Electrodes with handles, one sponge with head band, two large plates, two metal handles, two con¬ 
ducting cords, one electric hair brush, one Electric Lamp with Tongue Depressor and one oil can, 

Price ...... $45.00 



Lmdetrom, Smiih Co. 


COMPARISON IN PRICES 


What others trauld charge for the differ¬ 
ent outfits if bought separately. 

12-Cel! Electric Vibrator, operated by 
a motor, as good at ours . . $30.00 

Galvanic Ban cry with rlevltodei, a, good 
av our, .... 10 00 

Faradic Electric Battery, at good as aun . 10.00 

A Vibrating Cbait as good ai you can 
Bake with out vibrator, at trail . . 50.00 

Total, $100.00 


Our Patented Vibrator Com¬ 
bination No. 8 contains all the in¬ 
struments listed on the opposite side 
and will give the same treatments 
and results, Price only, $45.00 


(Tag* *»> 
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PHYSICIANS 


White Cross Combination Vibrator 


IMPROVED No. 18 


A Combined Dry Cell and Commercial Current Machine. 



Is operated on Dry Cells and on 100 to 120 Volt Direct and Alternating 
Current. Gives Mechanical Vibration, and Faradic and 
Galvanic Electricity. 


FOR FULL DESCRIPTION SEE NEXT PACE. 

_ (ft** Mr 
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Physicians White Cross Combination Vibrator. 

* ----- - - - ■ ——— 

IMPROVED No. 18 


(ILLUSTRATED ON OPPOSITE PACE) 


PH 


HIS MACHINE is designed for profess tonal use and besides giving all the combinations that 
our No. ft Vibrator will give, the vibrator can also be operated on the Direct and Alternating 
current. It also gives stronger Vibration and a Wronger galvanic current, being operated on 
15 dry cells. 


The Faradic coil can be regulated to give Electricity strong enough for several persons at the same 
time or it can be made weak enough for a child. It gives both the Primary and Secondary current as 
well as the combined Primary and Secondary current. 


The Galvanic current can be regulated in fine graduations and is suitable for illuminating small In* 
candescent Lamps, for operating the Electric Needle in removing facial blemishes, superfluous hair, warts, 
motes, etc., and also for all kinds of light Calvanic treatments. 


With the aid of the Combination Plug and socket and extra appliances, furnished with the outfit 
the Vibrator can be detached from the case and attached to either the direct or alternating commercial 
current This makes it a very handy outfit for those that only have the night current in their office and 
for those who want to take the machine where there is no current available. 

It is also very convenient for those traveling as the vibrator with attachment Plug can be taken along 
and used on the commercial current without the case. While this outfit is designed for professional use 
any intelligent person can operate it with the aid of our directions. 

It will give very flrong Vibration which can be regulated to be weak enough for all Facial, Ear, 
Nose and other treatment. A Vibrating Chair can be made with the aid of the No. 14 Gamp by 
attaching it to any chair. 

It gives Faradic Electricity strong enough for all medical purposes and for Electric baths. It gives 
Galvanic Electricity for all light Galvanic work and for operating the Electric needle, etc. It gives the 
combined Galvanic and Faradic Electricity so that both currents can be used at the same time. 

It gives the combined Vibration and Faradic Electricity so both electricity and Vibration can be 
taken at the same lime, also Electric baths and Vibration at the same time. Electric scalp treatment as 
well as Electric lace and body massage can be taken with it. 

Full directions and charts written by an expert for operating and faking treatment accompanies 
each outfit. 

Price complete ready for use, including applicators A, B, C, D. J. K and H. Also two sponge 
Electrodes with wooden Handles, one sponge with Headband, two large Plates, two metal handles, 
one electric Hair Brush, one V agmal Electrode, one hand sponge Electrode, one Erbs Electrode, one 
pair of conducting cords, one plug and socket attachment and one resistance lamp, one Electric Examina¬ 
tion Lamp with tongue depressor and one oil can.$57.50 


COMPARISON 

What others would charge for the differ¬ 


ent outfits if bought separately. 

Combinalioa Vibrator operated by • 

Motor, u«od u ouu. $35.00 

Combined Galvanic and Faradic Battery, 

»> good ai oun ........ $20.00 

A Vibrating Chair, as good at you can malt* 

wilb our Vibrator, at trail ... $50.00 

Extra EJecirodn and appbascca lurniihcd . $ 5.00 

Total .... J 

(ft* 40 


IN PRICES. 


Our Patented Physicians Com¬ 
bination Vibrator No. 18 contains 
all the instruments listed on the op¬ 
posite side and will give the same 
treatments, Price only, $57JO 
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WHITE CROSS ELECTRIC 


VIBRATOR No. 10 

Machine for Commercial Current 

Operate! on from 100 to 120 VolU Direct and Alt.rn.tin, Current 

This machine is oper¬ 
ated on the Commercial 
Light Current and is 
very convenient to use 
where the electricity is 
in the house. 

A full set of appli¬ 
cators is furnished for 
taking facial, scalp and 
body massage. 

It is so constructed 
that it is impossible to 

stop the Vibrator even with the hardest pressure. 

It can be regulated to give percussion stroke, side stroke 

and rubbing motion. .... 

A Vibrating Chair can also be made with this Vibrator. 

It is put up in a Leatherette Case, Mk inches long, 61- 
inches wide and 4 inches high, with nickel trimmings- 

Everything is made of high grade material and first-class 

workmanship. r* u it 

Wc furnish with this machine, one B button, one C ball, 

one D soft rubber scalp, one H soft rubber cup, one J large hard 
disc and one K soft rubber ball applicator, also one oil can. 

Full directions and Charts for operating and taking treat¬ 
ment accompany each outfit. . 

In ordering state voltage it is to be operated on and whether 

you have the Direct or Alternating current. 


Price, Complete, Ready for Use $22.50. 

THIS MACHINE GIVES MECHANICAL VIBRATION ONLY. 

0 ? 



< 
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Lind'S'fcroirt, Smi th Co. | 

White Cross Electric Vibrator No. 26 


Operates on 100 to 220 Volt Direct and Alternating Current 

Family Outfit 


* 


This machine is designed for home use. and the construction is so simple that anyone 
can operate it. 

It gives very heavy vibration, suitable for all kinds of Body Massage, and it can 

be regulated so as to be mild enough for 
delicate treatments of the scalp, face, eye, 
anil ear. It gives the percussion stroke, 
rubbing and angular stroke, iu* well as the 
(ptipular lateral or side stroke, so beneficial 
to the face and scalp. 

It is very simple to operate. It. has a 
regulating device near the handle by means 
of which the Vibration can l>e regulated 
in graduations; the vibrator can also lie 
started and shut off by the same device. 

It can he operated on both Direct and 
Alternating Current, which is a great ad¬ 
vantage for those who live in rented houses 
PATENT penpino j n CIX!V tUev move, or to those who are 

traveling from one place to another, when' they have the different currents.. 

There is practically no vibration in the handle, and it is almost noiseless. The Vibra¬ 
ting Chair can be operated with the aid of attachment It and Clamp No. 14. 

The motor of the vibrator is very strongly built, and is well insulated. The Armature 
and Fields are stumped out of Norwegian Iron, and arc wound with best double insulated 
silk-covered wire. The Commutators have cut segments, and are insulated with Mica. 
The bearings are made of Phosphor Bronze, and the Shaft is made of tool mc-cL It is 
provided with self-oiling oil cups, and re-iufureed cords. 

Size of Vibrator 2i inches in diameter. 



Put up in a leatherette case, with velvet base; size, lit x Ofc x 4 inches. 

Full directions and charts written by an expert accompany each machine. 

Price, complete with ono B Button, one C Ball, one D Soft Rubber Srrdm one II 
Soft Rubber Face, one K Soft Rubber Ball Applicator, also oil can.-SU , 

When ordering state Voltage and Cycles it is to be operated on. 


«T> 
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White Cross E/leciric Vibreter 


White Cross Electric Vibrator No. 29 


Operates on 100 to 220 Volt Direct and Alternating Current 

Professional Outfit 


This machine is designed for professional use. but the construction is so simple that 
anyone can operate it. 

It is a very complete outfit, for Barbers, Hairdressers, and Beauty Parlors. The 

vibration is suitable for all delicate treat* 
ments of the scalp, face, eve, and ear, but 

to 

ol Body 

Massage. It the Percussion stroke, 

Vr\ Ai ^CiV rubbing and Angular stroke, as well as the 

vjlYr / popular I literal or .Side stroke, so beneficial 

to ^ ace atu * 

It is very simple to operate. It has a 
regulating device near the handle by means 
_' '-safe - Sfca^T -.'^-& V§!/ of which the Vibration can be regulated in 

graduations; the vibrator can also be 
vij * started and shut off by the same device. 

* *■■*"* * It can be operated on both the Direct 

PATENT proanto and Alternating Current, which is a great 

advantage for those who want to take the machines out to give treatments in the h<jmes, 
or to those who are traveling from one place to another, where they have the different 

currents. .... . .... 

There is practically no vibration in the handle, and it is almost noLscless. the \ ibrat- 

ing Chair ran be operated with the aid of attachment R and Claiup No. 14. 

The motor of the vibrator is very strongly built, and is well insulated. The Armature 
and Fields are stamped out of Norwegian Iron, and are wound with best double insulated 
Bilk-covered wire. Hie Commutators have cut segments, and are insulated with Mica. 
The Bearings arc made of Phosphor Bronze, and the Shaft is made of Tool Steel. It is 
provided with self-oiling oil cups, and re-inforced cords. 

Size of Vibrator 2J inches in diameter. 

Put up in a leatherette case, with velvet base; size 11} x 6} x 4 inches. 

Full directions and charts written by an expert accompany each machine. 

Price, complete with one A Rectal, one B Button, one C Ball, one D Soft Rubber Scalp, 
one H Soft Rublwr Face, one I Large Soft Rubber Sponge, one J Large Disc, and one 
K Soft Rubber Ball Applicator, also oil can...$3.5.00 

When ordering state Voltage and Cycles it is to be operated on. 
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White Cross Electr ic V ibr ator No. 3 1 

Combined Vibrator and Electric Outfit for u.o on 100 to 220 Volt Direct and Alternating Currant 

Physicians* Outfit 









extlJhcavy. tfit 18 dcs,gnc<1 for Ph - Vjicians ' Sonitoriums, and Hospitals ns the vibration is 

It is suitable for all kinds of Body Massage, and it cun be regulated so as to be mild 

enough for delicate treatments of the 
eve, ear. nose, threat, face and sealp. 
It gives the Percussion stroke, rubbing 
and angular stroke, ns well as the 
popular lateral or side stroke. 

It has a regulating device near 
•the handle bv means of which the 
Vibration con be regulated in grad¬ 
uations; the vibrator can tilso l>e 
started and shut off by the same device 
It can lx* operated on lwth tho 
Direct and Alternating Current which 
is a great advantage for those who 
want to give treatments to their 

C ticnfs in the homes, where they 
vc the different currents. 

By the u.*e of the Rheostat that 
accompanies the outfit, the vibration 

nnittiAi*Aiii1 l-' l xva, ♦ hi T if.l. 4 ...... . . 


TATLXT PKXD 1 .VG 


^■gSH jj J. <TV graduations, and the CcnXrmTElectric'Light' i^m-m'.'nn 

1 \ ** atUu ' h * d to socket just like a lamp The 

current can be regulated in von- fine graduations by simply moving a knob un or down 
There are no shocks connected with the use of the Instrument. P 

n a, 1 f " r ? n '’ C, l't nl lo ‘kat which i. obtained from large and 

S" f ’ ,>c obta " ,<?J u i r attaching thh. Kheostat to tho altering 

to th?rwrcu'rrTnt'^U *£?.. ^ fro "« when attached 

rr? 1 . 552 , 5 S,!i SkriLSC 5 ! 

that is neecs.-u.rj- for all ordinary medical treatment 1 *“*" ” M 

.rhWHHEFF S C nnic U Snt 

£2« - *** 

There i« practically no vibration in tho handle of the Vibrator- and it I. 

\ b r ,i,,s n,3ir " 3n •* ^ 

TLn v! C L^ hrator “ built, and i. well insulated, 

a ith'Y." t l dm,i ?L mpc<1 °y l o{ Norweginn Iron, and arc wound 

scs. n psxu-ss? - T ~' aaag 

.Size of t ibrator 2J inches in diameter. 

P it up la a leatherette case, with velvet base; size Il}x0{x4 inches. 

Full direction, nnd charts written by an expert accompany each outfit. 

n ,i i , rlC <’ c J om l > l*' to w hl> one A Ilectol, one R Button, one C Ball one D Soft 

and one P 'Ct RW*? ^ ° nC , J *** Disc. one KWtRufi 
. ,; L - Ve Applicator, for use with the Vibrator; also one 

h ne pair of S, Pift^forT £*» °/i ‘ p , °n? !*>{•' of Wooden Handles. 

3 W for Ul * 0 vr,th thc Kfivo.tat for electric treatments; also 

,,,. . .. 

When ordering state Voltage and Cycles it is to be operated on. 


<r»c« «i» 
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BOX OF DRY CELLS, No. 145 



This box contains 15 . High Amperage Dry Cells of regular size. It 
has six Binding Posts on the end of the box, so that any of our Cell 
Machines can be attached and operated on any 3 * 6 or 9 cells in 
the circuit. 

Price,.$4.50 

=m 


STORAGE BATTERY NO. 151 



When the Electric Current is not available, u Stonige Batten’ is the 
cheapest motive power for running a Cell Vibrator, as it only costs about 
25 cents to have them recharged. These batteries will run any of our Cell 
Vibrators from 15 to 20 hours on one charge. 

The Vibrator can be connected to operate on either 3 or 6 Cells. 

Price, 6 Cell Battery, 12 Volt 30 amperage, - $15.00 

We ship them charged and ready for use. 

Onpmi 
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PRICE LIST OF APPLICATORS 


These can be used with all 
Vibrators 


tVirf* r.»ti>gc 


A. Rectal Applicator 

B. Button Applicator... 

C. Ball Applicator ..... 

D. Soft Rubber Scalp Ap¬ 
plicator. 

F.. Bast Applicator. 

(!. Glass l’aco Applicator. 

H. Soft Rubier Face Ap¬ 
plicator. 

I. Large .Soft Rubier 

Sponge for eye and deli- 
rate treatment. 

J. Large Hard Disc. 

K. Soft Rubber Ball. 

I.. Soft Rubber Vaginal 
Applicator. 

M. Soft Rubber liar. 

X. Soft Rubber Evo... 


Attachment Clamp No. 14 

Tins attachment Clamp can b© used in ronnoction 
with nil our Vibrators for making 


a Vibrating 


Attachment R, Price 60 c f^| 

For use with Vibrators Nos. 5,2f», 20 anti 31, for 11 1 
making a Vibrating Chair in connection with isUrtMt 
Clamp No. J4, ^ 

(T»jk 51) 


Patented March 10, 1009 
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White Cross E/leetric Vibrator 


Advantages Over Other Vibrators 

(lit)—The While Cross Electric Vibrator* have nearly at many advantages over other vibrator* aa 
die tewing machine ha* over the common needle. They can be operated on dr) cells, direct 
and alternating current, any cycle*. This it a great advantage if the owner want* to move from 
one place to another or take the machine out when traveling. 

(2nd)—They are operated by a high grade motor, made especially for our Vibrator*. Any 
amount of pressure does not atop the Vibrator, even when nm on dry cells, hence, you can 
reach locally any point deeply situated in the tissue. 

( 3rd)_The motor that operates the Vibrator is entirely enclosed in a highly polished metal case. There 

are no wheels, or anything outside to scratch or tangle up the hair oc the clothing of the operator, 
like in many other machines. 

(4th)—Our machines are very light, they do not tire the hand or arm like most Vibrators do. 

(5th)_Our Vibratori give long and percussion stroke, medium and side stroke, short and rubbing 

motion. The strokes can be changed while the Vibrator is in operation. It can be regulated 
to give from the finest to the very strongest vibration. Most all other vibrators give but one 
stroke and that is not suitable for medical purposes, according to all medical authorities. (See 
page 7.) The White Cross Vibrator will operate in any position; you simply turn a 
switch and that starts the Vibrator. Some cheap vibrator* have to be drawn like a rake or 
held in a certain postion in order to vibrate. 

( 6th)—They can be used either for face, *calp or body treatment with the aid of the many applicators 
we fumith with each machine. 


( 7th)_A Vibrating Chair can be made with some of our Vibrators in a minute. Your rocker or 

any chair can be made a Vibrating Chair and give better results than those selling for $75.00 
to $100.00. Our Vibrator can be placed anywhere on the back of a chair, near the seat, or 

( near the shoulder or neck; it can also be placed under the seat, in front or side, so as to give 
the most vibration to the limbs that need the treatment, while it also vibrates the whole body. 
No other Vibrator can do thia. 

(8th)—Electric Bath* and General Electric Treatments can be taken through our Vibrator 
Combination No. 8 and No. 18 alone, or at the same time vibration is taken. No other 
vibrator can do this, 

(9ih)—We furnish Charts and Directions for taking treatment, written by an expert, with 
each machine. 

( Pu» » 
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Notice to Purchaser 

All Roods manufactured hv u§ arc strictly first class We use only the best of material and 
workmanship and we guarantee the best result* 

fevery Vibrator is thoroughly tested by an expert electrician before it Is shipped out. 

If you are in doubt as to what instrument is hr«t adapted for vour needs, tell u* dearly and 
candidly what you wish it for and save experiments, mistakes and fail urea. We will al wax’s be glad to 
advise you to the best of our ability. 


Warning 

Do not lie misled by glowing advertisements of il»o»c who sell but one kind of Vibrator and do 
not even manufacture that. \\ e arc inventor*, patentees and manufacturers of electric Vibrators 
and a full fine of liigli-gradc massage machines, electric batteries, electrode* and combination 
outfits. t\ e do not deal in toy vibrators. 


How to Send Money 

Money can be sent by post money order, express money order or registered mail. 


References 

Our reference* are: 

National City Bank of Chicago ...._...............................Chicago 

Central Electric Company___Chicago 

M. S. KleUchman N Co., Wholesale Jewelers.... .. _Chicago 

Metal Specialty Mfg. Com piny.____.........._Chicago 

Chicago C'nco Mf*. Compum .................................._.Chicago 

Commercial Electric Motor Nlfg. Co..................................Chicago 

or any Mercantile Agency. 


For Further Information 

in regard to vibration as a curative agent for diseases mentioned In this book read: 

Price. Postage. 

“ v *brntory Trrhu«»|ue.” 103 )xlgcs. by Benjamin Huston Bmwo. M. D....$1.00 .06 

These book* con be secured from any Medical Book Cotujstuy or from u». 


tl’«*s U) 
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White Cross E/leetric Vibrator 

/ 


Read What Prominent Journals Say About 

Our Vibrators 


AX ELECTRIC VIBRATOR. 

Most of the vibrator* do not give s'.ectrlctty with 
tbo vibration* tat what l* known a* the Liuditrom, 
Smith -Vlbraior gives not only vibration but electrical 
treatment with It. Wo wish to call tha attention of 
oor reader* to tho Information given In tha booklet 
that I* aeot free on application which will prove of 
tutor cut even though you muy not now need the vi¬ 
brator. Another Important appliance being Intro¬ 
duced by the Undstrom. Smith Co. »* an atlacbmant 
to bo combined with any ordinary chair by which you 
can make of It a vibrating chair, giving a form of 
treatment that la fully recognixed a* valuable tat 
baa been only secured In aanltarluma. hospital*. etc., 
or by the uae of expensive apparatus. These applb 
oners are likely «o attract t ery wide spread attention 
and prove of great value.—Reprinted from The ffcairh 
Colrorc, Angu*l, 1W>7. 

AX ELECTRIC VIBBATlSG CHAIR. 

By meana of a apeelal clamo Just brought out, the 
Llndatrom, Smith Company, t lilcago, afford mean* of 
attaching their Vibrator to on ordinary wooden chair, 
thu* transforming It Into a i Grating chair. The 
clamp I* fattened to the back of the chair will! a 
thumb acrew. and a little auxiliary clamp device rah 
round* the body of tbo Vibrator and hotda It In tho 


position ahown. Sitting In the ao equipped ebnlr and 
leaning haekwarda Impart* a general stimulation to 
the body.—Reprinted from the -ElrrfHcul RceW." 

June. 1007. 

A VIBRATING CHATB. 

A Vibrating Chair for every Home I* now possible 
with n new Invention. 

Tha Vibrator l» attached to a clamp, and ttla 
damp can t« attached to any part of the chair, 
either aide, front or back. 

The Vibrator can be regulated ao ni to give from 
ono thousand to many thousand vibrations per mtssuw 
while the machine la In operation. 

Until dow the Vibrating Chair haa been a luxury, 
aa very few physician have teen able to get them on 
account of the high price. 

TUc extremely low price puta thia outfit wltbla tha 
reach of all. For promoting circulation, ate., It h»» 
cm equal, and the patient can be left In the ch»:r 
without any ntienrlou from the physician. When tfcc 
Vlbraior la rot attached to a chair. It can br o*«d 
the same ae auy ordinary Vibrator la wed. The ' U 
hrating clomp and machine* are invented and mans 
factored by Llndatrom. Smith Co., -53201 L» SaJe 
St.. Chicago. IIL—Hep rioted from "Jfcrftooi Cent*'*.* 
Juljr. 1007. 


A Few Testimonials 

Taken from the Thousands We Have Received 


A SHORT TESTIMONIAL FROM A DOCTOR. 

Longmont. Colo., Aug. 20, ISO*. 
Llndatrom. Smith Cn, Chicago. 

Gentkmcn:—I have Jo*t received the No. r Com¬ 
bination machine, and to say that I am well pleased 
with It It not enough. I am Ju*t simply d*tlghted 
with It, and every oar that *e»a It la the same, t 
with l could tell every physician Just how bad bo 
need* ono In hit office. I am rare be would not hcel- 
tate to place Uls order fur ona at once. Thanking you 
for your promptness In shipping the same to mo. I 
remain, Your* truly. 

DR. W. H. EASTER. 


Llndstrom. Smith Co„ Chicago. 

GentlemenThe Electric Vibrator Machine No. e 
came to hand today. After looking oTer thle machine 
and giving sama a Itlal, I must say you hava the 
very best goode for the money I have ee«n. 

Trusting to soon place an order for more michlaee 
and thanking you for your promptness. I am. with 
very beet iris lies for your sncceas. 

Tours very truly. DR. CHA8. I. WHITE- 
4iS Main St.. Riverside, Cal. 


From a Prominent Chicago Surgeon. 

Chicago, March 15th, 1*)09. 

Lindstrom, Smith Co., Chicago, III. 

Dear Sirs:—I have been using your Vibrator on my right knee, with a very 

gratif. i 8^ troubled with Synovitis caused by a wench in entering my carriage. 

Very truly yours. 

DR. J. P. WEBSTER. 63rd St. and Normal Ave. 

Don't Pay $75.00 for a Vibrating Chair 


ir*ge Ml 
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Testimonials 

Cont.novd 


THE COLUMBUS MEDICAL JOURNAL FOR THE HOME. 

Cohtaihuv Ohio. 

LlndHrom. Smith Co., Chicago, III. 

Gentlemen:—I have one erf your EJeclrU- Vibrators No, 
4 In nr oftec und It If in owubinl «e every day. 

I need another one liiiimdlatcly. Will )mi kindly ship 
me III •■nee hy rVpfeM * No. 4 Vibrate* Complete. 

I he Vibrato* hn« »tven such etcelient H-rrloc to roc in 
ray practice thnt I inletnl to write »n article i«n«iunt It 
r>* the t'otumbu* Medical Journal. Y,-,r„ very trnly. 

C. 5, CAItR. M. D„ Editor. 


BENEFITS MANY 

Orvvlllc. Calif.. June 4, 1901. 

Lstidslrom. Smith Co.. Chicago. Hi. 

Dear Sirs:—Ws received the vibrator and are 
very well pleased With It. It l» helping my hustKind 
unit two or three others that hare tried it. j urn 
•en,tins money for another from a friend who saw 
«ur». Youre truly. 

S12 Lincoln St MRS. It. HILTON. 






Ghent. Ky.. Feb, 9, 1909. 
Llndntroir., Smith Co., Chicago, IU. 

Gentlemen;—Sine* ordering your Electric Vi¬ 
brator. ubuut six weeks ago. 1 have used It raSu- 
larly for nervous troubles, sore spots In spine, am] 
fsel some trotter than when 1 began Its use. 

Yours very truly, Mils. J. M LEMON, 


Tiio Goodrich. Ilolyoke, Mass. March 29. 1909. 
Lindalrotn. Smith Co., Chicago, III. 

l>nr Sirs:—I am more and more pleased with tho 
vibrator. U tvorks tine, and Is surely « good thing 
to have. I would not at any price part with It If 
I could not get another. Have hod neuritis In 
my right urm. was bad for a few days, but tlai 
vibrator took the kinks out and ran nnw use my 
nrm and ant nearly well. 1 feel thnt this alone tins 
paid fur the vibrator. Wishing you much success 
and wishing people knew more about you* vibrator, 
al»t thanking you for all favors, I urn. 

Sincerely, MRS. W. O. Jt-'DD. 


VIBRATING CHAIR ElitAL TO 
CHAIRS SELLING FOR glM.OU 

Kansas City, Mo.. April 19, 1909. 
Llndstrotn, Smith Co., Chicago. III. 

Gontlomen:—The latter part of June or the flrst 
of July last 1 purchased Of you the While Cross 
Electric Vibrator Combination No. « portable dry 
cell machine, and I will K<y Uutt wc tiavu boon 
very much pleased Willi It. My wife has bad spinal 
trouble frua childhood and hud been subject to 
severe headaches for a period of thlrty-nvc years. 
The vibrator has always relieved her hcaduelscs 
Immediately, greatly helps her spinal trouble, and 
It commenced to Jo this from tbs very start of 
using It. My wife says she would not pair with 
the machine. We have used the vibrating clinir by 
moans of the clamp attachment, and a friend of 
ours, a doctor, says It Is equal to a vibrating chair 
that he treed and cost f ISImhn Very truly yours. 

J. W. LOWE. 


IB GOOD FOn HAIR DHEMSEn* 

Cameron. Mo.. Feb. 20, 1909. 
Llndstrotn, Smith Co., Ctdcago. HI- 

Clear Sirs:—Your vibrator Is fur mote satisfac¬ 
tory titan the one I had I don't f~l ns though I 
can be without it u single day. Very' truly, 

MRS. M. E. FIELDS. 

Hair Oulturtst and Deal or la Hair Goods 


I» FINK I OII .SWOLLEN FEET, RACKACHE 
AND MANY OTHER TIIUCBLEN 

Santas. Waslr, Jnue 10, 1909. 
Llndstrom, Smith Co, Chicago. HI. 

Uenttcinvn:—Received \ Ibrutor Just over a week 
ago. 1 urn dsUsliied with It. For months past 1 
was unable to breathe througli my nose; now ( cun 
breathe quite freely with ray mouth closed. Of 
routs- I ilo not expect tit— head noises to cease 
yet ns my deafness Is of long standing, but I think 
with time and jcalcr-ce they will cense. T find Use 
vibrator splendid for srnlp massage. I we* troubled 
very much with dandruff, ntwi for tired uitd swollen 
feet and backache, i feel I cami.it praise It enough. 
1 think one or two of my friends will buy soon. 
Receive,j rubber nip. with many thunks. 

Yours respectfully, NELLIE RUOH. 


DOCTOR FINDS IT GIVES RF.I.IEF FOR GAM- 
STONES 

Hubbell, Nebr- April 53, 1909. 
Llndstrom, Snilih Co.. Chicago. IU. 

Gentlemen:—Whenever 1 make u country drlvs 
I take with me the vibrator und use It for many 
different kinds of twin. Even In tho backache of 
Uie first stage of Libor my patients Invariably aro 
pleased. In gilt stone, the relhvted pain In the 
Lack Is often tho roost troublesome complaint, and 
oven hcru comfort Is obtained. Yours truly, 

C. E. RICHARDS, M. IX 


DOCTOR RECOMMENDS OCR VIBRATOR 

Augusta, Mont . Aug. 2. 1999. 
Llndstrom. Smith Co., Chicago. III. 

Gentlemen:—Many thanks for your advlea. 1 
have gotten the Vibrator No. Hi to work O. K. and 
um wdl pteased with IL Yours truly, 

B McCANX. M. D. 


PHYSICAL DIHECTOR t SEN IT FOR SPECIAL 
WORK 

Galveston, Texas. June 21. 1909. 
Llndstrom, Smith Co., Chicago, IU, 

Dear Sirs:—About a month or so ago I bought 
one of jour No. H Vlhrutors. I like It so much 
und It lias dune considerable good already that 
1 Bnd that 1 would rather have one or your larger 
ones. You will see that I um physical director In 
tho A". M. C. A. here, and I would use It some with 
my work here In treating xtiecla] cases I am well 
pleased with the machine that I have and feel the 
need of a stronger one Yours truly. 

It L WITTIO. 

Physical Director. V. M. U A. 


(Tstsui 
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Testimonials 




II \s IIEEX QUATLV IILMSn'niD BV THE 
VIBRATOR 

U. S. S. MeCulloek. 

SauealltO. Calif.. May 23, 
Llndstrom, Smith Cw.. Chicago. Ill 
Gentlemen—I tin very much with the 

machine, which I received In rood condition, and 
find that alter u*lng It I rent much better and 
have been greatly benefited by the use of II. 

Respectfully your*, J. TV. 1V.VUCRR. 


\lllR\TOR IS GOOD FOlt S1VUM.IXC IM1 
PA1X !X JOINTS 

Auk- 1. 190». 

Llndstrom. Smith Co.. Chlcmto. 111. 

Sirs:—I have been using your electric vibrator 
for ubotit ono month ana am no much pleased 
with It that I am sending It horn* to my brother 
In Vermont to u«» for hi* rheumatism. 1 wlah 
you would kindly send him some of your circu- 
lure with price*, etc T ul«o wish to nek If I 
can get another vibrator for myaelf ut the Mint 
price 1 paid for mine nr I wl*fi One for mytelf 
and I send the one 1 have to tuy brothi r a* n 
present to *ee if It will not rive him relloi for 
•tlft knee Join!* which hare troubled him for 
many year# and nothin:.- eeemr to give much 
help and I am hanklnte on the vibrator to do 
thla at It ha* done morh toward taking the 
swelling and pnln from the Joint* tn my tlngsr*. 

Respectfuly your*. ANNIE E SMITH. 


IS A BRAITIFIIL INSTRUMENT 

Oberlln. 0.. Jan. 21. JO*?. 
Landetrorn. Smith Co.. Chlcaro. lit 

Oentlemcn:—The No. is Electric Vibrator 
came In due time and In rood condition. Thank 
you for your promptness. It le a beautiful In- 
etrumem, and although I have had It ter* than 
a week, yet no one could buy It for twice what 
It cunt If I couldn't get another. It har already 
done rood work, and I think will have u rood 
deal of work to do It worked beautifully. 

Vourr very truly. 

P. F. FINCH. 


Is WELL SATISFIED WITH VIBRATOR 

Newberry. Fla. 

I.lndrlrotn, Smith Co. 

Gentlemen:—l am very well eatlefled with 
your Vibrator. Enclosed find check for which 
Ideas* send me a No. is Vlhrator. 

Vourr very truly. C. N. Me ARTHUR. 


RFLIF.VFD TRAMP IX .STOMACH 

Junction, Texas. 

Llndrtrom, Smith Co. 

Gentlemen:—l tried thv vibrator on one per¬ 
ron for cramp* In rtomach and cured It In throe 
minute* and he hn* not had It rlnce. 

Vour* very truly. REA’. 8. H Me 1C EE. 


IS RELIEVED FROM RUE I'M \TISlt 

August 2, 190?. 

Llndrtrom. Smith Co., Chicago. Ill 
Gentleman:,—Would ray that a friend of mine 
har used the vibrator for rhcumatlrm und re¬ 
ceived a good deal of relief from IL Plea** rend 
applicator In caro of New England Tel, & Tet 
Co. Vour* truly. 

F W. FOSTER. 


DOCTOR HAS USED IT WITH MARKED SUC- 
CESS 

Adams. N. Y„ March 31, 10*9. 
Llndrtrom. Smith Co., Chicago. 111. 

Gentlemen:—Received the No. 4 Vibrator Mon¬ 
day in Rood condition and have used *nnie with 
marked ruccers on revernl of my patients. 

Vourr very truly. 

Box 223. DR- BERT ft. COLLINS. 


t 5E9 VIBRATOR FOR COLDS, HEADACHE*. 
ETC. 

Bryan, Ohio. 

Llndrtrom. Smith Co. 

Gentlemen:—Some time ago my wife pur¬ 
chased of you one of your No 2* ATbrator*. and 
it* uso ha* done her a world of pood. You can 
use u* for reference at any time She make u* 
all “vibrate” for Incipient colds, lieadachos and 
many other ailments. Sincerely, 

JOHN M. KII.I.TTS, 


FEEL GREATLY IMPROVED FROM XERV- 

onxpjs 

Glendive. Mont. 

Llndstrom. Smith Co. 

Dear Sir*:—I received the No. 4 Vibrator In 
Rood condition about one month ago. and fee] 
greatly Improved from nervousness. 

Tours very truly. JOHN HARKXE3S. 


VIBRATOR WORTH TEX TIMES ITS COST 

Modesto. Cal. 

Lind Grom, Smith Co. 

Gentlemen:—1 received the foot plate and 
chair attachment I thank you very much for 
the R*n*roue manner In which you hare re¬ 
sponded io my order* for Roods. 

The Vibrator ha* overcome the Chronic Con¬ 
stipation at last. 1 did think for a while my 
bowel* were paralysed. The Vibrator has cured 
the Neuralgia and Sciatica, which I was suf¬ 
fering from. I was almost on the verge of ’n- 
sanity. 

The Vibrator has been worth ten time* Its 
cost. Very respectfully, 

MRS. M. A. MU8GROVE. 

K, No- 1, Box No. ST 


RELIEVES STIFF BACK 

Longmont. Colo. 

Llndstrom, Smith Co. 

Gentlemen:—I have had your No. 29 ATbrator 
lor lwo months and have not used It as steadily 
ns I should, but will say my baok was so sttC 
that I had trouble In stooping down and get¬ 
ting back up, but that has now nil left me, 
Your* respectfully, 

GEO. M. LONGSHORE 


YHK1 t SED THE VIBRATOR MORE THAN \ 
YEAR AVITn FIXE RESULTS 

Mount Holly. N. J. 

Llndttrom. Smith Co. 

Gentlemen:—I hav# u**d your vibrators for 
more than one year, and llko them very much. 
and have treated and cured several people with 
them. Respectfully, 

US E. Mill Sc J. W. LIPPIXCOTT 


(Ps*t M) 
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Lindstrom. Smith do. 


Testimonials 


HAS HELPER HER IS MAST WAT* 

Templeton, Wit, April 3. 1999. 
Undstrom. Smith Co.. Chicago. III. 

Gentlemen —X am very much picaend with tbo 
vibrator. It Im» helped me In many ways 

Respectfully, MRU. C- IL I'RTITEI1DBN. 

is st :cosij To .none 

D*1 Rosa. Cnllt. April 50, 1999. 
Undstrom. Smith Co.. Chicago, III. 

Gesithettcn:—t Imvo used nearly every nuke and 
Brill Jours second tu none. Sly business Is Physt-sil 
Culture and Massage am) haw a goad iruu*. 
Rcsptvtftlllj, _MR It A. OUTER 

PHErai IT TO MAST HIGH-PRICED HA- 
CHINKS 

Guthrie, Okla.. July II, M*9. 
Undstrom. Smith Co., Chicago, Ill. 

Gentlemen:—There Is no other machine .in tho 
market lor tho same money so goisl un.i 1 prefer 
It to many higher priced ones lor several practical 
rtasons. Very’ renect fully, 

ih>x »J. DR SAM 1- W1UTMORE, 

“I Jl ST WORSHIP MV LITTLE VinilATOH” 

S»tr Bedford. Mass. 
Undstrom. Smith Co.. Chicago, IIL 
Gentlemen You will remember I bought a vi¬ 
brator ol >ou last December and In tell joij I nrit 
pleas**! la not a strung word enough. I Just 
•hip my little vibrator unit X am sure I nut 

get along without It, Yours. 

2S4 Cnlon Sit. _H. I4UA PARKER. 

HAS DOXE MOXOliUS IX TWO MONTHS 

San Bernardino, Cul. 
Lindztrom, Smith Co.. Chicago. I,L 
Dear Sirs:—My vibrator has Rone wonder* far 
me. and I have only had It two no,mbs. 

Yours respectfully, 

SIT li W. _MRS e. PARK HURST. 

ISO IT FOR CATARRH AXU HEARING 

Pasadena, Cutlf., July 1, 1909. 
Umlstrom. Smith Col. Chicago, III. 

GentlemenI have tried the No. 4 with a few 
treatments and It works flue ami I used It myself 
for catarrh and hearing. It giv.a all the satisfac¬ 
tion I could expect. Yours truly. 

PROF. OEO. It REYNOLDS. 

441 N. Catolcna Are. 

IS PI.F.ASKD WITH THE RESULTS 

Hr la, O,, June 20, 15UJ. 

Lie list rum. Smith Co.. Chicago, 11L 

Dear Sirs:—I received my vibrator No. IS with 
outnt a f»w days ago and I am wvll pleas,-! with 
results already secured hy Its use. My extra order 
for appliances has aleo readied me safely. 

A ery truly jours. T. D. BOONE. 

MIST HAVE AX OTHER O.NE FOR 1IER 
BEATTY PARLOR 

Santa Ana. Calif.. May 5, I#v9. 
Undstrom, Smith Co., Clilcago, III. 

Gentlemen;—My son has gone on n long I ravel¬ 
ing tour for his wife'* health and they werw so 
pleased with tho nmchtno they took It with tbsm, 
so I must have another for my beauty parlor* but 
I think tlio Nov s will do for the present. 

Most respectfullj • yours. 
t«« West 4th St MARY O. WALKER 


Ik HELPING HER 

Sedro Woolley. Wuslt.. June 19, ISO*. 
Llndsirum, Smith Co.. Chicago, III. 

ll-ar Slrsi^t recdv <d the vibrator alt rigid and 
I am jileaeed to say that It Is helping in* unite u 
Uttlev Respectful lj’ your *. MUS. D. .V LOW. 

4* BENEFICIAL IX MAN Y WAVS 

Cincinnati. Ol, .Stu. O.. June 14. 1999. 
Uttdvtioin, Smith Co., Clilcago, IlL 
Gentlemen:—1 vn very fowl of tho vlbratton 
treatment and find It beneficial In many waj’s. 
Yours truly. 

I01S Shaw Avv MAUD il. CIIIUSTOPHF.R 


IS HELPING HIS MOTHER A LOT 

Wolcott. N Y , June 8, 1999. 
UmlzUom. Smlch Co., Chicago. IlL 
Gentlemen —The vlbntlor Is helping my mother 
a loL Yours res|«ectfuUy. E. li W1NSOR 


iVINSOR 


IS A Gtnrn FAMILY DOCTOR 

Melrose, Muss. June S, 1999. 
Undstrom. Smith CO., Clilcago. IlL 

Gentlemen;—I ant pl«sv»**t to state that your 
m a ch i n e Nix 1$ hue given ms a lot of lmiwIU. It 
!«. tu fiu t. my doctor mid •. very time I don’t foci 
Just n* geml as 1 should I take treatment*, either 
vibration or Electricity, and tin- trouble ends. I 
cured a very bud case of Lumbago Hut was puzzling 
two doctors, ufiplying Vibration and Furjulle Klsv- 
Ulrltj’- I am proud of m>' machine. 1 show It to 
all who come to re* too and am not afraid to 
recommend it to them. Wishing jrou a great suc¬ 
cess. I remain. Yours truly. 

189 Unworn! Aw. ROMXNA NITTL 

THE VH1RAT1XG C HAIR IS FIXE FOR THAT 
TIRED FEELING 

Buffalo, K. Y.. May 21>, 1909. 
Undstrotn. Smith Co.. Clilcago, IU. 

Gentlemen:—I would not lukc the price I gnvo 
for the vibrator if I could not gel another. 'The 
l earnt I have received fur mv cyo-ight sod bronchial 
trouble i» of great value. Tbs Yditstiug < lix r is liar for 
that tired, exhausted leoling. A* far i> 1 have utnl 
tno vibrator i oui sneak In favorable terms. 

K.sportfully j’otirs. 

.MRS. IL A. UaMHI.CTON. 

21 Rhode Island St. 

FIX’D RELIEF IX THE VIBRATOR 

Prosser. Wash.. May 21, 1909. 
UndMrom, Smith Co.. Clilcago. UL 

GentlemenI am beginning to find relit f from 
tho urc of Hie machine and have great hope* In It. 

1 use It twice a day wry carefully. 

r.eepeclfutly yours, MRS. M. L. SOUTH. 

18 THE BEST OF ALL HE HAS TRIED 

Santa Cruz. Calif.. May 24. 1909. 
Undstrom, Smith Co- Chicago, III. 

Dear Sirs;—Have Just revolved the No, 11 Vi¬ 
brator ai.d 1 am very mrli planted with It. Of isll 
I have tried It Is th* best yet. 

Yours respect fully. 

IIS Water 8L F J. HICKMEYER 


J, DICKMEYER. 


IMPROVES HER HEALTH 

RchtmscUdy, N. Y.. July 20, 19*9. 
Undstrom. Smith Ox, Chlcugo, III. 

Gentlemen;—My general health Is much better 
since I havo used the vibrator. Yours rosnoctfully, 
12 N. Ferry St MISS ALICE F. SOLES. 
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White Cross E/leetric Vibrator 


Testimonials 


Continued 


XO CHANCE KUII HUEt'lUTm WHEN Till: 
vmn.vrnn is around 

St Joseph, Midi. 

Llndstrom. Smith Co 

Gentlemen:—I received the vibrator In first- 
class nbaiw. read If.s directions carefully and 
started to take treatment*. U U the best in¬ 
strument over mad*. No ehnnee for rbnuma- 
tlsm when the vibrator l* around. 

■Your* very truly. 

ERMtL WINTER. 


REMOVES DAXDRDrr 

West Haven, Conn- l>ec. T, 1003. 
Ltnd.-trvm. Smith Co. Chicago. 111. 

Gentlemen-—.The electric vlbrutor which you 
forwarded to me was received lb due time and 
In perfect condition, with nulte satisfactory re¬ 
sults. so far. It entirely removed all dandruff 
from my scalp In ice* than five minutes, which 
was a result hardly to ba expected from first 
application. I have no doubt It will prove 
vuually as efficacious In general treatment. 

Yours truly. 

HENRY KEYES. 


JS Church St 


MADE Ilia LEG FEEL LIKE NEW 

Gentry. Ark. 

Llndalrom. Smith Co. 

Gentlemen:—1 used No. 1 Vibrator on my le(r. 
which lias been partly paralysed fur three years 
and It feels like a new 1«». 1 used It twlco. but 

my wife used U three times and she slept like a 
log all right The vibrating chair I* simply im¬ 
mense. Accept our sincere thanks. 

Yours very truly. 

H. W. ONNGESSER. 


HAVE SUCCESS IX TREATING RHEUMATISM 

Bloomsburg, Fa. 

Llndstrom. 8mlth Co. _ 

Gentlemen:—I am having line success with my 
vlbrntor for rheumatism and have cured the 
worst forms of rheumatism. 

Yours vory truly. 

MRS. GEORGE BERTSCH- 


1C1 E. 4th St 


RELIEVES LUMBAGO AND NERVOUSNESS 

Welda. Kansas. 

Llndsttom. Smith Co. _ _ 

Dear Sirp—Received vibrator all O. K. It la 
all you claim It to be. My wife got relieved 
right nwoy from It* use. of Lumbago and Nerv- 
ousnes- My sun had the Tonsllltls and got re- 
tur right away. Truly yours^ 


CONSTIPATION HELPED IN ONE TREATMENT 

Philadelphia. Pa. 

Lindstrom. Smith Co. 

Dear Sirs:—1 acknowledge receipt of tho vi¬ 
brator In good condition and would say It has 
helped us wonderfully. My wife ami another 
were troubled with oonstlj-utlon and were helped 
with one treatment Would not be without It 
Yours truly. 

im E. W’onsley St BEXJ. McBRIDE. 

nr.LinvED sciatica 

Stillwell. Okie. 

Llndrtrom. Smith Co. 

Gentlemen:—I know that my vibrator hae 
born tho means of lessoning the awful agony 
from Sciatica, and I will <lo you all the good I 
can whenever I have a chance to do. 

Wry sincerely. 

MRS. MARGUERITE KING. 


VT IS GRANT! 

Bala. Pa- 

Llndstrom. Smith Co.. Chicago. 

Gentlemen:—You shipped mo a vibrator on 
the 25th of Jan. and I received It O. K. on the 
27th. t thank you for being so prompt In send¬ 
ing It and I must say that I am delighted with 
it. It Is grand; l must say that your vibrator 
I* far superior to the machine I bought some¬ 
time ago from a certain party In Chicago. You 
know the firm :f 1 would mention tho name, but 
I will say. knowing the difference between your 
vibrator and theirs. I would sooner pay you 190 
for your vibrator thun pay $1 for thelra. I did 
not receive 1* cents worth of benefit from their 
pound lug machine. 

We have 7u inmates here. A great many of 
them have tried my vibrator and they ore all 
delighted with It We have a friend who Is 
very deaf and wo are writing to him and send¬ 
ing him your book. 

Rox 71 JOS. BAIRD. 

RELIEVED nEAD ACHE AND THAT TIRED 
PEELING 

Washington. D. C. 

Llndstrom, Smith Co. 

Gentlemen:—Your electric vibrator received 
Nov. 25th, and after over three weeks' trial, 1 
will with pleasure, say I am greatly pleased 
with the machine and would not bo without ono 
In the house; my wife gets great benefits from 
the machine—It relieves those tired fseltngs and 
headache* she so often has. The machine docs 
all you claim It will do. The little fellow with 
paralysis goo* out this cold weather and stays 
two to four hours at a time before he gets cold 
—so I Just think It a wonder. 

Toura vary truly, 

104 3rd St X. E. J. K. JOHNSON'. 

giving treatment with it 

St Stephen. N. B.. Canada. Sept IS, 1908. 
Llndstrom, Smith Co., Chicago. 111. 

Dear Sir:—lour* of Sept 2nd received only 
yesterday hut ihe vibrator came last week and 
went! to bo very satisfactory. On* of my deaf 
patients is getting along very satisfactorily. 

Your* truly. 

ALICE M STEVENS. 


RELIEVED HIM OF TEHIUULE PAINS 

Fostorla. Mich. 

Llndstrom. Smith Co. 

dentlemen:—Vibrator No. 1 arrived In work- 
lng order, and slnco using it according to direc¬ 
tions. It has relieved roc of tho terrible pain In 
my side that I Had tor months. Also 1 am help¬ 
ing a sufferer from rheumatism. 

Your* very sincerely. 

R. F. D. No. 2. Box 19. MRS. R. M. BENCH. 


■3 PLEASED WITH NO. 1H VIBRATOR 

Now York City. 

Llndstrom, Smith Co. 

Gentlemen—Am much pleased with tny out¬ 
fit No. li. No one can reasonably n«k more 
than it gives My brother, L A. Hanks, presi¬ 
dent State Bank. Madison. AVla. will order one 
soon. Your* truly, 

A. P. R. HANKS. 

Senior Capt U. S. Revenue 

Cutter Service. 

V g T.lfe Saving Station. 


USE IT FOR DEAFNESS 

Coopsrsburg. Lehigh Co., Pi, May 21. 1909. 
Llndstrom. Smith Co., Chicago. 111. 

Gentlemen:—Have b»«n using No. 4 While 
Cross Vlbrntor some time and like It very much 
—especially with the ear applicator for the 
treatment of deafness. Yours truly, 

J. O. DUBBS. 


( Pace *8) 
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Lindstrom, Smi-th Co. 




Testimonials 


Continued 


LIKE OUR MACHINES nBITER THAN ANY 
OTHER MAKE 

WtUjr, Ky„ May 19, 1909. 
Lindstrom. Smith Co., Chicago, 111. 

GenUemm:—My Xo. t machine wm lost In a 
Are Lika your machine hatter than other makes. 
Will forward order at once for another. 

Respectfulty. 

Route No. 2. E. L JOHNSON, M. D. 

IMPROVES HEARING 

Mt. Washington, Md.. May 6, 19*9. 
Ltndatrom. Smith Co.. Chicago. Ill. 

Gentlemen:—I have received some benefit from 
the vibrator already ae my hearing la better. 

Respectfully. 

*9 Hooper Avo. BELLE DAILEY. 


DAILEY. 


GOOD FOR EARS AND SHOULDER 

Belgrade. Mont. May 16, 1909. 
Lindstrom. Smith Co., Chicago. 111. 

Gentlemen:—I received the White Cross Elec* 
Irie Vibrator maohlne. 1 have used It about 
two hours since I commenced troatment and It 
does lot* of good for my hearing and does my 
shoulder good. It Is worth Its weight In gold. 
Yours truly. 

R. E. DIAL. 

IS IMPROVING FROM RHEUMATISM 

Quernsev. Wyo., July 9. 1909. 
Lindstrom. Smith Co.. Chicago. 111. 

Gentlemen:—1 am Improving nil the time with 
my rheumatism. Yours reepeotfully. 

_W. V. SEWARD. 

GOOD FOR WRINKLES 

Cleveland. Ohio. 

Lindstrom. Smith Co., Chicago. 111. 

I havo usod the vibrator but two week* and I 
find It removes wrinkles. Reepeotfully. 

MRS. <f. ROSE. 

EVERY DOCTOR SHOULD USE ONE 

Du Bols, Pa.. Jan. 16, 1909. 
Lindstrom. Smith Co, Chicago, 111. 

Gentlemon:—1 am using the vibrator every 
day In my practice and It I* all right. 

Very truly yours, 

McEwcn Dtdg. DR. H. A. BRETH. 


A. BRETH. 


VIBRATOR IS DOING EXCELLENT AVOHK 

Columbus. Ohio. 

Lindstrom. Smith Co. 

Gcntlomen:—Your vibrators arv still doing 
excellent work In my oOlce. I have purchased 
two In tho past few months and now 1 desire 
another. Slnocrsly. 

C. 8. CARR. M. D. 

GOOD FOR ARM AND SHOULDER 

Holtvllle. Cal. Jan. 24. 1909 
Messrs. Lindstrom. Smith Co., Chicago. 1IL 
Gentlemen:—I received the White Cross Else- 
Irle Vibrator about a week ago. and 1 am well 
pleased with It. My arm and shoulder are much 
better since I have been using It. 

Tours truly. 

_MARY O- EDOE. 

IS FINE FOR HEADACHE 

„ . . Melrose. Maas. 

Messrs. Lindstrom, Smith Co.. Chicago Ill. 

Dear Sira:—I tried the vibrator for half a 
minute and It dispelled In a short time a spllt- 
Mng headache that Was troubling me for nearl> 
two days. ROSIN A NITTL 


ROTH USE IT , DAILY 

Terre UautcTrad.. Deo. II. 190*. 
Lindstrom. Smith Co., Chicago. 111. 

Gentlemen:—Your electric vibrator has given 
entire satisfaction to fur. my wife and I each 
use It dally. Yours truly. 

*2* North 7th St CLANIE W. PEEK. 

SAY' IT IS ALL YVE CLAIM FOR IT 

Danbury. Mass. Jan. 18. 1909. 
Lindstrom. Smith Co., Chicago. HI. 

Gentlemen:—I wish to state that the vibrator 
which I bought from you I* all you claim It to 
be. I have only had It since Dec. 24th. but In 
this short time It ha* cured tne of a trouble I 
have had for two years. Thanking you for tho 
good it has done me. 1 remain. 

Yours very truly. 

«1 West St. MR. J. F. McICEEVDR 

EATERY' FAMILY OUGHT TO HAYT5 ONE 

Shlekllr. Neb. Dec. 2«. 190* 
Lindstrom, Smith Co. 

Gentlemon:—The Electric A'lbmtor No. 4 le 
received. It le a finer Instrument than I ex¬ 
pected. and every family ought to have one. 1 
have already found that It will do everything 
you eay about It In your catalog. 

Yours truly. 

A. LINDSTRAND. 

RENEFITS GALLSTONE 

Bena. Minn.. Nov. 17, IMS. 
Messrs. Lindstrom, Smith Co.. Chicago. I1L 

Gentlemen;—I have received n great deal of 
benefit from the machine received from vou for 
headache, so has my husband for gallstone*. 

MRS. 11. HALE 

IS GOOD FOR INSOMNIA. 

Deer Park. Wash.. Jan. 1. 1909. 
Lindstrom. Smith Co.. Chicago. 111. 

Gentlemen:—I reoclved tho vibrator all 0. K. 
und am very much pleased with It, T think It 
will lie of great benefit to me ae what little I 
have used It It event* to be helpful to me. espe¬ 
cially the vibrator. When I use It at bed time 

can eleep eo much better than I did before. 

Yours very truly. 

W. H. LEWIS 

IS GOOD FOR TORTICOLLIS 

Minneapolis Minn, 

Lindstrom. Smith Co. 

Gentlemen:—Tbo Wlilt* Cross Eloctrlc Vibra¬ 
tor Xo, 8 which I bought of you several month* 
ago ha* given entire satisfaction. I havo used 
It for the Torticollis of 15 years’ Handing nr.d 
though I am not yet perfectly cared. I have Im¬ 
proved eo that nono can eeo that there I* any 
fault with my neck. Yours very truly. 

2529 9 th St. SO. E. O. SKAAR 

HAS HELPED HIS WVRING GREATLY 

Clinton, Wlx 

Lindstrom. Smith Co. 

Gentlemen:—I have a mechanical vibrator 
which has helped my hearing greatly for which 
purpose 1 alone have used lt- 

Yours very truly. 

A. A. CLEVELAND. 

orn viim vtor* recomyiended ry 

DOCTORS 

Denver. Colo. 

Lindstrom. Smith Co. 

Gentlemen:—I have had two doctors recom¬ 
mend your vibrators 

Yours very truly. 

ISO! Lincoln Av*. MRS. M. JOHNSON. 


(Pe*e S9) 
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TESTIMONIALS 


l*E* YinKtTOR roll COI.II*, ubaimciii;<i. 

ETC. 

Bryan. Ohio. 

L!nd»irnm. Smith Co. 

Gentlemen:—A didv Itine o(u my wl(u pur¬ 
chased of you one of your No. II Vibrator*, and 
It* tine has done her u world of good. You can 
me u* for reference at any time. She ronkc* u» 
all "vibrate" for Inrijilfnl eolde, lieadnelic* and 
many other ailment*. Sincerely. 

John m. killits. 


II \H GIVEN IT A COMPLETE TRIAL 

SI. Fotoreburff. FI*. 

I.tud«trom. Smith Co. 

I>r«r Sire:—I duly rccelv.-d the Vibrator No. S 
and hare given It a oomplete trial, and am very 
niueli pleased with It. 

Your* truly. F. T. LOCKYER. 


RELIEVE* STIFF BACK 

Longmont. Colo. 

Llndstrom. Smith Co. 

Gentlemen:—! Imre had your No. 11 Vlhrxlor 
for two month* mid have not Used It a* atvadlly 
a* t ehould. but will ray my back wa* eo »utr 
that I had trouble In stooping down ut-d u<-t- 
tlng hack Up, but that ha» now all left me. 
Your* respectfully, 

QUO. SL LONGSHORE. 


ItAB II tU MICH BELIEF FROM IT 

Asheville. N. C. 

Llndstrom, Smith Co. 

Gentlemen:—Tb* party I ordered the vi¬ 
brator for la very much pleased and has hud 
much jvllef from same. 

Very irnly, 

MRS. JOHN H. S1ISKELLY. 

Cherokee Inn. 


\ lllll IT1IR I* IN TINE BRAPE 

Sail Frunelwo, Cal. 

Llndatrom. Smith Co. 

Hear Slr»:—Sly vibrator I* In lino shape: 
would not bo without It. 

Your* very truly. 

sms. -MORAN. 


I* WELL SATISFIED WITH VIBRATOR 

Newberry. Fla- 

Llnd»linm. Smith Co. 

Gentlemen;—1 am very well satisfied with 
your Vlbralor. Enclosed find check for which 
plaaec eend mo a No. IS Vibrator. 

Your* very truly. C. N. Me.ARTHUR. 


BELIEVED CRAMP IN *TOM ACII 

Junction. Tc-xo*. 

Llndatrom. Smith Co. 

Gentlemen:—T tried the vibrator on one per¬ 
ron for cramp In etomaeh and cured It In throe 
minute* and he ha* not had II since. 

Yours Very truly. REV. 3. U. MeKKE. 


Mini trim worth ten time* it* cost 

Modesto, CaL 

Llndstrom, Smith Co. 

Gentlemen:—1 received the foot plate and 
chair attachment. I thank you very much for 
the generous manner In which you have re¬ 
sponded to my order* for good*. 

The Vibrator ha* overcome the Chronic Con¬ 
stipation at last 1 did think for a while my 
bow cl* were paralysed. The Vibrator Inis cured 
the Neuralgia and Sciatica, which T *»« suf¬ 
fering from. T was almost on the verge of In¬ 
sanity. 

The Vibrator haa been worth ten time* It* 
COIL 


Very respectfully. 

MRS. >1. A. MU8GROVK. 

R. No. 1, Box No. 1>T. 


I* DOING HIM GOOD 

Eureka Sprlna*. Ark. 

Llndstrom. Smith Co, 

Gentlemen:—T am well pleased with the vi¬ 
brator and It I* doing me good. It 1* a No. 
2 Machine. Your* very truly. 

J. B. MATTOCKS. 

1S1 X. Main SL 


VIRIIATltll WORKS FINK 


V1IIR Vroit DOR* GOOD IN SHORT TIME 

Throckmorton. Tex. 

Llndatrom. Smith Co. 

Gentlemen:—The machine wu» received In 
good nhape. and when 1 become perfectly ac¬ 
quainted with the working of It. I think I will 
like II very much. I think It haa done me cou- 
rlderable good already. 

Very truly your*, J. B. MASSIE. 


Blxon. lit. 

Llndstrom. Smith Co. 

Gentlemen:—Vibrator No. i wa» received 
September let and came In good order. 

I want to *uy that the vibrator work- Bnc. 
I feel that I have a prise. 

Your* very truly. 

Mr*. B. MORRIS, 
lil Toorla Av*. 


THINK IT HELPED HER 

Purl*. 5Io. 

Llndstrom. Smith Co. 

Gentlemen:—t received the vibrator all right, 
and like It tine. ! thlnlc It helped me. 

Very truly your*. 

MRS. W. T. McK.AMET. 


THINK* IT A GOOD MUTIINE 

Hamilton, Mont. 

Llndstrom. Smith Co. 

Gentlemen:—I received my vibrator No. 2. 
and am very well »«tl*lied with It. I think It 
la aa good n machine a* can be bought for the 
money. 

Thanking you for yottr trouble. T remain. 

Tour* very truly. 

J. <T. McCLARY. 


I* VERY MICH PLEASED WITH VIBRATOR 

Gr**» Valley. Cat. 

Llndstrom, Smith Co. 

Bear Sire:—Enclosed yon will rind remittance 
for Hair Dryer I previously wrote about. I am 
very pleased with mr vlbrntor and find It bene¬ 
ficial Send by Well* Farco Express. 
Thanking you, I am. 

Your* sincerely. 

M. MONAHAN, 

122 Rennet St. 
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Lindsirom, Smi-th Co. 


Testimonials 


BENEFITS ACmSG FF.ICT 

Equality. Ill 

Llndstrom. Smith Co. 

Gentlemen:—I received the vibrator today. 1 
have had an electric battery that belonged to 
another doctor here that I had been using and 
my doctor laid he wn* going to order one of 
those when hie drug man came. Well, ha hue 
eecn my vibrator, and he wanted to know If 1 
liked It as well as l did Pr. Campbell'*. *n«l I 
told him a whole lot better. So he took one 
of your booke and said he was going to huve 
one of them. 

A lady wae hero thle morning, and ehe said 
her feet bad hurt ber eo much, eo t told her 
how the vibrator helped my feet, and ehe eald 
• tie would come down and let tno try It on them, 
and would get hereelf one. 

Yours respectfully. 

MRS BLANCHE W. HALES. 


IS PLEASED WITH THE OITKIT 

Fort W. H Seward. Alneka. Aug. IS. ISO? 
Lindetrom, Smith Co. Chicago. Ill. 

Gentlemen:—The Vibrator No t reached me 
yeeterday alt O K. 1 am very much pleased 
with Hi* outfit Your* truly. 

J. SIC BA ST I AN. 

Co. "A." Sind Infantry, C. S A. 


THE MACHINE IS BETTER THAN EXPECTED 

Spokane. Wash., May 10. 1009. 
Lindetrom. Smith Co.. Chicago, III. 

Gentlemen: I muet eny that I find the machine 
better than I had expected. The current I* a» 
• trong a« I can endure—and the vthratlone Jutt 
right Alrcudy my back le beginning to Im¬ 
prove and I sleep so much better. 

Respectfully. 

Ii0 1st Ave. MRS. IDA JONF.S 

THE WHITE CROSS VIBRATOR IS A WINNER 

St. Paul. Minn. 

Lindetrom. Smith Co.. Chicago. Ill. 

Gentlemen:—This will Introduce to you Mr. 
Jack K Magee, who has been In this city for 
•ome time and t* now on hi* way east. He ha* 
used mv No. S machine and 1* desirous of buy¬ 
ing a No. l*. There ts a demonstrator In my 
('•Ighborhood for another vibrator and tbe dif¬ 
ference In the two articles 1* a boost for the 
IJndetrom. Smith goods. 

Tour* rcspeetfullv. 

498 Jackson St SHERMAN SCOFIELD. 


WOTLD NOT TAKE *1,000 FOn IT 

Los Angeles. Calif. May 6. 1909. 
Llndstrom, Smith Co.. Chicago. III. 

Gentlemen:—t hought on* of your No. 9 Vi¬ 
brators lost June and at that time I was a nerv¬ 
ous wreck: was taking three treatments a week 
from on* of the best physician* In Los Angeles 
' for each treatment), and as thev were 
helping me I thought It would ho far cheaper to 
have the vibrator In my own home, henec my or¬ 
der. I received the machine on tbe 17th of June 
end began to take both tb* vibratory and elec- 
trie treatment* according to directions Today 
t can honestty *ay I am cured of my ntrrou* 
trouble entirely. I am mentally and physically 
s stronger woman. My case vis of 14 years' 
• landing. Would not take tl.09P.aC for my vi¬ 
brator If I could not get another like It 
Very truly your*. 

1897 Huron St. (X H. FREER. 

IS EXCEEDINGLY WELL PLEASED WITH IT 

Fort Scott. Kans. June J«. 1909. 
tdndstrom. Smith Co.. Chicago, til. 

Gentlemen:—You will, no doubt, remember 
i ni I communicated with you a few week* ago 
1-1 regard to purchasing a vibrator. I hare pur- 
hi-cd your vibrator through our Oa» A- Eledrle 
•'■•mpnny and am exceedingly well pleased with 
: T am enclosing money order for 81.98 for 
which plea*e »end extra applicator*. 


Very truly your*. 

ROSE ALLEN. 


RECEIVED MORE ItllNEIIT FROM THE VI- 
RRATOR TO AN FROM DOCTORS 

. , . Wolcott. N. D., June 1. 1*99. 

Llndstrom. Smith f*o . Chicago. Ill. 

Dear Sirs:—About two weeks ago w* received 
the vibrator and it haa done more for my mother 
than all the doctoring she had done in a year. 
She I* now ahlo to get around efter being con¬ 
fined to Ire house for « year. 

Very truly your*. 

_ H. 15. WINSOR. 

IS Jt'ST WIIAT SHE NEEDED. 

. . . Port Huron. Mich.. July S9, 190? 

Llndstrom. Smith Co.. Chicago. Ill. 

Goctlcmen:—I like rny vibrator I think they 
are Juet tvhat t* needed for the Mek and suff*r- 

* n £' _ Your* fraternally. 

8:* Chestnut Bt. Mns A. KRESS. 

NASAL CATARRH AND WATERY EYES 

_ Appleton, Win. Feb. 4. 1709 

Llndstrom. Smith Co.. Chicago, Til. 

Gentlemen:—The vibrator cam* ntt right. I 
have u»ed It for nasal catarrh and watery eye* 
and headaches, and It haa helped them, I he- 
lleve It will be a good thing Your* truly. 

_ 3. H HOLDEMAN 

CONSTIPATION OF THREE YEARS’ STANDING 

-. . Juneau. Aug. J8. 1909 

Llndstrom, Smith Co., Chicago. Til. 

Dear Sirs:—1 have been using one of your No 
8 vibrators for over a month. 1 find'It very 
beneficial for the stomach und bowel trouW- 
It ha* cured me or Chronic Constipation of over 
three years' standing. I am feeling fine. The 
Faradlo power has done wonder* for me In with 
the vibrator The chair I. -urely a sucw I 
would surely recommend It to ctivone that I* 
troubled with stomach trouble and eon *tl->* iron 
Juneau, Alaska W. B. TOWNSEND. 

I* JEST WHAT HE H\D 1IEEN LOOKING FOIl 

, , . Pittsburg. Kan.. June 7. 1999. 

Llndstrom. Smith Co.. Chicago. III. 

Dear Sir*:—My order for No :« Vibrator re¬ 
ceived May list. I did not Inst the machine 
at the express office but took It home a* I had 
confidence that It would be all right and It waa 
I read over the directions and started the ma¬ 
chine and I want to *ny that It work* fin*. I 
have taken two treatment* every day sine* l re- 
eetyed It and I think tt )* Ju*t wbnt 1 havr been 
looking for. Yours truly. 

_ F. W. McKKE 

IS DELIGHTED WITH ITS MARVEI.OIS SIM. 
PLICTTY 

.. ... Greensboro, X. r„ April * t?n» 

Mes*r». Llndstrom. Smith Co,. Chlcaco. Ill 
Pear Sirs:—Vibrator No. IS to hand and wUI 
eny that I am more than pleased—am simple de. 
lighted with Its mnrvelou* simplicity l have 
not had time to use !t much yet. but f**l *ure 
It will do me lots of good. If I am called on I 
cannot help but speak words of praise for your 
company and machlnes. 

Respeotfully. W. B. ENOCH. 


( P*g» «1) 
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White Cross E/lectric Vibrator 


TESTIMONIALS 


IS ri\E roil DEVELOPMENT 

llrooWWrl. Mo.. Ja.li. IS. 19C*. 
Lindctrom, Smith Co.. Chicago. Ill, 

Ceatltin*n; — I atu much ptenwd with your >1 bra tor. 1 
have u»ed it for Cm tickle-, My fare ati't urek are Idling 
out and I alerp brttcr. MRS. M. L. ItEGER. 


IS V* GOOD AS THE HIGH fltlCED MACHINES 

Witmerrilng. Pa.. Sot. H. 1904. 
Undatrncu. ,Smith Co.. Chicago, III. 

Untlmiiat—Your vibrator i» u *atl*faetury a* the hign 
prior 1 machine which I have tunl before. 

Wrstingheuse Av*. >1K3. JI. G. HO \0. 






GIVES ENTIRE SATISFACTION 

So. Berkeley. Cal.. Ort. 3. I90N 
Linditroiu, Smith Co., Chicago. 111. 

Gentlemen;—The So. II* White Crvt* Vibrato* pjr- 
rba-ed n‘ you recently, baa arrived tare nt.il !• giving 
antire •aiUlactlon. Truly your*, 

J224 KUb St. I- 1>. DAVIS. 


wool) NOT PAIIT WITH IT 

River, bln. Cal.. Jan. 8. 190*. 
Utiiti. liivUtrom. Sic4th Co.. Chi-ago, Ill. 

Gentlemen:—1 bat* the vibrator .ami would hot part 
with ll lur anythin*, n* it ban helped ma more than »a>. 
thing alto 1 huvr irtoL 
Ira >’. Orange St, 


M US. C. K. OKAY. 


VIBRATOR IS THE BEST HE HAS EVER SEEN 

Threw Hive*., mob., Dor. 9, HOI. 
Uadtirom, Smith Co.. Cblratn, 1IL 

Gentlemen:—Th* vileatur rear bed rae yvftccday all O.K. 
It la tbs Uni machine I hat* «vcr seen. Yours truly, 

M. A, KOBRINS. 


INTERESTS me NEIGHBOR PR I FATS IN HIS 
MACHINE 

Ren lirjt, 0., 

Lirnlstrom, Smith Co., Chicago. 1IL 

Gentlemen:—Will iwi pS™* «*sid me another catalog 
a» l ka» given mine to „ui> ol my neightarpriert*. who. 
whim visiting me, Iwcame lntonctte.1 in the vtlnaior. 1 
am tiring It aotl it does ro* nurfc good. t ana w*tl html 

with it. C. W. WblDKlf OLD. 


INTERESTS Ills FRIENDS AND DOCTOR IN IT 

Holyoke. Mb**., Jan. 13, 1*09. 
Lindslrom, Smith Co., CMaagpt. 111. 

Gentlst-ien: —The White Co>-« Vibrator which you teak 
mo. I rc<v«w*l yesterday all right, utnl 1 hLr it very euurh. 
I tiiank you very tmseh for een.Lm* ll no promptly. My 
frkeni!* arc all very lt>tere»twi and wouldn't wonder if you 
•rut M ore ta oair town. My fjtvor »l*n irmoimncd, thru' 
and raid lie witbcl ho could roe oue la every bouse. 

Very truly. MBS, W. O. JUDD, 


THE No. Stl IS A BEAUTY 

Oklahoma City. Okie.. Sept. It. 190S. 
liadetrura. Smith Co.. Chirago. IU. 

Gentlemen?—The No. 1# ii eeriainlra beauty for purpose 
IftteenJed, The No. ill It a hummer aari I should have Lwon 
ler.-e.re-l o( Ihi» long ago. Vaur* truly. 

II. a. COFFEEN. 


THE No. *1 GIVES SPLENDID SATISFACTION 

Guthrie Kiropraetie ColVgc. 

Uuthnc. Okla., Deo. 14, lfos. 
Me..r*. limitIrom, Smith On,, Chicago, IU. 

Gentkrnen:—My Electrie Vibrator No. Si b giving 
rpkirlii talielaotinti, IlcpecUull V, 

Boa 97. DR. SAM WHITMORE. 


GIVES GOOD SATISFACTION 

Lisbon, N. Dak., 

lindilrotn, Smith Co., Chicago, IU. 

Gents?—Am vary much pleased with th# working oi 
Vibrator; gives g>e.l eatUfurtion. Voura v*rr truly, 

OH. A. AUGER. 


Mart Hall. Tea., Dwc, 90S. 

Lindstrncu, Smith fa. Cbiengn, III. 

Gactlaenan:— Vibrator rasuo and It works dlu.. 

Your, truly. DU. J. U. MAYHEW. 


WOULD NOT RE WITHOUT IT 

New Britain, Coen., July 37. 1*09, 
Timlttrotit, -Stullh Co., Cltiouru. IU. 

r,*nilet,ten:- Your \il,ruler No. 2* received all right. 
Would I.O' It* without it. My friend won 11 like one No. i 
n. rimy have no electric current in the htinte, riaare send 
rue lb* price of No. I. Sours truly. 

24 Grand Sr. WM. ATKINSON 


Muskogee. Okla., April 39, IWjQ. 

Lindttroa. Smith Co. 

Dear Sir*!-Nrarlv two year* ago whit* at Cohimbua, 
Ml*»„ I taught one u! your vibrator*. It giver templet* 
I nlitfaction Yours truly 

037 S. 3ud street, CI1AS. E. EVANS. 


GOOD FOB SANITARIUM 

Troy. S. Y- Feb. |, 1*09. 
Marrr*. Umlstrom. Smith Co,. Chicago, III. 

Gentlemen:— W* have unit favor of the 29th tilt, and 
would *av thnt we received the So. 14 outfit Irv good thape 
tmlav We, a« «eU ns tbe Sanitarium people who pur- 
chared it. ate VCTV much pleased with tta nrutfir. 

Your* truly, 

Clark House. K. F, L.VWHESCE A CO. 


Cripple Creek. Colo.. Dor. 5. 1904. 
tiadslrotn, Smith Co.. Chicago. HI. 

Genlleroenr—t am In posseestnn uf one of yinir vibrators 
which yon wlU rwmemhtr was ordered through our Com¬ 
pany a munth ago. The machine lias proven entirely 
saliafaetory in every parlirtliar. F. M HOFFMAN. 

Boa No. CIJ. 


rursi clans lief, dir no. i* vibrator 

Hobart. Okla . Nor. 37, HOS. 

ljnd*tnj«n. Sniltli Co , 

2SJ l-aSaile St., Chicago, IU. 

I*.*r Sir*;—1 am in rerwint of the eotnbloatinn outfi 
No. IN Am v«ey very w*U please.) with tame. 

Your* truly. DK. I. O. TUOSFER. 


fPagwOD 
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Lindstrom, Smiih Co. '*■ , li 


TESTIMONIALS 


IT IS r\sv TO l.li tll.V TO OPCRATH 

T , . . „ , „ Winter Turk. Flu. 

Llndftrom, Smith Co. 

i*i»r 8Ir»:—I received tli« vibrator In good 
condition. and am perfectly delighted with lu 
Have learned to operate it all O. K 

Very respectfully, MIPS E. S. HAM, 


IT XXOIIKX FIXE 

nvan.vUlc, Ind. 

Llndetrum. Smith Co. 

Gentlemen;—I nm very well pleated wltli tho 
No, 11 X’lbrntor. It work* One. and I think In 
time It will benefit both m> »clf and wife. 

Your* r»*p*ctfully. JAMES U. HOWE. 


IS I’l.EltED WITH NO. is MBRt rolt 

... _ , , New York 

Llndstrom. Smith Co. 

Gentlemen:—Am much nlenred with ray out- 
nt No. I*. No one can rcaeotiably «>k more 
than It give*. My brother. L. A. Honk*. preel. 
‘lent State Hunlt. iludlion IV1*.. will order one 
•'•on. Vour» truly. 

A. |*. It. HANKS, 
Senior Cast. C. S. Ilevenua 
Cutter Service 
C. S. Life Savin* Station. 


i* hxxtxg noon nciT.tt xt ith ri 

... __ Kdl.on. Ohio. 

I.ln>1 ttrom. Smith Co. 

Gentlemen;—The vibrator eniuo to me In 
*ood idiape. and am haring good mete** tvltli It. 
lour* respectfully. MBS. XI Xf HAZARD. 


1IF.XKPIT8 ACHING FEET 

Llndatrom. Sm.,h Co. E: ' ,U * 1,,, ’• m 

Gentlemen:—I received the vibrator today. 
I have had an electric battery that belonged to 
another doctor here that T had boon u*tng. and 
ray dorinr *ald he ua» going to order one Of 
tluwe when hl» drug man came. Well, he ba¬ 
rren my vibrator, anil he wanted to know If I 
liked It a« well u» I did I>r. Campbell 1 *. nnd I 
top! him n whole lot better. So he took one 
• >f your hooka and said he wan going to have 
one of them. 

A Indy wu» hero thin morning, nnd »hc raid 
lier feet bad hurt her no mueh. »o I told her 
h nv the vibrator helped my feet, and »he «ald 
•he would come down and let me try It on 
them, nnd would get herielf one. 

Vonra rcapcctfiilly. 

MKS. BLANCHE W. HALES. 


I MS XIIIIIXTOII FOR Ilia F. IIP 

.... _ . . San FramMeco. Cal. 

f.itt.lulrom. Smith Co. 

Gentlemen: -I feel the effect of the vibrator 
already. My heud feel* clear by u-lng tho 
vibrator on my ear* twice today, and hope tt 
• 111 at 111 eonte nut hatter. 


■ Ill at III row* out batter. 
Tour* vary truly, 


<5. N. HKRZOO. 


TIIKV \Ri: X 1,1, SATIMFIIOD XXTTH IIIF.IR 
XT lilt XTORb 

. . Ft. Worth. Tex. 

L'ndttrom. Smith Co. 

■R-ntl-men:— I believe It [a your aim to make 
k y-’ir sonde *atlefactory tn all of your cus¬ 
tomer*. at lc«*t your courteous treatment when 
I ra. correspondlns with you !*»t rear wan 
alnravi thoroughly litlHlnenallke. 

Tv,, of my Xll-aourl nnd Kan*a* friend* nf 
frnn*r yearn have purchased machine-, and I 
thick they were a* highly plea-cd with their 
(•■Chine* as I wa> with mine. 

Y or- very truly. JULIAN KIRX'EN. 

1*9 W W. Ninth fit. care C, R. 0. & G. Ry. 


IT KEEH* Til I1EI.F Ilia XVIFK 

. . .Hu Quoin, HI. 
Llndatrom, Smith Co. 

Gentlemen.—My wife, for whom I purcha-cd 
your electric vibrator, liaa been u-lnu name and 
It eeem* to be helping lier •ome, 

Vnnr* v. ry truly, It. W. HAWKINS. 


in f!l» IXG TREATMENT* XX 1*1 II Ml. 1 

... Hwlirht. Mann. 

L!nd*trom. Smith Co. 

tlentleinen:- Electric X'lbralor arrived all 
right. 1 nm very muck plea*ed with It and am 
nlvlng tr. nnne III*. Very truly your*. 

xi. MYRTLE jrnn. 


lb xmitn tii x x b \Tibi*ii:ti 

,, , . _ ... _ Trinidad. Colo. 

Llndatrom. Smith Co. 

Lear Sir:—I have purchased the vibrator my 
• later purrhnited from you and am mom than 
eatl*Il-d with It and would like you to send me 
your book and catalog. 

Your* x-ery truly, ISAAC HAGAR. 


i eel r.RKmi ixiiMiiivED from xi:nv- 

Ol'bXEbb 

... ... Glendlvc. Mont. 

T.liid-trom, Smith Co. 

Hear Sira:—I received the No. I Vibrator In 
good condition nbout one month ago, and feel 
greatly Improved from nerx*ou»ne*e. 

You re very truly. JOHN MAItK.VESS. 

THEY r«KII THE XTttMATOU MORE THAN A 
XEAR XVITII FIXE RKM’f.TS 

. Mount Holly, N, J. 

Llndetrotn. fimlili Co. 

Gentlemen: —I hove u*. ,J your vibrator for 
more than one year, au-J like them v»ry much, 
anil have treated and cured aev. rnl people with 
them. Re*pectfuUy. 

J. W. LIPFINCOTT. 

11H E. Mill St. 

ORDER* XXOTHER VIRRATOR 

. „ „ Mexico City. Mexico. 

Llndetrom, Smith Co. 

Gentlemen:—I received the upparntua No. 11 
and am verr plcaeed with It. 1 have *hown It 
to my friend* and they like tt Very much. 

Now I want you to »eml me another, exactly 
the nnit «» the one »cnt. with the *nme Instru¬ 
ment*. Inrptdlng the gla** tube for the cor*, 
a* well n the Imuruction booklet. T nl»o be* 
you to bend me two catalog* d-arrIMr.g elec¬ 
trical apparatus of high frctiucncy. which I 
•oppose you cun get for u*. n* I believe you 
make them. I w»»h to buy tome of Unit kind of 
machine*. | heg you to make •hlpmcnt by return 
W*u. _ X'oure very trulr. 

MRS. BEATRIZ HIJAlt V IIA HO tie C11AVKR0. 

let Liverpool No, S. 
r. O. Box No. 119. 


(Taf» B) 
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liNo 1 KUL1IUIN5 FOR OPERATING 

Con»r.rt Hub of Generator In » lighting i>ock«t put.., 
direct or alternating current la satisfactory Turn on aWitZI 
at ll*M Then Insert Electrode In hard rubber handle of 
Generator. Turn adjustment knob on top plate of Generator 
to the rlirht. or clockwise, until vlbratlnit spring ,I 

operate The farther the knob Is turned In. the arZater th! 
strenrth of the current. Should the current not com! 
throurh Into the Rlectrode Immediately, hold the ElectrodZ 
In the hand for a short time to warm It up Turnln* ?h! 
adjustment knob to the left shuts off the Generator. Thll 
adjustment knob Is not n switch: It does not shut off the 
current but s simply to regulate the amount of current 
delivered by the Generator. n> 

As soon as through using. turn off current at lamp socket 
If the Generator stops when current Is not turned off be 
sure and turn off current at electric light socket he fore com¬ 
mencing to adjust the controlling knob; otherwise, an arc mav 
be formed at the contact points and serious damage may 
Incur to the Generator. K ay 

IMPORTANT—TO GET MAXIMUM STRENGTH FROM 
RS’? < CORD > *’ AXWAYS HOI,I> EN® OF HANDLE NEAR. 

Always Insert Electrode with a straight push. Don't twist 
Remove with straight pull. Don't twist 
* Nev ff. V s * th,s Generator when In a bath tub or when 
grounded by means of a radiator, electric fixtures, water pipes 

Never use the Generator on the scalp when hair has been 
treated with a tonic containing more than <0% alcohol 
Do not oil this Generator under any circumstances It 
does not require oil. 41 

n 0 f«° nI wPi n «u rat0 . r v* et out order * *«nd it to us for re- 
ESi i 1 “^^responsible for Instruments that have 

tamp f red wl,h either by the purchaser or some elec- 
tricai repair concern. 

Should the Electrode at any time not give off a spark when 
h-tr e ^t? r S « t he fault Is with the Electrode. Air 

null *' ,nt ° 1 ? nd destroyed the vacuum. It has very 

b? vU ble"°Tn Th* aUhou * h the crack may not 

1 1 th cvent ,hat Generator or Electrode Is not 
working properly we suggest that you write us Immediately, 
tilling exactly what the conditions are. This may avoid the 
necessity of returning Generator to us. 

INSTRUCTIONS FOR OPERATING OUR 
OZONE GENERATOR NO. 25 

Generators are pneked with nose piece attached; 1 

for inhatZ^™ .'k*' ]m u smn, i K,! * 8S p,PC * w,,h flat disc end 
IZLlS, 11 1°“" through mouth This nose piece may be re- 
k m? rubl ?* >r coupling and mouthpiece Inserted. Place 
on tip at lower pnrt of barrel of generator. 

t4?slH P°7 nf uI of Plneneedle oil In upper chamber by 
2 is* "2?® Piece and using funnel. This oil will last for 
a considerable length of time. 

Insert stem of ozone generator In hnndle of Violet Ray 
generator, same as any other electrode Hold barrel chamber 
or ozone generator firmly In left hand This causes sparks 
io jump from Inner vacuum to outer wall, creating the ozone. 
T'i™ °. I J. current and agitate bulb with right hand. This 
rorces the ozone Into the upper chamber, where It Is filtered 
° * A pleasing, purifying, powerful agency re- 

INSTRUCTIONS FOR USING METAL 
SATURATOR ELECTRODE 

I urn on current by means of adjusting knob. 

»ras|. metal elcctrodo firmly In the hand and Insert In handle 
or r< iterator Pull out electrode before turning off current 
l"» not use thin electrode when In contact with metal or 
when grounded by means of water or electric fixtures. Do 
not attempt to adjust controlling knob with one hand before 
I oiling the electrode from the handle. 








TREATMENT CHART 


dlrectlr 


<h» application of High Frm- 
iplloa from lh« highest authorities 


* r .° oM * 1 " ,h * b «"t results. treatment should 
Ictly In accordance with thin Chart. 


miracle* 
be followed 


contact 


Tie foil 
giiffti'y I 
on I hf niilijri'l 

be taken strt<jj| 

A single *Ppllf»llo^onil||I^Kr»<|uenc^EI(clrlclt^eM|iP 
| It may give sums relief, ahould not be expected to accomplish 
■ifn)' more than one spoonful of medicine It must 
b > - ® lb * r treatment* at regular Intervale to 
obtain the deetred reeulla. 

In treating aurfaco of the body, always keep the Electrode 
moving slowly. 

High Frequency Electricity Is a germicide, yet ordinary 
sanitary rules must be followed In the care of Electrodes To 
sterilise them. Immerse In weak solution of carbolic acid or 
in Hysol. Then wipe thoroughly with clean cloth or absorb¬ 
ent cotton. 

Every Electrode throws a spark If held away from the 
body. The farther nwny the Electrode is held, the longer the 
spark and more caustic. 

Never Insert or remove an Electrode from an orifice of the 
body while the current Is turned on. 

Electrodes that arc to be used Internally should be lubri¬ 
cated with cold cream or vaseline before inserting. 

Thc followlng terms will bo used below: 

CONTACT—Means keeping the Electrode in direct 
with t he b ody. 

XiOOSE CONTACT—Means that the Electrode barely touches 
the body. This may be obtained by wrapping the elec- 

_trode In a handkerchief, piece of chamois or linen 

WHEN ONE-QUARTER INCH SPARK is mentioned, turn 
the adjustment knob on the Generator so that the Elec¬ 
trode will throw a spark when held one-quarter Inch 
away from the body and no farther. 

FOR ONE-KAXF INCH SPARK, adjust the knob so that the 
Electrode will throw a spark to the body when it is held 
on e-ha lf i nch away. 

A MILD CURRENT is when the Generator Is Just operating, 
and a STRONG CURRENT Is when the adjustment knob 
is screwed in completely. 

MEDIUM CURRENT is when adjustment knob Is screwed in 
about hall way. 

To obtain one-quarter inch spark, treatments may be taken 
through the clothing approximately one-quarter Inch in thick¬ 
ness, etc., causing the spark to Jump through the clothing to 
Uie body-—or, if one-half inch spark is desired, treat througn 
one-hair inch of clotiling. 

In all cases use a current which is tolerable by the patient 
If strong current is not tolerable at first use a medium cur¬ 
rent. it will be found that patient can stand much stronger 
current after first lew treatments. 

NOTE—For more complete directions and technique for 
treating over lull diseases and symptoms in which High Fre¬ 
quency has been employed, we would refer you to "A Work- 
^ High Frequency Currents -1 (by DR. NOBLE 
M. hUbl(llAHT), who Is the highest authority In the world 
on this subject. 320 pages (over 60 pages of illustration), 
r lilh and new edition. Handsomely bound. Price. 33.00 
Postage. 10 cents. 

ABSCESSES To arrest growth of abscesses, use Electrode 
No. 1 in contact with the surface of the body on the part 
affected and surrounding area, using a strong current, 
for from 7 to 10 minutes, twice dally. Use enough cur- 
*J|ut togf-t the effect of the heat generated. 

AUVX (PZMPXtES)—Cuuterlxe the larger pustules with 
Electrode No. H with one or two strong, sharp sparks 
to each puntulo. Regulate the strength of spark In 
accordance with toleration of patient. Then apply Elec¬ 
ts 0 ”®. No. 1 in loose contact with a medium current for 
10 minutes over the entire aurface affected. Treatment 
every third day. Cure may be expected In practically 
every case. 

ADHCMOM8 —Where adhesions follow operations or Inflam¬ 
matory conditions, use Electrode No. I with a strong 
ou rr#nt, keeping the tube In light contact, passing back 
and forth over the area Invotvod. for from 7 to 10 min¬ 
utes twice or threo times dully. 



(C) Jeff Behary 2020 

















ALOPECIA (TALLINO HAn»)_Tro#t over ,v. 

with Electrode No 2. moving r.pTJly 7‘ t,r ? 

or 6 minutes twice dally, with n medium current 6 

the Klectrod* In loose contact with the aailp ’ k,f * p ‘ n « 
SKOEBXSA~l'9c Klectrod© No. 9 with n mpillnm 
dn,.y Never treat for more than S m.nutea ^h Tr^' 
ment Always have Electrode Inserted before curren! ^ 
turned on. Trent also with Electrode No is i« U 

with the lower part of spine, dally for 5 mliute. wUh^ 
strong current. "• w, th a 

anemia —Treat over the entire body through thin 

with as strong current as possible to stand twlM dAnf* 
for , minutes each treatment. Treat particular^ 
the entire length of spine, with as strong current 
possible, using Electrode No. 15 nesulta should^ h» l 
tlced in either 10 to 12 days’ treatment Ozone inhala,Inn,: 
twice dally with Ozone Generator for 6 minuted trilt 
ment are of exceptional value. treat- 

ARTEKIOSCLEROSIS (Hardening of the Arteries) 

metal Electrode in the hand for 10 minutes twice daily 
l se a strong current. This saturates the body wUh elec¬ 
tricity and gives the arteries a cellular massace Vt!S* 

ASTHMA— Treat over the chest and throat glands with Elec¬ 
trode No. 4 in light contact, for 10 minutes da ly wfth 
as strong current as i>ossible. till surface reddens Also 
treat o\er the back between shoulder blades and down 
as far as waist-line. OZONE inhalations should be taken 
,wice dail>. for 5 minutes, from OZONE Generator. 

ATA ^^ t0 N- the , sp i ne ’ abdome n and back of legs 
with Electrode No. 1. Treat first with daily treatments 

tnLrlt m . lnu , t€s wlth as strong current as patient will 
tolerate. In loose contact with the body. Gradually de¬ 
crease treatments to three times a week. ' jraaua,1 > r «« 

ATONIC DELATION Of tho STOMACH—In this disease we 

ach * 'iml”? relaxation of the motor fibres of the stom¬ 
ach. and treatment must be that which will cause »hem 
to actualiy contract and regain thdr normal t^ S 
]\. ,tb KIectrod « No - 1 for 5 minutes dally, over the area 
In loose^contact. USin& aS Strone current *■ «» tolerable. 

ATBOFKT of the OPTIC NERVE— Close the eyes and use 
Electrodei No. 16 or 17. with a mild current, for three 
minutes three times daily. Hold the Electrode in close 
unu^R, W , Uh , ^.eye-Mds. and do not tura on current 
^fore removing 8 C ° ntaCt With them Turn off curr " nt 

°n —L ’ BC E,ec »rode No. 6 with medium 
* „• daily. ne\er over 5 minutes each treatment 

BALDNE8^Vse r . , n il!oPE r ciA.) er,lne ° r remOVln * E »««rode 

BARBERS ITCH (SYCOSIS)— Tie handkerchief or piece of 
linen o\er Klectrod© No. 1 and treat over th© entire sur- 

^minutes^twic, 'If n* coa 5 act - wlth » strong current. 3 to 
tw,c * dally. Treat until you observe destruc- 

'nEthln hT.'i and . r hou,d faco become a trifle sore. 

_leng then the tim e between treatments. 

the < i**^^* WNCT ?i I,OSIS ^—C over reasonable surface around 
| h in m f.’L 00 th « bo11 Itself, with Electrode No 

l o W lh ,l r ? od,um curr ®nt, for 10 minutes 
J ' »°r ,n r" “bould be removed in one or two 
aad the boll will come to a head much quicker. 

B *°^ rr ?« 1 y lth Electrode No. 1 over the chest 
.ind back, for 10 minutes four times dally. Treat with a 
cur . r !’ nt through one-quarter inch clothing until 
ernf HC< » red i < V‘? H OZONE Inhalations from OZONE Gen- 
nf bc » K f. d '. nn ? nre * nvft, uabl© in the treatment 

Bronchitis. K©ll©f should b© felt after on© or two 
treatments. 


BIRTH marks— i rent over tho surface with Electrode No. 1 
in none contact, with a strong current, for fivo minutes 
■i-iuy < onsl<l< ruble time Is required to remove Hlrth 
Marks and treatments must be persistent. 
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BLADDER DISEASE (CYSTITIS)_Ucj,i __ _ 

Bladder and lower spine with Kloctrode No. 1 wl\h Vtrong 
current in contact, for nve minute* twice dally No 7 
Klectrode may he alao uaed with excellent result* u.lne 
for nve tuinuiea twice dally, with medium current In* 

(lamination la removed and urine clear* very quickly In 
moat case*. 9 uuicmy in 

BLACKHEADS Uee Klectrode No. 1 In contact with medium 
current, twice dally, for Hvo or seven minute*. Ordinary 
massage treatment may be uaed In conjunction with the 
treatment of High Frequency. Face should be thor¬ 
oughly cleansed with good quality aoap and hot water 
bcrorc applying Violet Kay. water 

BURNS—Treat Immediately after the burn, directly on the 
burned area, with Klectrode No. 1 with medium current 
for three or live mlnulea. Following this with treatmHnti 
of more duration and strength for one-half hour Thlii 
will remove soreness from the burn and help It to heal 
rapidly. 

BUNItias—Lhf Klectrode No. 1 or 16 in loose contact with 
the Bunion. for S minutes, twice dally, using a strong or 
medium current. Soreness is removed very quickly also 
the swelling. 

BLEPHARITIS (GRANULAR EYE-LIDS)—Use same treat¬ 
ment as lor Atrophy of Optic Nerve. 

CALLOUSES OR CORNS —Treat with Klectrode No. 1 or 11 
with a long, sharp spark, with as strong current as pos¬ 
sible to stand, directly on the callous, for three or four 
minutes twice dally. Besides removing soreness almost 
immediately. It will remove the corn or callous If treat¬ 
ment is persistent. 

CANKERS —i.se Klectrode No. 1 in contact with a medium 
current, twice daily, for three minutes each treatment. 

CARBUNCLES— Treat with Klectrode No. 1 in contact, with 
a medium current tor seven minutes, twice each day. 
Also treat around inhamed area, keeping Klectrode mov¬ 
ing rapidly back and forth. This should make an appre¬ 
ciable dltterence In the pain and promote an early ripen¬ 
ing of the carbuncle. 

C ARC IN OMA (MILD CANCER)— Removal of cancer requires 
application of No. 14 Klectrode with shower of hot sparks 
causing caustic fulguralion. Do not treat unless under 
supervision of physician. 

CATARACT —Benefit may be expected from the High Fre¬ 
quency current in a reasonable percentage of cases if 
applied in the early stages of cataract. For treatment, 
see Kye Diseases. 

CATARRH —inhalations from ozone generator twice dally for 
ten minutes' duration each treatment, also treat bridge 
of nose and forehead with No. 1 in contact. Relief may 
be expected In every case and cure In a large percentage 
of cases. 

CHAPPED HANDS OR PACE —Use Klectrode No. I In con¬ 
tact for seven minutes dally with a medium current mov¬ 
ing slowly over chapped area. This treatment should be 
used In conjunction with creams, eta 

CERVICITIS —Five minute treatments every other day with 
Klectrode No. !) fur never more than live minutes’ dura- 
atlon each treatment. Use a mild current. Care must be 
taken that electrode makes contact with cervix. 

CHILBLAINS— Use No. 1 Klectrode with a current strength 
capable of producing one-half Inch spark. Keep the elec¬ 
trode In contact with the skin, moving It slowly as de¬ 
sired. Treat for ten minutes until relief Is manifested 
and repeat dally. A cure may reasonably be expected In 
practically every case. 

CHOREA (ST. VITUS' DANCE) —General treatment with a 
sharp, stimulating spark to tho spine, abdomen, and ex¬ 
tremities for about fifteen minutos every other day 
Treat through the clothing. Oxono from our oxone gen¬ 
erator with threo-mlnute Inhalations dally Is a valuable 
adjunct. 

COLD EXTREMITIES—l sing Kleetrodo No. 1 held one-quar 
ter Inch above the surface with n strong current until 
the surfaco reddens will give Immediate results. Treat¬ 
ments should be oontlnucd dally. 
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coin rw HSAS—Apply No. I Elcflrod* nbnv* the ey* and 
nldm of face In contact with a medium currant for tan 
tnInuton twice dally. Inhalation* from ozone generator 
for ten minute* four timed dally. Results should be 
expected very quickly. 

COLD IN LUNQS—Trent cheat and back through medium 
thick clothing with Kleclrode No I. using a strong cur¬ 
rent for ten minute* twice dully. Inhalations from ozone 
generator four time* dally for ton minute* each treat- 

ment. , . , . _. 

CHLOROSIS—Same treatment a* for Anemia. 

COLITIS I INFLAMMATION OT COLON)—This Is a condi¬ 
tion which does not yield to ordinary methods but which 
has proved susceptible to the high frequency current. 
Use No. 1 through clothing for llfteen minutes dally over 
bowel area with a medium strong current. When Im¬ 
provement takes place, continue three times a week. 
Material Improvement should be expected In practically 
every case. 

CONSTIPATION—Electrode No. 1 to abdomen In contact for 
ten minutes dally. Move Electrode slowly from right to 
lert Follow by Electrode No. 7 In rectum with medium 
current for live minutes daily. Turn current off while 
inserting or removing Electrode. 

CONJUNCTIVITIS (INFLAMMATION OF THE EYE)—Use 
Electrode No. 16 or 17 in contact with the closed eyelids 
for three minutes four times dally. Have electrode In 
contact with the eye before turning on current and turn 
off current before removing. 

CORNEAL OPACITY—Same treatment as Blepharitis. 

CONVALESCENCE—Use Electrode No. 1 with a medium 
strong current through the clothing so as to produce a 
spara to the whole body for ten minutes three limes 
dully. This will aid the patient in regaining strength. 

CYSTITIS—See Bladder Discuses. 

nAr.nn.iiFP—Treat over the entire scalp with Electrode No. 
2 . moving rapidly. Use a medium current for trom nve 
to ten minutes. Dally treatments are advised. Kesuits 
suouid be expected ui ten days treatment. Should the 
scalp become irritated from too frequent treatments, use 
nuiuer current lor slightly less duration. 

DEAFNESS (CATARRHAL)—Use Insulated ear Electrode 
No. 21 in the ear as far as possible to insert with a mild 
current for three minutes dolly. Be sure and have elec¬ 
trode Inserted before turning on current und turn off 
current belore removing. Follow tills treatment with 
Electrode No. 1 In contact behind the ear with a medium 
current lor live minutes twice dally. Ninety per cent of 
Uie cases treated will yield remarkable results. Com¬ 
plete cures may not always ensue, but improvement will 
be luarKed in practically every case. Should the sensa¬ 
tion ol beat become loo great, stop treatment for a lime. 
The roaring sound should cease after one or two treat¬ 
ments. 

D IAB ETES—Apply over abdomen with Electrode No. 1 
through thin clothing with a strong, sharp spark for ten 
minutes daily. Three to six months Is the uverago time 
required to cause sugar to disappear. A cure should not 
be expected. Observe proper diet. 

DYSPEPSIA—Electrode No. 1 In contact with a strong cur¬ 
rent for twelve minutes dully. Treat over tho stomach 
and solar plexus. Dally Inhalutiuns of ton minutes' dura¬ 
tion from ozone generator are very valuable. 

EARACHE—Use cur Electrode, Inserted In the oar as far a* 
possible for three minutes with u mild current. This is 
nuilich.ru to stop the ache In practically every case. 

EAB DISEASES —The principal diseases of the ear wblch 
are benefited by tho applications of the Rcunllfe Violet 
Hay Ucncrnlor are catarrhal dcafnoss, tinnitus aurluin 
(roaring sound In the car), und earache. Method of treat¬ 
ing each of these Is given under proper heading. 

ECZEMA —Treat over the area affected with Electrode No. 1 
through thin guuze with a mild current for two minute* 
dully. If Itching Is Intense, raise electrode and use the 
"harp spark for hair minute. 

ENLARGED PROSTATE—Sen l’rostullc Diseases. 





um cm 


rent »v»f 


FPii.r.rBX — no. 1 applied to I 

the spine for ltv» minute* with a m«-<nuir 
other <1*y. A cure ahnul«l not bo expected. 

STB diseases— In treating <H««a««ii of the era. u «» an 

electrode In contact for not mor* than thro* minute* each 
trentment Treatment* may bs taken twice dally u« 
auro to have electrode In contact with tha cloaed 
before turning on tho current and turn off the currant 
before removing. ,nl 

EPITHELIOMA (CANCER OP THE SXIN)—Us* No 1 Flee 
trode with aa long and aharp a spark as patient can 
tolerate for three or four minutes each treatment Treat 
every other day. The X-ray Is the best method of treat¬ 
ment In these cases. 


FALLING HAIR—See treatment for Alopecia. 

FURUNCULOSIS —Sec treatment for boll* 

FISTULA—Same treatment as Tor Anal. Fissure of. 

TROST BITES—Use Electrode No. I with short spark. Hold 
about one-quarter inch Irom the body with a medium 
current. Treat hourly for from three to five minutes 
each treatment. 

GLEET—Use Electrode No. 7 or II for never more than five 
minutes daily. Use medium current. Apply lubricant, 
such as cold cream, before Inserting. Unless under di¬ 
rection of physician, we would advise that No. i Elec¬ 
trode be used and not No. 11, as It Is a much easier form 
of treatment and will give results Just as qutcaly. Al¬ 
ways turn current oil before inserting or removing elec¬ 
trode. 

GOITRE—Treat around and on the goitre with Electrode No. 
1 or No. 4 in contact with a strong current tor live min¬ 
ute* dally. Alter inis treatment, raise the electrode 
about one-quarter inch and treat directly on the goitre 
with a sharp spark until surface reddens. Results should 
be apparent in about lourteen treatments and a cure may 
reasonably be expected In a great majority of cases. 

GONORRHEA—(MALE )—Follow directions given undo 


ClleeL 

(FEMALE)—Follow directions given under Cervicitis. 

SOUi— Treat with Electrode No. 1 in contact lor uve to ten 
minutes daily, using a mild current to start treatments 
and gradually increase the strength with each succeed¬ 
ing treatment. _ 

rjjlAY w«ia (RESTORE TO NATURAL COLOR)—L se 
Electrode No. i, moving rapidly over me scalp lor nv« 
minutes daily witn a medium current. Results will not 
be noticed until after at least lour weeks treatment. 
Treatments must be kept up tor possibly three or tour 
months, but If continued and used regularly, results may 
be expected in practically every case. 

GRIPPE (INFLUENZA)—Treat over the spine, solar plexus, 
eyes, and sides of nose with Electrode No. 1 with » me¬ 
dium current and through thin clothing for from 
seven minutes twice daily. Use inhalations trom oxone 
generator twice daily for ten minutes each treatment. 

HOARSENESS—Uso Electrode No. 4 In loose contact w- 
tho throat for live minutes each treatment lour 
dally. Use a medium strong current. Results should b 
apparent in a very few treatments. 

HAY FEVER—l so No. 21 Electrode directly in lh * n 

a mild current for from three to rtve minutes f® 1 . 

use oxono generator for ten minutes daily «« trest 
tnenL If used two weeks before the attack of Jjay 
comes oil, this Is generally sufficient to (jr^ent the 
tack, it will relievo if used during the attack. 

HYPERTENSION—See Arteriosclerosis. _ 

HYPOTENSION (HIGH BLOOD PRESSURE)— Same treat¬ 
ment us for Anemia or Chlorosis. 

HEADACHES—Use Electrode No. 1 in loos«» conlnct r .. , 

lo ten minutes, moving rapidly over the basei«f 
tho buck of the neck. Also treat f or . “ '‘one 

down gtilni} and wHcrovor thf iicnc ^ j . i n ^i u . 

treatment la generally “XlS.S 1“ 

K\rcr<,, r x Suva Stf ^ 


i 










***V T > OXUXAma »f th« blood pressure la low. treatment* 

• of sharp sparks to tha spine for about fir# mlnata» 

dally will tncraaa* tha blood pressure. Alao treat 
with aharp aparka on tha aolar plexus. ' 

EBHORRHOID8—They may be rollaved with our No it ful 
guratton electrode. Wa would advlae that they be 
only under physicians care 

HIVES AND RASH—Treat with No. 1 Electrode over tha en 
ttra area afrectod, using medium current in contact for 
from three to Uve minute* dally. 

INSOMNIA (SLEEPLESSNESS)— Uac Electrode No 1 or No 
16 in loose contact with tho back of head and neck for 
flve minute*, followed by a medium current In contact 
for three minute* over the eyebrows. Also use No 2 
Klectrode held in the hand for ten minutes with a med¬ 
ium current. 

IMPOTENCE—Use a No. 1 Klectrode with enough current 
to produce a spark one-quarter Inch In length. Keep the 
tube in loose contact with the surface while it is passed 
back and forth over genituls. inguinal, and bladder re¬ 
gions and to the lower half of the spine. With tho spinal 
application raise Uie electrode to get reasonably stimu¬ 
lating sparks. Treat dally for ten minutes each treat¬ 
ment. 

ITCHInG—T his annoying symptom may be relieved by us¬ 
ing a strong current with Klectrode No. 1 held one-half 
inch above the surface so that a shower of sharp sparks 
strike the Itching parts. After this treatment, which 
should be continued for about one-half minute use a 
mild current with the electrode directly in con’ict for 
two minutes Kellcf Is generally immediate a.though 
very often only temporary. 

INFANTILE PARALYSIS L'se a spark of approximately 
one-quarter inch In length and treat through the clo?h- 
ing with strong stimulating sparks to the spine and over 
P^alyzed muscles. Treatments should be taken 
•twice dally and of ten minutes durauon each treatment 
Also use No. 3 metal electrode held tightly in the hand 

^expected* 01 * 8 tWlC€ dtU,y ‘ Very good results should 
INFLUENZA—See Grippe. 

£^ ES ? IO *-f° 110W ln “ tructi °ns given under Dyspepsia. 

J ° llOW * nutructl °ns given under Eye Diseases * 
~ JUt ™ ( ' ZTIS —Electrode No. 1 with a medium current 
In ,oose contact with the throat for ten minutes daily 

1Ce . daJly - wllh ozon<! generator for ten 
minutes each treatment. Inflammation in most cases will 
r ™l appear afler vcr >' few treatments. * 

lichen b^. A 0 . F ?i l0 " Instructions given under Cervicitis. 

= <A PAp WLAH INFLAMMATION OF THE 

LOCOMOTOR °ATAHV^ Cl T nS KlV * n Utlder SkIn 

ucomotor ATAXIA- 1 reat particularly well over th* 

Use *a sL?cJ > ^ n * n UnU buck of leKS for teQ minutes daily 
Use a strong current and treat through clothlm: Hlch 

no^be^er^ked 01 ° f «“»»«»»«. v«li. 55’ 1 >%d 

in^ . U ; ? en minutes treatment dally, hold- 

v* B ae lieneflein? 11 * N ?' 3 ln lhe hund * 8 of exceptional 
a large Sumbfr " ,ay b ° r#a8on “ b, y expected in 

Anornlu. 

wTAV 1 Kle . ctrodu No. ‘ through one-half 
stand until *r«lTif b | ** atrong a current us patient can 
and have patlenfj-''- “ ,Ve ". Tr “t over small of back 
she can fell comf n ?m7 1, i d ff(rcnl positions until he or 
I* generally suf«r < i.^ b i 8 n any P°«Ulon. One treatment 
rea5onab“y V “necVe, 1 ” lh ? “ nd * cure may 
LUFUB ITUBERutn (Mna^oa ^ cont inue d treatments. 

face wmf h ^ ° P THE ■*»)—Treat over sur- 

"n<‘ uunrirr in ? aK ** x **‘P spark from any electrode raised 
MABI/ob u "^, aboV ” "orface for three to five minutes 
’ n I T^„ P , a . ° nt ho,d »>*“*' electrode No. 3 In one 
usual wnv M- U - rn on r. ,ron H current. Mussage In the 
y- Masseur will draw sparks to the point mns- 

• (run ’s? *o rn ofr current before romovlng elec¬ 
ta., wiih^nL* 11 * 1 * 1 ? * ,nn, l- Patient should not be In con- 

» with «ny metal or grounded objoot. 
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MENOPAUSE (ORANOB OP I.IPB>_ Mu< , 

■iwjrka Ittrouata thin clothing along the upla* 
or head «nd nock And over ih« abdominal rilon- 
nftoon lo twenty minutes for tho trout, „ aBt k,B * 

MOX.ES AND MOTH PATCHES Electrode , , . 

contACt with »ood strong current for th/oo to n,. 
ute« every other dey. ® 10 nve rain* 

MUMPS TreAt over the swollen glunds with El*Mrn/i « 

« in contact. Use medium current tor rive minute*,hr.? 
times dully. Soreness may be relieved m T "ho« Ume 

NA8 “r m8 ^‘ M d ‘— «««- -der .ep^Tt. 

NERVOUS DISEASES -Trout over the .pine, back of neck 
und head lor ten minutes dally with Electrode No 1 m 
loose contact, using u medium current. Also ho 1,1 J..S 
Kiectrode No. 3 nrmly ,n the hand for ten minutl, SX 
using a strong current. Ozone Inhalations from our 
osonc generator for ten minutes dally are of 1 

value and should be taken If possible. exceptional 

NEURALGIA Lae Kiectrode No. 1 over the painful area 
and spine with as strong a current as patient can sta^d 
for ten minutes daily. Treat through undercVothing 
All treatment is the same for all varieties of Neuralgia 
results in practically every case are exceptiotuLh 

NEURITIS—Start treatments directly in contact with ln- 
Oamed area with a mud curreut for about three minutes 
daily. Alter the first three or four treatments gradual¬ 
ly increase the strength of the current and also increase 
the length of treatment, raising the electrode a little 
farther from the surface each succeeding treatment. The 
first three or rour treatments may aggravate the pain 
but this is a good sign so do not discontinue treatments 
One high authority claims a complete cure should be 
expected In every case of Neuritis. 

OBESITY—Use Kiectrode No. 1 in direct contact over the 
enure body for lilteen minutes dally, using a medium 
strength current. In cases where the rcducuon In weight 
Is not so great, it will be found that the re-dlstrlbution 
of fatty tissue to different parts of the body will greatly 
aid bodily comfort. 

PARALYSIS—Treat with Electrode No. 1 through the cloth¬ 
ing. using as strong a current as patient can tolerate 
for about fifteen minutes twice dally. Treat particularly 
on the paralyzed portions and also on the spine. High 
Frequency Liniment Is very valuable In these cases and 
should bo applied over the paralyzed area before treat¬ 
ment with the Violet Kay. Our experience has been 
that a great many cases receive benefit. 

POISON IVY—Use Kiectrode No. 1 with long, sharp spark 
an< * strong current for three to five minutes dally. 

PLEURISY—Same treatment as for Pneumonia 

PNEUMONIA - Treat over the chest and back through the 
clothing with Kiectrode No. 1. Use a strong current 
until the surface reddens. Treatments should he taken 
twice dully. Also use ozone Inhalations for five minutes 
each treatment twice dally from oxono generator. Kelief 
should be experienced In a fairly short time. 

POST-PRACTURE CONDITIONS -I^ocal application of Elec¬ 
trode No. 1 with a mild current In contact for five min¬ 
utes twice dully will aid greatly in relieving soreness 
and help In bringing about u cure In a shorter time, 

POST-OPERATIVE CONDITIONS Sumo treatment as for 
Post-Fracture Conditions. 

PR08TATI0 DISEASES Electrode No. 7 with a medium 
current for never more than five minutes dally. Use 
lubricant such as cold cream or vaseline before Insert¬ 
ing and always Insert electrode before turning on cur¬ 
rent and turn off current before removing. One high 
authority claims that ninety-five percent of the cases of 
this ailment treated by him have been apparent euros 
and no case In which percoptlble Improvement was not 
noticeable. 

PSORIASIS (A CHRONIC INFLAMMATORY SKIN DIS¬ 
EASE)—game treatment as given under Skin Disease*. 
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PYORRHEA l’laee Electrode No. 44 directly In contact with 
th* (tum«. Turn on current no that It la very mild and 
treat all arouml the gums for three mlnulea moving the 
electrode fairly rapidly. U»« treatments once dally. 
Turn off current before removing electrode. 

FHCHX.ES See Acne. 

FXX.ES Home treatment an for llemorrholda. 

rectal DISEASES — Same treatment aa for Proatatlo Dla- 

rheumatism i fao Electrodo No. 1 on and around affected 
ea.ee a. 

area through the clothing for fifteen mlnutea twice dally 
Use as strong current as Is tolerable and treat untli 
surface reddens. High Frequency Liniment should be 
applied on the surface before treatment and Is a very 
valuable adjunct. Hellef from pain should be felt In a 
very few treatments and tho swelling should disappear 
to a great extent. 

BED NOSE (ACNE BOSACEA)—Same treatment aa given for 

Acne. 

BING- WORMS —I'se Electrode No. 1 with medium current 
and hold about one-quarter Inch above tho surface for 
from five to six minutes daily. 

BODENT UX>CEB-—Fulguratlon Electrode No. 12 Is used to 
destroy the affected tissue. Hold electrode about one- 
quarter Inch above the surface and treat with a mild 
current for one-half minute dally until tissue has dis¬ 
appeared. 

SCABS—The object- in treating scars Is to destroy the tissue. 
Use Electrode No. 1 with a strong current and a short 
spark over the scar for four to five minutes dally. 
Treatment may have to be continued for a considerable 
length of time 1 6 obtain the best results. 

SCIATICA—Follow Instructions given under Neuritis, being 
caretui to start treatments with a mild current and 
gradually Increasing the strength and length ol treat¬ 
ment from day to day. High Frequency Liniment should 
be applied betore Violet Kay treatment. 

SEBOBBHEA—Same treatment as given for Dandruff. 

SILIjI DISEASES—First, tie a handkerchief or piece of linen 
around the bulb part of Electrode No. 1. This allows a 
shower of sparks to pass from the electrode to the body 
at the same lime It prevents the electrode from making 
contact. Treat with a medium strength current for irom 
three to live minutes dally. 

SOBE FELT—Apply High Frequency Liniment first Then 
treat with Electrode No. 1 in contact with a strong cur¬ 
rent Horn live to eight minutes twice daily or more otten 
U nec e ssary. 

SOBE TRKOAZ—Same treatment as for Hoarseness. Inhala¬ 
tions hum oar ozone generator are of exceptional value 
and should be taken twice duily for six minutes dura¬ 
tion cacb treatment. 

SFBAXnS—If sprain is of long standing, use a strong, sharp 
spark by holding electrode from one-quarter to one- 
half Inch ubov« Uie surfuce. If otherwise, use Electrode 
No. 1 directly In contact with a strong current for ten 
minutes twice daily. High Frequency Liniment should 
b e applied before treatment of High Frequency. 

STIFF NECK—Same treatment as for Stiff Joints. 

STB1CTUBE OF THE UBETHBA—-Use Electrodo No. 11 with 
a mud current lot live minutes dally. Use cold cream 
or similar lubricant on electrode before Inserting. He 
sure and have electrode Inserted before turning on cur¬ 
rent and turn off current before removing. 

SYCOSIS -Sec Barber's Itch. 

X\JMSIX*»T18—Hume treatment os for Sore Throat. 

TlMMlTUb AUKIUM (ROARING SOUND IN THE EAB) — 

Fol low treatment given under Cularrhal Deafness. 

TUB1.KCUL081B Inhulalions of ten minutes duration three 
times dully from ozone generator aro of exceptional value 
in the treatment of Tuberculosis. A euro should nut be 
expected, but gi .<ut relief may bo felt In the majority 
ol cases. 

UXETUR1T1S- Hama treatment as for Gleet. 
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MIBha f •'1 t i < 

Ihfth n%'« VM | IIII |_ . 11 w,r *’0. II I or nftVMr rnAr« 

,, rati, or ^Imlllr ?ubHr>T«i h K*r n '* ,,lU,n OUrr " nt 

ifnilAr lubrlcsn( b^fort Inwirtlnr nri( « ^ 

SSj; nt *" ,urn « d otT Inserting or r*e™2,£ 

WA*T* Klretrod# No. 14 hold ono-quartor Inch abov» tt.. 
aurface of the wart ao that a ahowrr of »parka flowlVl* 

It to the aurfaoo. Troat until wart turn. «Tki. * f m 
and tlaauo la destroyed Two dnva later fnlTl— ,°? t0|> 
name treatment. Avoid plcklna wart »hk « W w,lh tha 

no .cor „,,, o. „„ , t ssussi. 

—Treat back of ear a and down th* s.»i. . 

aldea of neck with Electrode No. I. ualn^r a mron* 
rent and holding electrode directly in conta^L After 
continuing this treatment for five mtnutea raise 'the 

low ,M “ " Urf “ C * lrCaled for 0v «mtauttS 

WRITER'S CRAMP Apply Electrode No. 1 from the flnr-r 

«*» ‘° h " h . OU,dC V n r d Upper 8pine - U8ln K » atrong Current 
with sharp spark for live minutes twice dally. 


A Working Manual of High Frequency Currents 

By XtjbJc M. Ebcrhart, M D„ Ph. D., D. C. L., Professor 
and Head of Department of Physiologic Therapeutics, .Med. 
Dept Loyola University, Chicago; Professor of High Fre¬ 
quency Illinois School of Electro-Therapeutics. 

Just what the name implies, a working hand-book, telling 
how to use these currents. No lengthy discussions, no per- 
plexing technicalities (no red tape). S=?4 pages, over 60 pages 
cent! 111 * 1 " 111011 *' Han °somely bound. Price 53.00; postage 10 

High Frequency Liniment 

This preparation is manufactured by the Itcnulife Electric 
to-, especially for use in connection with electric treatment 
for rheumatism, neuralgia, neuritis, and kindred ailments, it 
proves invaluable. ^ 

Per Bottle . 


• 51.00 


Pine Needle Oil 

l* or use in Uwmc Generator. 

Her Bottle . 


. 50.50 


Insulated Electrode* 

the insulation of Electrodes prevents leakage of current at 

imAsT* 1 * ". nd . dc . ,IVe , r!i fuU bcncfll P oi, »t of conlaet with 
parts to he treated. In using internal Electrodes always insert 

before ° n at the knob ‘ and turn off curreni 

before withdrawing Electrode. 


Dr. Snow'* Set of Vacuum Electrode* 

contain. ‘.l' 1 ' for Kvn. rnl use. The sel 

Throat l l H f ° ,ow, ”K h'ertrodesi Body, Vaginal, Rectal, 
i nrottt, Lrrtlirui, nml NhmiI. 

Park i< 1 In cardboard ra*e.*. $600 

Earli Klrrlrwle singly. 
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First, connect the connector plug to lighting socket. On the 
top plate la adjustment knob. (A). The contact point con¬ 
trolled by adjustment knob is situated directly over the 
contact i*>int on the vibrating spring. To operate the 
generator, these contacts must be touching. By turn¬ 
ing the adjustment knob to the right, the current Is 
made stronger. By turning to the left, the current may 
be weakened. 

♦ in the top plnte is also a small switch IS) with three con¬ 
tact poln-s marked It. L,. and O. When the arm of the 
switch makes contact with point II. use the glass elec¬ 
trodes In the hard rubber handle for external treatments 
of the body. When the switch arm Is moved to contact 
I., use the glass electrodes for Internal treatments When 
the switch arm Is moved to mnke contact with point O. 
the high frequency treatment currents are shut off and 
oxonr Is generated In the self-contained ozone generator. 

To take treatments of ozone, simply inhnle through the alu¬ 
minum mask which Is connected to the Instrument by 
the tubing. This mask Is made to fit over the nose and 
mouth und Inhalations may be taken either through the 
nose or mouth. Every three or four weeks. It Is neces¬ 
sary to place In the ozone generator live or six drops of 
J'lne Needle Oil, a small bottle of which will be found 
with the Instrument To put this Pine Needle Oil In the 
generator, simply pull out the I, shaped connection (B) 
which tits In the top pinto of the generator on one side 
and to the rubber hose on the other. Pull this straight 
JMl of the top plate, l’our In five or six drops of Pine 
Needle Oil and replace connection. 

The two smalt rubhor openings (E) on the top plate of the 
generator are air Inlots only. The nickel plated tubing 
•*f |J shape which runs crossways on the top plnte of the 
generator Is part, of the oxono generator only and cannot 
be removed from the top plnte 

In addition to Instructions In our regulur Treatment Chart, 
special Instructions will he found In the Eborliurf's Man¬ 
ual which Is (.art of the Model C outfit 

RENULirn ELECTRIC CO.. XnO., 

Detroit, Mich. 
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METHODS OF APPLYING THE HIGH FREQUENCY 

Three distinct methods of application are in general use according *u 
conditions present and the results desired. R to th<> 

First: Local Applications 

Given with specific surface or orificial 
applicators made for that purpose. 

One of the greatest benefits of the Vio- 
let Kay is the fact that it can be used 
with such excellent results in local con¬ 
ations. \N hen the Master Violet Ray is 
applied to any part of the body, it gives 
to a limited extent a general treatment 
by stimulating the circulation. The<e 
results are greatly increased by giving 
a local treatment to the part allected 
Suppose one is afflicted with rheumatic 
pam in the shoulder, you applv the Vio- 
le* Ray treatment to the painful part, 
ihe result noted, will 1 h» an immediate 
sen-ation of warmth. After a slight ap¬ 
plication the part treated has become 
slightly reddened as the capillaries 
w :den and allow more blood to circu- 


/ 


^ y 



late. 

Second: General Applications 

An electrification treatment for a gen¬ 
eral etfect on the body. The entire body 
is saturated with electrical energy by 
silt.ply holding the electrodes in the 
hands. This produces a tranquilizing 
sedative or quieting effect. 

\ iolet Ray High Frequency Currents 
have the tendency to establish a normal 
equilibrium of the nervous system. Ar¬ 
terial tension during a general treat¬ 
ment usually increases slightly while it 
falls a short time afterward. General 
treatments are recommended in nervous 
disorders. 

Third: Indirect Applications 

Combines local and general treatments 
and requires two people. The party to 
be treated holds the electrode firmly in 
the hand. A second party then may 
draw with either hand, finger-tips, or 
another electrode, the high frequency 
current to the desired spot of the pa¬ 
tient’s body. 
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Many diseases of the scalp and hair, dandruff, falling: 
hair. etc.. can bo traced to improper circulation of 
blood flowing through the scalp. The roots are fed 
by the blood, which flows through small capillaries in the 
scalp almost microscopic in site. Because of their small size, 
they Itecomc clogged very easily, as a consequence of 
which many people arc affected with some form of scalp 
disease. To overcome scalp disease, it is often necessary 
to improve faulty circulation. The Violet Rav is excel¬ 
lent for accomplishing this purpose. 

For treating the scalp we have a special comb electrode 
which conforms to the shape of the head and pulls easily 
through the hair. Millions of tiny electric sparks jump 
from the applicator to the scalp. The tinv nerve and blood 
vessels are gently massaged, the blood starts flowing, and 
circulation is brought to the roots of the hair. 

KEEP THIS IN MIND 

Vour family physician, who naturally knows your condi¬ 
tion should be consulted for treatment of specific ailments. 

Violet Rays grow in their usefulness the more you study 
their action and etfect. Make it clear to yourself'what you 
wish to accomplish. If you want a soothing effect do not 
apply a strong spray by holding the applicator distant 
from the part to be treated, make a close contact instead 
with the bare skin. If you wish stimulation treat through 
the clothing with a current strong enough to reach your 
tissues. If a tranquilizing effect to quiet the nervous sys¬ 
tem is desired, do not use a current strong enough to 
cause irritation. Let these be the guiding principles to 
>ou and the result in the use of the Violet Ravs will be 
surprising. 

Tno Master High Frequency should not be used as a cure- 
all but due to the stimulating effect of the generator it 
nas a definite place in the therapeutic field. Imperfect 
circulation accompanies many ailments and the Master 
High Frequency will promote circulation. 

In simplicity of operation, wide range of adjustment, dura¬ 
bility, beauty and unique construction. Master High Fre¬ 
quency* are the ideal all-purpose generators. Unless 
otherwise specified, all machines will be furnished to oper- 
ate on standard voltage of 110 to 125 A.C.'* and- D.C. 
Machines can also be furnished to operate on 220 volts and 
y- volts. Our 220-volt winding will run on both A.C. and 
DX. current. Voltages are from 200 to 250. 

The new models of Master Violet Ray machines are the 
r ^ su i * t of years of experience in the sale and manufacture 
of these products. All Master machines are manufactured 
of the best material obtainable by highly skilled, experi¬ 
enced workmen. Our various inspections are the most rigid 
it is possible to give. 
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DIRECTIONS FOR OPERATING 

The Master High Frequency Outfit 


DOs 

1. In<rrl ^ppllmtur Into thr Innlrumrnl *• Kb vlichtly lurnlnc miirinrnl. 

If old l»> olrni. Ilo tint Innfrt b> holding bulb nr rad of elrrtrcxie nr pat 
prmurr on rlrrtrmlr. 

*. \tt.-irh the eonneetins plus ««• the lamp socket. 

3. Adjustment of Ihe Hl*h Knrq«cii«- dt-charre i* obtalnttl by tbr adjusting kWi. 

applicator on ti*c skin surface sit the affected portion of the b«wly and 
slowly move the applicator hack ami forth across the surface «*1 tin- ikin in such 
affected area antil relief is obtained. 

3. Start an> optniliiNi with a nultl di*eharse and increase :t jrr.iditally t<» tin* repaired 

6. Take'sood care “f the eoonectinx cord. Keep it dry amt free from knots ami twist*. 
Have ?t repaired in time if ■ ; isn< <>f appear. 


v 

9 . 

Mi¬ 

ll. 

12 . 

13 . 

II. 

13. 


I«. 

17 . 

IS. 

19 . 

2 «>. 


DON'T's 

I hi ration of application should not exceed lo minute*: do not operate y«*ur machine 
for any looser time duriiic one treatment. 

Tbr machine sbuub! not tie applied more often than fwir time- dunne any one 
twenty-four hour period, with at lout one l«mr interval between each application, 
unless your physician prescribe* more repeated frequency of administration, 
lb. not attempt to repair the apparatus. If ttw necessity ari-w*. wntc to the factory 
advi-inc of your difficulties ami you will lie informed what to do. 

Do BO ( uvr the Master In eonneetlon with any tonic, watrr. lnH#a»m«lilr 
lotions, or mrittmntrnt runtnialnc nleoh«*I on the bnlr or any par* of the 

Be**<-areful ritb the apparatus anti when not in use turn tlw cur Ten l of. Be on the 
safe side and remove the connecting plug from tlte lamp s-ket after i use. 

Do not touch the appliance or attempt to connect it to a lamp socket he ’ - . 
Itamls are wet. Do not n-e while at the wash basin or in cmincTion with an electric 

Do not operate your machine at any one time hinder than ten Vo.T'euartn- 

overheats tl.e coils and may result in their humins out. V. lien this oI 

tee does not apply. Hie machine may he used intermittently «*\er a «on„ !>*-• 
time providing the <stils are permitted to eu*»l Itetwreen use. , , f urn i;,ire 

Ik> not allow the bmljr to mnur in con tart with thw txiclu % 

while usinr «r «»|K'r.ttins this «•««▼. ...... . y r ,.. 

Another “don't" that is indeed very' important y< that the h * tn,llc ‘f, t "L. 
queney Machine shoultl not iio gra*ped dose to the a;>pheutur 
is n«rt in use; i.e.. when the current is turned on and the a;> ( 

applied to llie body. . . . t) h indie if it i> 

The reason for this is that the current will jump from lie tip . } „j m p|<- 

not lieinr drawn of by the gla** applicator to -snow part oft te ■ ■ farthest™ 

matter to avoid by merely luildinx the handle of your tnaehin 

away from the electrode. _ . the houdn*. 

When csinx !lte apparatus, always grasp it above the o tin- operate when 

Occasionally we have complaint* wlwn .mc-picee machine- • h * ^ the 

lield in a vertical position. Wlien this occurs, use a -tn ^.wn invution. 

posiiion :»f the machine. It is never necessary to use machine • • j f j n „j ructions 
1 in maxes ari-inr from carelessness arc not centred 1* our rnarantre. ir 
arc properly followed, ttw Master will last indefnilel*. mar bine d«je> not w«»rk. 

Many people return machines th.it arc in good «rder. if mam.m 
tr> its oiteration on another electrical outlet. ... . , indefinitely. 

Master Hitch Frequency sehloni gives the user trouble • jj y w i|h (In* cle«- 

Nothing is to He oiled or adjusted. When tnwiMe ««ecu *. Ilo4n | where it enter* 

frude. as alrea.lv explained, or due to a broken eor«l a 1 

the cap in I he ha*c of the Rokelite handle h j «4iic you 

If machine fail* to operate, turn knob all the way down to rl.ni. a 

have contact. 
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The condenser electrode con¬ 
denses the current giving a 
strong even How. Heat is gen¬ 
erated and is often helpful in 
relieving pain in deep seated 
cases such as rheumatism, 
lumbago, and neuritis. 

5 B includes the most modern 
Violet Kay coils and housing. 
The N*o. 1 General Electrode, 
Xo. 2 Condenser Electrode, 
No. 3 Comb. Electrode, X‘o. -1 
Throat Electrode and X*o. 12 
Glass Saturator Electrode are 
enclosed in a silk carrying 
case. 5 B gives years of de¬ 
pendable service. 

Price .$22.50 


*AGE 8 


MASTER VIOLET RAY 2 B 
DURABLE. MODERN. PRACTICAL 


MASTER VIOLET RAY 5 B 
WITH CONDENSER ELECTRODE 


Exceptionally strong, shock 
proof bakclite. houses the | 
latest development of specially 
constructed coils for this one i 
piece machine. The bakelitc 
housing has an angular sur¬ 
face that prevents slipping 
while in use and rolling off 
tables or dressers. Carrying 
case contains No. I General 
Electrode. Xo. 3 Rake Elec- I 
trode, and Xo. 12 Glass Elec¬ 
trode. Seal grain carrying ease 
does not show dirt. 

Pri ^ .$16.50 
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MASTER VIOLET RAY 7 B 
HEVI-DUTY 











This Hcvi-Duty Master Violet I 
' Ray is a scientific development 
specially designed for profes- I 
sional use. It is sturdily con¬ 
structed to endure longer us- 
age in Beauty Shops. Hospi¬ 
tals, and Doctor’s offices, oper¬ 
ating continuously for several 
hours when desirable. The two 
extension cords afford a wide 
range for application in ap¬ 
position. In the illustration is 
No. 1 General Electrode which 
is furnished with the machine.! 
However, any type electrode 
can be used with model 7-B. 
Price .$25.00 


/ 



MASTER VIOLET RAY NO. 9 
DURABLE 


Built to last, Master Violet 
Ray has all the modern fea¬ 
tures including angular mold¬ 
ing of the housing to prevent 
slipping or rolling off tables or 
dressers. Offered to you at the 
lowest price at which a one-! 
piece machine with shock- j 
proof bakelitc handle has ever 
been offered. Don’t hesitate, j 
Write for your Master Violet 
Rav Kit Today. .J 

p »/ x . . ..$ 12.:>0 


For 240, 220 or 32 volts, add S2.00. All Master Violet Ray Outfits arc 
designed to work on standard current, 110 to 125 volts AC or iJt-- 
Kindlv specify the voltage you want when ordering if the requir 
voltage is not the standard 110-125 volts. 

The output of Master instruments is truly marvelous, not on!) is the 
amperage tremendously high at the full adjustment, but the nul - 
amperage is great in volume causing much heat at the point of a PP »- 
cation to the body, an effect most desirable and not found in ot ci 
instruments. 
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ELECTRODES AND APPLICATORS 


V ti utim C«la*< Kkvtnxle* for liish Fmiiirnrt' Vi.»k*t Kav Vindication 
.nrr m:*.lo in !*o tj;*'': !*L»ln m»:i in»uL«tc<l. .nut iiiMjhilnl. In-ii 
oltH-tn> lo- .ir»* u*€il for OriUti.i) rrcatmcuU i> tli.-v <Mlvri , 
rrrjtir quanlitv of iurrnii at 11 k* iic*irvJ locality. 

M.i*tcr Kkrlnwlrs ajc mnlr of I he bc<t rnolc of a! wt,i 4 -h 

»«H < 4 an<i Ikmvv u«a?e uritlniut sIriis of deterioration. The x.uuum in 
\I.t<t«*r Kleetrode-. tH-rlccl. Tlir ends oi tli<- cU-ctr.*!,-* arc nrotc-Vd 
'•> metal »hicli injure srealer life. All rlcr truths are carefull* 

IrxJn! .md [Kirkni. 
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NO. 1 GENERAL ELECTRODE 

For facial and body treatment, and 
for any surface application. 

r *‘ ic *.$1.25 

NO. 2 CONDENSER ELECTRODE 

Condenses the current and produces 
a sti-onjf. even flow; aiso generating 
electrical heat, which is very desirable 
in deep seated cases. Csed for Rheu¬ 
matism. Lumbago, Neuritis, etc. 

Price.$3.50 

NO. 3 COMB-RAKE ELECTRODE 

I'sed for all scalp treatments and for 
stimulating the hair cells. 

Price.$1.85 

NO. 4 THROAT ELECTRODE 

I>esigne<i to fit over the neck. 

Price.$1.25 

NO. 5 EYE ELECTRODE 

Single Eye Electrode designed to fit 

closely over the eye 

Price.-.$1.23 

NO. 6 SPINAL ELECTRODE 

For all Spinal treatments. Arranged 
so that it fits over both sides of the 
vertebrae. 

Price.. 
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NO. 7 DOUBLE EYE ELECTRODE 

Phis electrode is used for the same 
purpose as the Xo. 5 Single Eye Elec¬ 
trode. hut is designed for the treat¬ 
ment of both eyes at once. It distrib¬ 
utes the current evenly to both eyes 
and is recommended where both eyes 
are to ho treated. 

.. 

NO. 9 LARGE CATAPHORIC 
ELECTRODE 

This electrode has large capacity, and 
greater space for cotton and liniment. 

Used in the treatment of Rheuma¬ 
tism. Lumbago. Neuritis, etc., or 

wherever liniment is used. 

Price.$4.50 

NO. 10 SPATULA OR TONGUE 
ELECTRODE 

Used for treatment of the mouth or 
tongue. 

Price.$2.40 

NO. 11 INSULATED EAR 
ELECTRODE 

This electrode has been specially de¬ 
signed for treatment of the ear. 

Price.$2.50 

NO. 12a GLASS ELECTRODE 

This delivers a strong current and is 
excellent for general tonic and where 
constitutional effects are desired. The 
current can also be drawn to any part 
of the body by using the No. 1 Elec¬ 
trode or the fingers of the operator. 
Price.SI-25 

NO. 18 CORN ELECTRODE 

This electrode is used for the treat¬ 
ment of corns- It fits snugly over the 


corns. 

Price 


$ 1 . 


CARE OF ELECTRODES 

Keep the electrodes clean. Washing with warm 
soap is sufficient. Electrodes will stand heat •m< r. . 
boiled in water. , .. 

The electrodes will burn out in time much on the . 

an electric light bulb. When difficulty arises withi tnt 
machine it is usually due to the electrode being 
out. Try another electrode before concluding «» 
trouble is with your machine. 
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GUARANTEE 


The Master Violet Ray instrument is guaranteed against 
mechanical and electrical defects for a period of one year 
from date of purchase by the user, providing that all 
instructions for the proper use and operation have been 
followed. Defective parts will be replaced free of charge 
when needed, providing the apparatus is returned to the 
factory prepaid. Damage caused by parties other than 
ourselves in attempting to repair our machines is not 
covered by this guarantee. Glass applicators are not 
guaranteed for any specified period of time; they are 
made of the very best materials obtainable and thor¬ 
oughly tested before shipping. 


COD. SHIPMENTS MIST BE ACCOMPANIED BY 
at least 2.v; DEPOSIT. 
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MASTER STURDY IRON HEATERS 
WITH SWITCH 


Sturdy Master Heaters embody an entirely original method 
construction. The heaters have a laboratory tested heatin* un’t 
of nichrome that Rives quick and even heat. The base perfectlv 
insulated with molded material, is made in one piece It is he -1 
resistant and will not mar dressers or tables. 1 eat 

An on and off switch permanently attached in the base turns 
the heat on or off. Xo pulling: the cord out of a socket. 

The metal parts of the heater are made entirely of aluminum 
thus insuring long satisfactory use. The corn is a special heater 
coni with a genuine rubber plug to eliminate time consuming re¬ 
pairs, and there are no exposed wires to give electric shocks. 

Master heaters recognized for years as standard equipment by 
professional beauticians, are Riving complete satisfaction to 
thousands of users. MAIL your order today for these dependable 

heaters. 

MASTER SINGLE IRON HEATER 



Attractive Appearance, Durable Service 

An ideal type of heater for professional shop or home use. The 
faster Single Iron Heater has an attractive appearance and an 
established reputation for service and durability. Wrapped indi¬ 
vidually in attractive box. Priced Low. 

110-125 Volts AC or DC — PRICE $6.00 
220 240 Volts Add $2.00 —Wt. 2 lbs. 


RAGc 14 
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MASTER STRAIGHTENING COMB HEATER 
AND MULTIPLE MARCEL IRON HEATER 



r*i» Heater Speeds Up Your Work Because There Is No Wasted 

Cooling Off Time. 

1 • 

The Master Multiple Marcel Iron Heater holds 3 Marcel Irons at 
one time or 1 large straightening comb and 1 Marcel Iron. This 
leater was specially developed in answer to numerous requests for a 


heater large enough to heat a straightening comb or 3 Marcel Irons 
at the same time. Individually wrapped in an attractive box. 


110-125 Volts AC or DC PRICK $9.50 


220/240 Volts Add S2.00 — Approx. Wt. 2*4 lbs. 
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APPUANCI COMPANY, INC. 
I AM PACTOAV AVI 
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DIRECTIONS TOR OPERATING 

The Master High Frequency Outfit 
DO's 

1. Intsrf glo»» opplicotor info th« instrument with slightly turning movemer.t. Hold b, 
stem. Do pot insect by holding bulb ot end of electrode or put pressure on electrode 

2. Attach the connecting plug to the map socket. 

! 3. Adjustment of the High Frequency discharge is obtained by the adjusting knob 

t 4. Place glass applicator on the skin surface at the allected portion ol the body and 
slowly move the applicator back and forth across the surface of the skin tn such 
affected area until relief is obtained. 

5. Stall any operation with a mild discharge and increase It gradually to the required 
strength. 

6. Take good care ol the connecting cord. Keep il dry and free lrom knots and twists 
Have II repahed In time if signs of woar appear. 

DON'T'* 

1 7. Duration ol application should not exceed ten minutes for one individual 

8. The machine should not be applied more often than four times during any one 
twenty-four hour period, with at least one hour interval beiwoen ecch application 
unless your physician prescribes more repeated frequency ol administration. 

9. Do not attempt to repair the apparatus. 11 the necessity arises, write to the factory 
advising of your difficulties ar.d you will be informed what to do. 

10. Do not use the Master in connection with any tonic, woler, inflammable lotions. o> 
medicament containing alcohol on the hair or any part of the body. 

11. Be careful with the apparatus and when not in use turn the current off. Be on the 
sefe side and remove the connecting plug from the lamp socket after use. 

12. Do not touch the appliance or attempt to conned it to a lamp socket when your 
hends are wet. Do not use while at the wash basin or in connection with an electric 
bath. 

13. Do net operate your machine at any one time longeT than ten minutes except 

lor 7B which may be operated for as long as two hours. To do so 

overheats the coils and may result in their burning out. When this occurs, out 
guarentee does not apply. The machine may be used intermittently o ver a long 
per.od ol time providing the coils ere permitted lo cool between use. 

14. Do not allow the body to come in ccntacl with metal, this includes metal furniture, 
while using or operating this device. 

15. Another ’'don’t" that is indeed very important is thal the handle of the High Fre¬ 
quency Machine should not be grasped close to the applicator while the machine 
is not in use; i.e.. when the current is turned on and the applicator ts not being 
applied to’ the body. 

The reason for this is that the current will jump frern the tip of the handle il it is 
not being drawn oil by the glass applicator lo some part ol the body. It is a simple 
matter to avoid by merely holding the handle cf your mcchine at the end farthest 
away lrom the electrode. 

When us*ng the apparatus, always grasp it above the round ridge on the housing. 

16. Occasionally we have complaints when one-piece machines do not operate when 
held in a vertical position. When this occurs, use a stronger current or reverse the 
position ol the machine. It is never necessary to use machine in upside down 
position. 

f*7. Damages arising from carelessness are not covered by our guarantee. Il instructions 
are properly followed, the Master will last indefinitely. 

18. Many people return machines thcl are in good order. Il machine does nol work, 
try its operation on another electrical outlot. 

19. Master High Frequency seldom gives the user trouble and will last indefinitoly- 
Nothing is to be oiled or adjusted. When trouble occurs, it is usually with the elec 
trode, os already explained, or due to a broken cord at th6 point where it onters 
the cap in the base of the Baselite handle. 

20. If machine fails to operate, turn knob all tho way down to right, and be sure you 

have contact. , J 
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THE VIOLET RAY 

A HEALTH BUILDING HIGH FREQUENCY 
MACHINE FOR HOME USE 

The most successful form in which electricity has 
been used as a means of securing good health is 
that phase known as High Frequency or Violet 
Ray. By this method the wonderful power of elec* 
tricity can be applied to the human body without 
pain, sensation, or shock, and without danger from 
overtreatment or overexposure. 

A REMARKABLE BEAUTIFYING AGENT 

The Violet Ray is without an equal in relieving 
pain and congestion, stimulating the circulation 
and restoring good health, vigor and youth. As a 
beautifying agent it is incomparable. It is an in* 
valuable aid in the treatment of facial blemishes, and 
through its consistent use a fresh glow is brought to 
the skin and a clear healthy complexion produced. 

For treating the hair and scalp, the Violet Ray 
is unexcelled. Its stimulating action and germi¬ 
cidal qualities, assist tremendously in the removal 
of dandrulT and in stopping falling hair and pro-^ 
mo ting its growth. The use of the Violet Ray for 
a few moments each day has a tendency to make 
the hair thick, healthy, and beautiful. It is used and 
recommended by beauty specialists everywhere. 

A VALUABLE ASSISTANT IN TREATING 
INNUMERABLE DISORDERS 

These alone arc not the only uses to which the 
Violet Ray can be put. Its penetrative qualities 
which stimulate the blood cells and cause them 
to vibrate, together with the large quantities of 
ozone generated, serve to make it an effective 
blood purifier and a means of treating many dis¬ 
orders and conditions. These machines are of particu¬ 
lar benefit in the treatment of rheumatism, lumbago, 
neuritis, and similar ailments. The use of the Violet 
Ray has brought remarkable results in a great many 
instances when all other means have failed. 

MASTER VIOLET RAY MACHINES 

The machines furnished are the very best to be 
secured. Only the highest grade of material® 
arc used. The workmanship is of the finest and 
each machine is backed by fifteen years of experi¬ 
ence in manufacturing Violet Ray Machines. 


Master Violet Ray No. 9 



Newly designed and embodies many superior fca- 
turcs. Sells at the lowest price at which a one-piece 
machine with a shock-proof hard rubber handle has 
ever been offered. Complete with attractive carry¬ 
ing ease of exceptionally substantial construction 
and general electrode. 

Master Violet Ray No. 2B 



The entire 
mechanism is con¬ 
tained in the han¬ 
dle of this one- 
piece outfit. Em¬ 
bodies all of the 
requisites of sim¬ 
plicity and case of 
operation. The 
handle is shock- 
proof and made 
of beautifully pol¬ 
ished hard rubber. Includes carrying 
care. General, Comb and Metal Elec¬ 
trodes. A real bargain. 


Price 

$12.50 


I" Our very comprehensive booklet, descr. 
II and value of this indispensable applim 




Master Violet Ray No. 15 

The latest development in a one-piece machine. 
Exceptionally strong hard rubber housing and 

specially con¬ 
structed coils 
that will not 
overheat. 
Equipped with 
Surface, Comb, 
Throat and 
Metal Elec¬ 
trodes. 

Price 

$15.00 



The Master Violet Ray No. 17 


This latest addi¬ 
tion to our line is 
equipped with No. 

1 General Elec¬ 
trode, Condenser 
Electrode No. 2, 

Comb Electrode 
No. 3, Throat 
Electrode No. 4, 
and Metal Elec¬ 
trode No. 12. The 
addition of the 

popular and useful Condenser Elec¬ 
trode makes this outfit an article of 
exceptional utility and a real value 

ribitig in detail the therapeutic action 71 

nee, zvill be furnished upon request. JJ 



Price 

$17.50 


L 
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Master Two Piece Outfits 

Exceptionally 
small, light weight 
hard rubber han- 
dies are used on 
all Master two 
piece models. Car' 
rying cases arc 
substantially con- 
siructed and very 
attractive in ap- 
pearancc. All ma- 
chines are equip* 
ped as illustrated. 

Master Violet 
Ray No. 8 

Price $25.00 

Master Violet Ray Master Violet Ray 
No. 10A No. 11 


Price 58.50 

Master 

Combination 

Outfit 

Combines high fre- 
qucncy and vibratory 
apparatus. Hand¬ 
some leatherette cov¬ 
ered carrying case 
lined with red velvet. 
Equipped with seven 
electrodes and three 
vibrator applicators 
as illustrated. 

Complete 

$62.50 

Less Vibrator Equipment 

550 00 
















The Master June Sunshine Lamp 

This is an Ultra-Violet Lamp of the Car- 
bon Arc Type and emits an exact repro¬ 
duction of the Sun’s rays. With it you can 
have Sunshine available in your home at all 
times, regardless of weather conditions. 

Relationship of Sunshine to 
Health 

The important relationship of 
Sunshine to Health is now univer¬ 
sally recognised. The results se¬ 
cured from Sunshine Treatments for 
both children and adults are, in 
many cases, phenomenal. 

Construction of Master Lamps 

Master Lamps arc scientifically 
constructed to render the greatest 
efficiency in application. They will 
produce the highest intensity of 
Infra-Red and Ultra-Violet radia¬ 
tion commensurate with safety when 
used with recommended carbons of 
the proper size. 

Special Features 

Master Lamps arc exceptionally 
attractive and unique in appearance 
and design, low in price, and em¬ 
body features which have reduced 
carbon waste to an absolute mini¬ 
mum. Our safety feature brings 
these lamps to an automatic stop 
after they have burned for twelve 
minutes without adjustment. Master 
Lamps are adjustable to any height 
or angle and embody all of the 
latest features of construction with¬ 
out the use of any intricate mechan¬ 
ism whatsoever. 

Equipment 

All Master Lamps are equipped 
with ten Evcreadv Therapeutic C 
(Ultra-Violet) Carbons and two 
pairs of goggles. All carbons sup¬ 
plied with Master Lamps are eight 
millimeters in diameter. 



Table 
Model “T” 
Price 

$25.00 



Floor 

Model “F” 
Price 

$35.00 
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Master Jr. Light 



Ideal small, low 
priced lamp for heat 
treatments. Gives sur- 
prising relief in the 
treatment of aches, 
pains, and muscular 
soreness. Also used 
with beneficial results 
in the treatment of 
rheumatism, neuritis, 
and in all cases where 
heat is needed. Serves 
the same purpose as 
•*ny high priced heat 
lamp. Complete with 
special heat generating 
bulb and packed in in* 
dividual carton. 


Marcel Iron Heaters 

Master Heater? possess features of construction, convenience 
and utility which cannot be surpassed. 

The bases of all Master Heaters arc constructed of heat 
relisting material and contain “on and off'* switches per* 
mancntly mounted. Metal pans arc of highly polished 
aluminum which cannot rust, corrode or discolor. The labo¬ 
ratory tested heating units of nichrome give forth a quick 
and even heat and can be used to heat all of a portion of the 
iron. 


Master Three Iron Heater 



Price $7.00 


The MASTER Three Iron 
Heater is so constructed that 
the heat secured from the 
center clement is used to heat 
the two outside holes to a lesser degree. The iron can quickly 
be brought to the proper temperature in the center hole and 
thereafter the proper degree of heat may be maintained by 
keeping the iron in cither of the outside holes. 












Master Heater No. 4 



Price 

$4.00 


Embodies all features of the tingle iron heater except that it 
baa no “on and off switch.'* Operates direct from light socket. 


Master Single Iron Heater 



The ideal type of heater for either professional or home use. 
Attractive in appearance and has an established reputation for 
durability and service. 


i 






Master Two Iron Heater 



Designed for the heating of two irons at one time. The in* 
creased capacity and added efficiency make it the more desir¬ 
able type for professional use. 

a -psintid in U. s. a. 
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THE VIOLET RAY 

ALTM BUILDING HIGH rUFgi'LNCV 
MAC IlfM I OR HOME USE 

nu M tuccewfnl («im in which clcitrnitv ha* 

•<d 4* 4 meall* (j| KCHIIHg good health U 
\»<* known *» Hi cl* Frtqurruy or Violet 
ly lilt. itu-tlmd |H< wonderful power of elec 
ran be applied io thr human body with.mt 
Miuriwin, >•» *h*»ch, and without Jj' Kri (tiwa 
4ilimit «ir ■»(ini»i'iii<. 

I. MAKkAltl J KiAUnmNG AGENT 

Violet Ray M * it In nit an equal in relieving 
nd corijji mi. ni. Utaaulatin* tl»r dinilamn 
4nrui8 c<M«J health, vigor and youth At a 
»*ng agent il i* inc.impaiahl. It •« an an 
: «mI In live treatment «l facial Memithe*. and 
t ita lOfiartciil tm* a fifth glow |. brought <•» 
» and a cleat htakhy complexion produced 
tirjtlitf I lit* haw and acilp, the Vn.M Ra 
icellrd If. *tJmulalin£ actum and pci an 
uahtirt. attiif CrrntciMliu.dy in the rraoival 
Irud anil in (topping falling hut and p*>» 
it* growth The iih- of the VKiln Ray f.n 
rotatent4 raih day lut a tendency In maki 
r thick. healthy. and heaiitiful It u mnj jr>d 
.raided hy hcaiity ipetulau* evervwhrfr 

1I.UAJU I ASSISTANT IN TREATING 
INNt'MIRAIUf OISORIM-KS 

c alone are nut the only «»*r. to which the 
Rar can he put ft* pnirtialtvr qualrttr* 
uitauljic the Mood *eIU and cau»e them 
ate, norther wuV the large qoantilio of 
generated, ictvr to make it an effective 
•Mirih.i and a mean* of treating many do 
ml rnenlitioii* Thr k machine* air of particu 
rlit HI the treatmeni of rhewmatitni, tumtugo, 

, and otaliar ailment* The toe of the Violet 
i humph* remarkable re*uk* in a ptr.it many 
■» when aO other rwana haw (ailed 

(ASTER VIOt LT RAV MAO IINl s 
machine* furnnhed arr the very hr.t to he 
Only (he lnpl.ru pi a Jr of material* 

J. The wnrkaundnp h Ilf thr fiorU and 
achlne ». hacked hy ilteen watt of eapert- 

■uaiifactmuip Violet Ray Machine* 


Mjfttrr Violet Ray No. 9 



Newly dcMpn<d and cmbodic* many wpiriot lea 
turr* &c0» al the luwrU price at which a nnepjr.r 
machine with a thock-proof hard rubber lundlr hi* 
net hren offered Complete with am active catry- 
tng cm of nuepOonally tubuanoal cotiUructio* 
and ge n eral electrode 

Miitier Violri Ray No. 2B 

The rnlire 
met hamara i* con¬ 
tained in the han¬ 
dle .4 tin. one- 
piece outfit. Em- 
h*>*l»o all of the 
Kqiinuea of mib- 
fixity and ea*r .4 
operation. The 
hzodle u aliock- 
proof and nude 
of hratjulully pol- 
iahrd hard rwhhei Indude* carrying 
Oie. General. Cotah and Metal Dr. s 
trodr* A real bargain $12.50 



Maxlcr Violet Ray No. 1 3 

Thr Utrw development in a oeie-paece machine 
EiceptniraUy *r«tg hard rubber huauanf and 
• pcciatly com- 
(tructed coil* 
that will not 
overheat 
Equipped with 
Surface, Comb. 
Throat and 
Metal Elec | 
tiode*. 

(Vice 

$15.00 


Tlur Master Violet Ray No. 17 

Th*» Ultu addi 

turn to out linr la 
equipped with No 
I General Eire 
trurie, CondcnacT 
Electrode No 2. 

Co aah Electrode 
No I. Throat 
Electrode No 4. 
and Metal Elec¬ 
trode No 12 The 
addition of the 

popular and lawful Condriiarr Dec 
Indt make* thu outft an article of 
etcrprionil util a- and a real value 


$17.50 




IT Oar pert im^rrimfrr bmmkirl. Jrurihimt fa detail tkr ikcrmfiratir aiitmm 1 
li mmJ rslmr ml ikit imJitfiratmhle mfpliamcr. trill he fmraitkrJ mpmm reqaeir. J1 


Master Two Piece Outlir« 



Mum or Violet Rav 


Exceptio natty 
«mall. bplu wright 
hatd ruhlvi lun* 
die* arr uud utl 
all Matter two 
pieec in>Klrl. Cat* 
lying cate* are 
mhttantully con* 
•1 ru.trd and very 
aUraitnr in ip- 
pearance All ma¬ 
chine* aie equip* 
p<d 4* ill-.i•trail'd. 

Mi mm VjoUi 
Rai No. A 

l*r*ec $25.00 

Matter Violet Rav 



Matter 

Combination 

Outfit 

Combine* high lit 
quernv and vibruuey 
apparatu* Hand 
•oan# Iratherrlte cm 
cred carrying ow 
ftiird with red velvet 
Equapped with aeven 
rlcctr.HSe* and three 
vibrator applicator* 
a* i8ii«Uatrd 
Corn'll*. 

$62.50 

syooo 
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THE VIOLET RAY 

A HEALTH BUILDING HIGH FREQUENCY 
MACHINE rOR HOME USE 

A most successful lorn in which slectr icily has 
tean used u * bmu oi ••curing good health is that 
phase known u High Frequency or Vlol«< Ray. By 
thii method the pow«i oi electricity can be applied 
lo the human body without pain, Mnaatlon. of shock, 
and without danger boa overbeitment or over- 
•ipOfura. 

A REMARKABLE BEAUTIFTINO AGENT 

The Violet Ray la beneficial In relieving pain and 
congestion, atiaulating the circulation and reetor- 
ing good health and vigor it ta a valuable aid In 
the treatment oi iacial blemuhea, and through Its 
consistent use a trash glow is brought to the akin 

For treating tho hair and acatp, the Violet Ray la 
unexcelled. Its atiaulating action and germicidal 
qualities, assist in the removal oi dandrui! and in 
•topping tailing hair and promoting its growth. The 
use oi the Violet Ray lor a lew momenta each day 
haa a tendency to make the hair thick, and healthy. 
It ta uaed and recommended by beauty specialists 
everywhere. 

A VALUABLE ASSISTANT IN TREATING 
MANY DISORDERS 

These machines are oi particular beneiil in the 
treatment oi rheumatism, lumbago, neuritis. and 
similar ailments. The use o( the Violet Ray has 
btough! ramarkafaia results in s great many in¬ 
stances when all other means have tailed. 

MASTER VIOLET RAY MACHINES 

The machines lurnished are tha very beat to be 
secured Only the highest grade oi materials are 
used Tile workmanship Is oi the linetl end each 
machine is becked by twenty years oi esperiaoce in 
eianuiactuiing Violet Ray Machines 


Master Single Iron Heater No. I 

This eppUaneo represents the ideal type o! neater 
lot either pioietsisoal or borne use. It Is ol attractive 
appearance and has an aatabliahed reputation lor 
durability and service 



The price is a feature and is lees than that usually 
paid lor marcelling iron heaters which do not embody 
the wonderful improvements oi the Master Healer. 


Supplied in three styles 

No. 1— As above—with switch U.iO 

No- 1—Two iron with switch 51.SC 

No. 4—Samo as No. 1 —lean twitch _14 SO 


The Master 



179 North Michigan Avenuo 
CHICAGO. ILL 



GLTudl (BtXJUiAil 
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Master Violet Ray No. 9 

Price $10.50 

Newly dengned 
ar.d embodies many 
superior features. 
Selli <1 the Icwerl 
puce «t which a one- 
piece machine with * 
shock proof Bakelitc 
handle has ever been offered Complete with attrac¬ 
tive carrying case of exceptionally substantial coo- 
etructioo end general electrode. 



Master Violet Ray No. 2B 

Price SH.00 

Molded of 
Bnkelite. these 
new MASTER 
machines have 
an angular sur¬ 
face that pre¬ 
vents slipping 
while In use 
and does away 
with the danger of rolling off the table 
or dresser. Complete with general, comb 
and metal eloctrode. 



Master Violet Ray No. IS 
Price S16.50 



Tho Lata at (level 
opmenl In a oee- 
piece machine, 
exceptionally alien'; 

Bakelite houaing 
and epectally con¬ 
structed coila that 
will not evert:oat 
Equipped with Sur¬ 
face Coroh. Throat 
and Matal Electrodes. In beautiful aiTa-Uned ossa. 


There new Bairelire housing* are now aupptied 
on all Waaler one-piece machine* the No. S. No. 28. 

No. IS and No. 17 Violot Raya. 

Master Violot Ray No. 17 
Price $11.50 

Thia latex! (idd.hon 
to our lino it equip- 
ped with No. 1 
General Electrode. 

Coedecaer Electrode 
Ns. 2, Comb Elec- ,/j 
Irode No. 3. Throat 
Electrode No. 4. and 
Matal Electrode No. 

12. The addition of 
the popular and uaaiul Condanaer Electrode makea 
thia outfit an article o! exceptional utility and a 
real value. Contained in beautiful ailk lined case. 

Laalrd aa (leaadatd lay Uaadevwnian Lakwalarwi 




Thia machine is 
designed to meet 
the demand for a 

the popular two 
type lor home 
The carrying case bolds five 
electros Is separate compartment as shown. 


Master Violet 
Ray No. $ 
Price $27.50 


Master Combination Outfit 


Complete 

$62.50 

Combinet high 
frequency and vifcre- 
lory apparatus. 
Handsome leather¬ 
ette covered carry¬ 
ing case lined with 
red velvet Equipped 
with seven elec* 
trodea and three 
vibrator applicators 
as illustrated 

Lama Vibrator Equip- 

mant $90 00 
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Violet Ray Machine de Luxe 

Prom Electrical Merchandising. M ivy, 1920. 

The Illustration shows the violet-ray 
machine made by the Ro-nu-llfe Electric 



Company, Detroit. Mich, known as lta 
•’model d«* luxe " It delivers two quali¬ 
ties of high frequency electricity and In¬ 
clude* a self-contained osone generator. 
By means of a three-way switch conven¬ 
iently placed on the highly polished 
mahogany-finished plate, a current may 
be selected for Internal treatments ; or n 
current for external treatments may be 
selected with no further adjustment of the 
controlling knob; or the current may be 
completely turned off the violet ray and 
the osone generator put Into operation for 
Inhalation. The osone Is Altered by pass¬ 
ing through pine needle oil before being 
inhaled. All metal parts are nickeled. 

Other models of violet-ray machines 
made bv this company are & small porta¬ 
ble out At built In a carrying case; one 
Ivory Antshed. designed for beauty parlor 
use; a larger portable with carrying cose 
separate; one designed for dentists use ; 
and one built In n self-contained carrying 
case 
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Light-Weight Violet Ray 
Machine 

Trom Electrical Merchandising, Aufual, 1020 

A new vlulet ray machine designed to 
operate for a long period without over¬ 
heating Is a product of the Master Elec¬ 
tric Company, 113 8outh Jefferson Street, 
Chicago. Tne handle of the machine Is 
light In weight, and both handle and 
cords are said to be spark leas, thus elimi¬ 
nating any danger of shocks or sparks. 
Regulation Is obtained by turning a small 
adjustment knob. 

This machine, which is being marketed 
under the name *'De I .use." can easily 
be carried around, as Its weight Is only 
3 lb. It operates on any current, alternat¬ 
ing or direct, and Is said to consume about 
one-fourth of the current consumed by 
the ordinary lC-candlepower lamp. The 
generator Is mounted In a mahogany cabi¬ 
net, with silk connecting cord. The 
apparatus Is supplied In a leatherette case 
for carrying. 



1 
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GUARANTEE 

The Mastor Violet Ray instrument is guaranteed against 
mechanical and electrical defects for a period of one year 
from date of purchase by the user, providing that all 
instructions for the proper use and operation have been 
followed. Defective parts will be replaced free of charge 
when needed, providing the apparatus is returned to the 
factory propaid. Damage caused by parties other than 
ourselves in attempting to repair our machines are not 
coverod by this guarantee. Glass applicators are not 
guaranteed for any specified period of time; they are 
made of the very best materials obtainable and thorough¬ 
ly tested before shipping. 


IV Master (|^) Electric Co. 

179 North Michigan Avenue 
CHICAGO, U. S. A. 


JJlSL WjOAieA, 

Jhsuc^jusmn^ 

LET 
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DIRECTIONS TOR OPERATING 


The Violet Ray High Frequency Outfit 

Insert glass applicator into the Instrument. 

Attach tho connecting plug to the lamp socket. 

Turn the curront on. 

Adjustment ol the Violet Hay discharge is obtained by the adjusting knob. To the 
right the discharge increases, to the left it decreases. 

Start any treatment with a mild discharge and Increase it gradually to tho re¬ 
quired strength. 

Tako good care oi the connecting cord. Keep it dry and Iroo from knots and twists. 
Have it repaired in time II signs of wear appear. 

Don'fs 

Do not attempt to repair the apparatus If the necessity arises, write to the factory 
advising ol your difficulties and you will be informed what to do. 

Do not use tho Mastor in connection with any tonic or medicament containing a 
largo percentage of alcohol on the hair or any part of tho body. 

De careful with the apparatus and when not in use turn the curront off. Bo on the 
safe sido and remove the connecting plug Irom the lamp socket after use. 

Do not touch the appliance or attempt to connect it to a lamp socket when your 
handB are v/et. Do not use whilo at the wash basin or in connection with an 
electric bath. 

Do not operate your machine al any one time longer than ten minutes. To do so 
overheats the coils and may result in their burning out. When this occurs. our 
guarantee does net apply. The machine may bo wed intormitlently over a long 
period of time providing tho coifs arc permitted to cool between use. 

Do not allow tho body to come in contacl with metal. This includes metal furniture, 
while taking or giving treatments. 

Another don’t that is indeed very important is that the handle of the Violot Ray 
Machine should not bo grasped close to the applicator while tho machine is not 
in use: i. e.. when the current is turned on and tho applicator is not being applied 
to the body. 

Tho reason lor this is that tho curront will jump from the tip of tho handle if it 
is not being drawn off by the glass applicator to some part of the body. It is a simple 
matter to avoid by merely holding the handle of your machine at the end farthest 
away from the electrode. 

Occasionally we have complaints when one piccc machines do not operate when 
held in a vertical position. When this occurs, use a stronger current or reverse the 
position ol the machine. It is novor nocossary to use machine in upside down 
position 

Damages arising from carelessness are not covered by our guarantee. If instruc¬ 
tions are properly followed, the Master will last indefinitely. 

Many pooplo return machines that are in good order. If machine does not work 
try its operation on another electrical outlet. 

Master Violet Rays seldom give the user trouble and will last indefinitely. Nothing 
is to bo oiled or adjusted. When trouble occurs it ib usually with the electrode, as 
already explained, or due to a broken cord at the point whero it ontors the cap 
in the base of the Bakelite handle. 

Listed as Standard by Underwriters' Laboratories 


The Violet Ray 

High Frequency 

O NE of the most remarkable developments of the wonderful science of electricity 
is that ol the Violot Ray machine or high frequency generator. Tho Violet Ray 
rnay bo said to be a diffusion of an electrical current oi tremendous power 
and resistance, into millions oi tiny harmless units which can be applied to the tenderest 
and most delicate purls oi the body without the slightest harm. As upplied to the human 
body, its results have been found to bo of enormous bonofit in innumerable instances. 

Causes of Human Ailmenfs 

All human ailments, with tho exception ol certain highly contagious and infectious 
diseases, can bo traced to faulty circulation and impure blood. When exorcise is takon 
as a matter of course and sound steep and appetite are natural, weakness and disease 
seldom develop lor the reason that tho blood is adequately supplied in its richest 
state to every part of the body, thoreby nourishing ovory organ and muscle and pro¬ 
viding adequate protection against any tendency to weakness. As persons grow older, 
however, there is a tendency to forsake physical exercise and to retire to a quieter 
and moro secluded modo ol living. Tho circulation suffers accordingly, and instead of 
being drlvon to every part of the body in its richest stale, a portion collects in the 
internul areas and becomes stagnant because of tho impurities thrown off by tho body. 
Thoso impurities aro absorbed by the tissues and a condition of self poison results. 
aB a consequence of which the body bogins to deteriorate, the digestive organs fail 
to function properly, the internal organs bocoroe sluggish and weak, and weaknesses 
develop which are peculiar to men and women. This weakened condition of the blood 
and vital organs leavos the human body easily susceptible to any disease to which 
it may become exposed. 

Counteracting These Causes by the Use of the Violet Ray 

The Violet Ray has provided the moans of bringing to every homo, at a reasonable 
price, a method whereby every vital process can be quickened and the blood made 
to course through the body with renewed vigor. If nccossary, tho treatment can bo 
concentrated on any organ, muscle or nerve, however delicate or tender, and tho 
same results secured. By this treatment the impurities are washed Irom the aifected 
organs by a rich, warm flow of blood which nourishes and stimulates tho tissues 
and which is generated by the penetrating current oi the Violet Ray. reaching tho 
cells which supply lilo to the tissue, and causing them to vibrate. The stagnant pool* 
of blood are thus set in motion and tho poisons contained therein aro roliovod 
by the purifying processes of naluro. The blood thus being freed of poisons in able 
to tako up oxygen from the lungs and nutrition from the digestive organs and inturn* 
laden with tissue-building material to every part of tho body. In this way now tlssun i» 
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formed to replace that destroyed by disease J 
and carried away in the blood stream. This 
process of stimulation is called a "cellular I 
massage" because of the fact that the vibra¬ 
tion or contraclilo effect is expanded upon tho 
individual colls making up the tissue, rather 
than on individual muscles. This is an import- 
ant reason why the high frequency current I 
produces such marked elfect on nutrition and 
general health. Collular maBsago is much 
more penetrating and beneficial than muscuH 
lar massage as produced by mechanical < I 
vibration. 

Application of the Ray 

The Master Violet Hay is applied through, 
vacuum applicators or electrodes made of 
annealed glass. The electrodes diffuse the I 
electrical current in Bprays of a beautiful, deep 
violet color. Those sprays vibrato to and ho 
thousands ol times por second. This rapid vibration is what produces tho pleasing, 
invigorating and corroclivo effect derived from Violet Ray treatments and described a* 
cellular massage. A low minutes application each day. simply holding tho applicator j 
in tho hand, furnishes a tonic to the system which does much to light disease and keep 
the body in a healthy state. Inasmuch as prevention is to bo desired a thousandfold 
rather than a cure, this point alone makes the Master Violet Ray indispensable in 
your homo. 

The Violet Ray while introducing all ol the tremendous power of electrical energy 
into tho body, does so without the slightest pain, shock or contraction of muscle*. 

Its application, on tho contrary, produces a pleasing sensation, and the amazing 
results of the Violet Ray treatment have caused it to be accoptod by many physician* 
throughout the country as part of their equipment. The machino is ready for use by 
simply connecting It to any convenient light socket. The Master Violet Ray is the 
essence of simplicity and can be operated by a child with tho utmost salety. 

Methods of Applying the Violet Ray 

Threo distincl methods of application are in general use, according to the condition* 
present and the results desired. 


Given with specific surface or orificial applicalors made for that purpose. 

A benoficial warmth is induced by the action of the Violet Ray. the capiUario* 



mi §0 skin .no stimulated during the application and for somo time thereafter. Any local 
with a vacuum electrode is an effective antiseptic, largely on account of 
generated. 

ol lh* greatest benefits of the Violet Ray is the fact that it can bo used with 
results in local conditions. When the Master Violet Ray is applied to 
"f th» body, it gives to a certain extent a general treatment by stimulating 
Hkilnttoii In treating local conditions, these results are greatly increased by 
||Cal treatment to tho part affected. Suppose one is afflicted with rheumatic 
Ji« shoulder, you apply the Violet Ray treatment to the painful part. The 
•d. will be an immediate sensation of warmth. After a slight treatment it will 
Jpl (hut the part treated has become slightly reddened by the blood that is 
Hptpnnoo to stimulation secured from the treatment. 

^IIdouI nutriments can be given to any part of tho body with very good results. 
[■»t" - tho desired results at the treated part quickly and also benefit to a 
dog loo the entire system. The body is penotratod by radiant atomized 
instating energy and vitality to the entire system, 
i OCN1.RAL APPLICATIONS 
■ a* electrification treatment for the 
tho general condition. The entire 
Bf «•<it noted with electrical energy by 
holding the electrodes in the hands, 
fed*• "’ll a sedative or quieting effect. 

Roy High Frequency Currenls have 
^^Bftdonry to establish a normal equil- 
of tho ontiro nervous system. Arterial 
H|^bi during a general treatment usually 
slightly while it falls a short time 
i General treatments are recom- 
Hp l» nil ncrvouB disorders and diseases. 

Ilfcltd INDIRECT APPLICATIONS 

^^Hililmi* local and general treatments and 
two people. Tho party to be treated 
the electrode firmly in the hand. A 
party 'hen may draw with either hand, 
oi another electrode, the high Ire- 
< uritnl to tho desired Bpot of tho 
body. 

Selective Effects Obtainable 

10 A MEDATIVE 

4 quieting or soothing effect can be obtained and Is of great benefit in all 

L ^P^®*** ailment*.. This of feet can be produced locally by keeping the electrodo in cloa* 
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contact with the part to be treated. Painful sensations can be relieved, irritated norves 
tranquilized and soothed. NervouB disorders are quickly and beneficially influenced by 
a sedative treatment. 

B: AS A STIMULANT AND TONIC 

A stimulating elfect is produced when the 
electrode is lifted somewhat during the appli¬ 
cation or used through the clothing or a cloth 
which has boon put over the part to bo 
treated. The length of the stimulating sparks 
depends on tho thickness ol the clothing or 
cloth placed betwcon the electrode and tho 
body. Uniformity in spark length is insurod 
by tho cloth. This stimulation is caused by 
tho many small sparks generally called High 
Froquoncy Spray. They cause a pleasant and 
tingling sensation and bombard thoroughly 
the area which they cover, resulting in a 
very bonellclal heating effect. They also gen¬ 
erate ozono which is directly driven into the 
tissue, causing the ozonation of the blood. 
These sparks are germ-killing and overcome 
inlection. 

Stimulating treatments through clothing are very beneficial in rheumatism, lumbago, 
and partial paralysis. Skin disorders, whore the circulation is impaired, are often greatly 
benefited by a slight stimulation. A singlo layer of a handkerchief produces onough 
resistance in such casos. An ordinary towel is best to use in chronic rheumatism and 
similar affections. 

Loss of weight, lack of appotito. general weakness, lassitude and similar conditions 
as a rule indicate Anemia or impoverished blood and poor circulation, commonly called 
a run down condition. 

The Master Violet Ray primarily increases tho blood circulation. It docs what tho worn 
out. run down body cannot do naturally. Disease germs are, therefore, fought end con¬ 
sumed, poisons are dissolved and carried away. 

C: AS AN INTERNAL ANTISEPTIC 

Wherever tho Violet Ray comes in contact with the oxygon in the air it changes a 
part of that oxygen into what is known as ozone, a concentrated form of oxygen that is 
a great many times more active than that in the air. Oxygon in the blood has the 
remarkable quality of burning up dead or diseased cells without burning up those that 
are healthy, and it is the only antiseptic known that can be taken directly into tho body 
with this elfect. 
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For this Iroatmont the Master Ozone Generator shown on page 20 may be used with 
any Master machine far the purpose of obtaining largo quantities of ozone for inhalation. 
The effect of inhaling ozone is much the same as that of inhalinq large quantities of 
pure air, or even pure oxygon. It purifies and enriches the blood, invigorates the body 
and causes pure oxygen to b© taken up in large quantities in the blood stream. 

Ozone Inhalation is of particular benefit in the treatment of respiratory disorders. 
Taken into the lungs it altacks Iho diseased cells and causos them to be oxidized and 
thrown ol! with the exhaled air. It is a most essential form of treatment for asthma, 
hay lever, and all lung, throat and noso cases. 

This treatment may also bo obtained by using a surface applicator and applying it to 
the surface of the body noarest Ihc seat of the trouble. As tho Violet Ray leaps from the 
applicator into the body it carries with it minute quantities of this concentrated oxygen 
which is thus injected directly into tho tissues and blood. This is known as cataphoric 
action and he* the elfect of overcoming the lack of oxygen in the blood by charging it 
with an added quantity. 

As Applied for Specific Conditions and Ills, The Hair, 

Scalp and Skin 

If you do not feel well you cannot look well. Many women realizing that good 
health is essential to real beauty and tho prolonging ol youth use the Master Violet Ray 
with faithlul regularity. The results obtained through its applications will bo a revelation 
to you and in a remarkably short time will bring your body, health and appearance 
to that condition that Nature intended it should be. Rich, red blood is brought to Ihe 
skin with the use of tho Violet Ray. It nour¬ 
ishes tho tissues and cells and brings the 
radiant hue of health and beauty to the skin.. 

All facial blemishes quickly vanish. 

Practically every disease ol tho Bcalp and 
hair, as dandruff, falling hair. etc., can be 
traced to the Improper circulation of Ihe blood 
flowing through the scalp. Tho roots aro fed 
through tho blood, which flows through small 
capillaries in the scalp almost microscopic in 
size. Because of their smallness, they become 
clogged very easily, as a consequence ol 
which most persons aro affected with some 
form of scalp disease. To overcome scalp dis¬ 
ease. it is first necessary to remove the cause, 
and as this is poor nutrition duo to faulty 
circulation, the Violet Ray naturally suggests 
itself as the ideal remedy. 

For treating tho scalp wo have a special comb electrode which conforms to tho shape 
of the head and pulls easily through Ihc hair. Millions of tiny electric sparks jump from 
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the applicator to the scalp, carrying with thorn pure ozone which acts as a gormicidal 
agent and destroys any foreign organism which may be present. The tiny ncrvo and 
blood vessels are gently massaged, the blood starts flowing and nourishment is brought 
to the roots of the hair. 

By the first treatment a warm, glowing, 
healthy feeling is brought to the scalp, and 
with a few successive treatments great im¬ 
provement will be noted. The hair very 
quickly takes on a natural, glosBy and healthy 
appearance. Tire use ol the Violet Hay lor a 
few minutes each day will make the hair, 
thick, healthy and beautiful. 

The Violet Ray is used by all modern 
beauty specialists in the treatment of the hair 
and skin. 

Neuritis 

Neuritis, as commonly understood, is rheu¬ 
matism of the nerves. Although any nerve 
may be involved, the name neuritis is con¬ 
fined almost entirely to inflammation of the 
brachial nerves, which run from the upper part ol the spine across the shoulders and 
down the arms. When the arms are liftod slightly, sharp, twinging, shooting pains are 
felt in the arms and shoulders. Temporary relief can bo secured by the use of properly 
applied heat, but permanent results can be affected only by relieving the inflammation 
and removing tho cause ol the pain. 

Treatment should be with a very mild current gently applied to the pain area for 
about throe minutes several times daily. As these norvos react very quickly, the first 
lew treatments should be mild and short, but as tho norvos become accustomod to it 
the treatment should be Increased in strength and duration. 

Not only does the Violet Ray improve health, but a permanent roliof is secured by 
relieving the inflammation and removing the cause of the ailment. 

Rheumatism—Lumbago 

One function ol the blood is to dissolve and carry away poisons. When circulation 
becomes sluggish or impaired these poisons, lnslead of being carried away, ate 
deposited throughout tho systom. most commonly at the Joints. At first this causes 
slight annoyance, but continued deposits results in the joints becoming solid, swollen, 
and severely painful. This condition is known as Articular Rheumatism, and will act 
upon the muscles in a similar manner, resulting In what is commonly called Muscular 
Rheumatism. 

Inflammation of tho nerve or muscles situated immediately below the small ol die 
back is known as Lumbago. Those pains are most apparent when the body is inclined 
lorward or sidoways, or when these muscles and nerves are brought into use. 
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Application of tho Violet Ray to the affoclod parts restores circulation to normal, 
drives oxygen directly into the blood and rosultB in a consequent dissolution of tho 
poisonous deposits causing the ailment, thoreby relieving tho inflammation. Increased 
quantities of nourishment brought by tho invigorated circulation build up and restore 
tho affected part to normaL 




Headaches—Insomnia—Brain Fog 

A headache is a symptom of some local or constitutional derangement and not a 
distinct disease. Few drugs are directly curative and some are paxalyzers of the heart 
while others destroy tho red blood corpusclos. 

When the Violet Ray removes pain it also builds up the forces of nutrition and 
goneral health. One ol the most common uses of the Violet Ray is tho removal of 
hoadache and in such a way as to leave tho system in a normal and not a “doped" 
condition. Long, lasting relief is the rule, but some forms of pain return, and for these 
regular and persistont treatment is requirod. 

Adequate and refreshing sleep and brain 
rest is necessary to good health. Inability 
to obtain these necessities is a very 1 rouble- 
some symptom which one should not noglect. 

There is no substitute for adequate sloop and 
rest. The Violet Ray, by its sedative action, 
tends to soothe and calm the nervous system 
and equalize the circulation, thus restoring 
this most ossential capacity to normal. 

Metabolism—The Secret of Health 

Perfect health depends upon tho proper 
functioning of the combined building up and 
tearing down processes that are continually 
going on within our bodies and which aro 
commonly described as Metabolism. Human 
energy is produced by Ihe oxidizing, or burn¬ 
ing up of certain elements in tho colls and 
tissues throughout the body. This process is 
responsible for tho heat ol the body. 

For the purpose of maintaining health, 
these elements that are being burned must 
constantly be replaced by nature. All too fre¬ 
quently, however, the balance ordinarily maintained between these processes is dis¬ 
turbed by a deficiency or surplus of new material. In cases where there is a deficiency 
tho parts affected become wasted, wcakoned. and an oasy prey to diseaso, In the 
second case they become flat, flabby and enlarged and, as a consequence, ato unable 
to function properly. In either case tho result is poor health. 
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A person's age, in terras of health and appearance, is governed by this process 
of metabolism. In early life the building up process is dominant and we have a period 
of growth and development. In the early twenties the stationary point is reached where 

the two are balanced. As long as this balance 
is maintained health is good and the human 
body is possessed of the buoyant energy 
and vitality characteristic ol young manhood 
and womanhood. A disturbance of this bal¬ 
ance results in the loss of this vitality. 

The tearing down process dominates during 
the period of old ago or decline. Ii is inde¬ 
pendent of years, however, and frequently 
begins in persons under thirty. With proper 
care, however, the building up process can 
be raado dominant for many years and the 
ravages ol old age postponed indefinitely. 

Metabolism depends largely on the quality 
and proper circulation of the blood. A proper 
amount ol oxygen is nocosscry in the blood 
to oxidize the body tissues and thus furnish 
energy. Tissue building elements must be 
supplied through the blood to replace those 
that aro oxidized, and disoase germs which find their way into the body must bo 
overcome. 

Every person who needs concern himself or herself with the subject is familiar 
with the symptoms of old ago. Suffice It to say that the first indication is the loss of 
buoyancy felt in early life, followed by minor disorders which gradually grow more 
serious. It is highly important that those symptoms be overcome in their earliest stagos. 

The Violet Ray not only prevents the premature appearance of these symptoms, 
but will remove the cause of them after they have become apparent, if properly used. 
It does this by normalizing Metabolism by working through the blood stream and 
equalizing the two processes necessary to perfect health. 



Violet nay treatments increases tho oxygen content of the blood, thus hastening 
the oxidizing process in the tissues and causing waste material to be thrown off. It 
energizes every cell, causing new tissues to be built in a normal way and assisting 
in the removal of surplus fat and foreign deposits. By the addition of its aiding the 
processes of digestion, assimilation and excretion it can be readily soon that it will 
correct tho tendency to premature age by the normalizing of every body function. 
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Prostatic Diseases 

Tho most distressing ailment, common to so many men of middle ago. is one in which 
tho high frequency current is almost a specific. 

Medical authorities agree that more than sixty per cent of all men past middle ago 
(many much younger] are afflicted with a disorder of the pro3tato gland. Aches in feet. 


legs and back, sciatic pains, and impotence 
arc some of the signs. No man should ap¬ 
proach the prime ol life content to regard 
theso pains and conditions as inevitable signs 
of approaching age. 

In treating tho Prostate through tho rectum 
place tho patient on one side in the Sims 
position with the knees woll drawn up. 
Electrode No. 22 well lubricated, is then in¬ 
serted in the rectum about six inches with 
tho depression in the tube turned toward tho 
front or anterior wall of the rectum so the 
gland rests into depression lor best rosultB. 
In Prostatic diseases of all kinds the High 
Frequency current has proven most efficacious. 
The duration of oach treatment is three to five 
minutes. Extraordinary results are accom¬ 
plished in all of Prostatic diseases. Enlarged 
Prostate should show improvement from tho 
very first about two or three treatments a 
week. Treatment by or under direction of a 
physician is advised. Same treatment for 
senile hypertrophy, impotence, elc. Two or 
three treatments a week, then skip a month. 



Nervous Affections 

No wider field of application is served by High Frequency current than that of 
affections of tho nervous syslom. 

In the treatment of nervous diseases by the use of drugs thoro is always a question 
of reaction and the elimination of the drugs. No two pcopio aro alike and cannot bo 
treated alikor some aro susceptible to certain drugs and others not. whereas the 
Violet Ray can be so applied as to be tolerated by everyone. 

The average sufforor from nervous disorders is chary of electrical treatment because 
ol the fear of shock, burning, elc. His impression has boon gained from experience 
with galvanic and faradic batteries and other devices, tho treatment from which is 
harsh and unploasant. 
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To such sufferers the mild, soothing, painless Violet Ray current comes as a positive 
boon. The tendency to fear is ontircly eliminated, and the sedative restful after effect is 
welcomed and enjoyed. 

Most of the functional neuroses may bo benefited by High Frequency. 

Keep This in Mind 

Do not be afraid of the Violet Ray High Frequency current. It never harms. It causes 
no shock. Use Violet Rays lreely so that you may familiarize yourself with their 
peculiar nature. 

Violet Rays grow in their usefulness the more you study their action and effect. 
Make it clear to yourself what you wish to accomplish. If you want a soothing effect, 
do not apply a strong spray by holding the applicator distant from the part to be 
treated: mako a close contact inside with the bare skin. If you wish stimulation treat 
through the clothing with a current strong onough to reach your tissues. If a tranquilizing 
effect to quiet the nervous system is cUssiied. do not use a current strong enough to cause 
irritation. Lot those be the guiding principles to you and the result in the use of the Violet 
Rays will be surprising. 

In simplicity of operation, wide range of adjustment, durability, beauty and unique 
construction. MaBter Violet Rays are the ideal all purpose generators. Their superiority 
has remained unchallenged lor twenty years. 

Unless otherwise specified, all machines will be furnished to operate on standard 
voltago of 110 to 120 A. C. and D. C. 

Machines can also be furnished to operate on 220 volts and 32 volts. Our 220-volt 
windings will run on both A. C. and D. C. current. Voltages are from 200 to 240 volts. 

The now models of Master Violet Ray machinos shown herein, are the result of years 
of experience in the exclusive sale and manufacture of these products. All Master 
machines are manufactured of the best material obtainable) by highly skilled, experienced 
workmen. Our various inspections are the most rigid it is possible to give. 


Introducing a new line of Violet Ray Machine* that, in addition to their highly 
regarded and unquestioned therapeutic value, have a beauty appeal in every line 
of their new design. 

Molded from Bnkelite in a harmonious blend of jade green and ebony black, lliese 
new MASTER machines have an angular surface that prevent* clipping while in use 
and does away with the danger of rolling off the tuhle nr dre^er. Never before has 
u Violet Ray Machine achieved such a handsome and striking symmetry. The carrying 
ruse*, too. have been improved in appearance to further tin- color scheme. Another 
important improvement of the carrying case i- tin* coiling of the cord which prevents 
knotting and breaking. 

These new green and black housing* are now supplied on ull Master one-piece 
machine*: the No. No. 2B, No. 15 and No. 17 Violet Rny>. 
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Master Violet Ray No. 9 

Newly designed and embodies many superior features. Soils at the 
lowest price at which a one pieco machine with a shock-proof Bakelilo 
handle has ever been offered. Complete with attractive carrying case 
of exceptionally substantial construction and general electrode. 

Price. 110-125 Volts .$9.00 

For 220 or 32 volts, add $1.50. 

Special Feature Found Only in Our Violet Ray Instruments 

A very important feature of all Master Violet Ray machines la the spocial 
patented Master Electrode sockot terminal which is a pari ol the resonator coil. 
Should the electrode break, the coil can simply be unscrewed from tho hous- 
mg and the electrode and easily removed by inserting a scrow driver or 
knife in the insertion, as shown in illustration. 

In tho past, where tho electrode has broken, it has boon necessary lor 
practically all users to take theso to an electric shop or repair man to have 
the alectrodo end removed. This annoyance is altogether eliminated, both to 
the user and the dealer, by tho patnr.ied Master Electrode Terminal sockot 
which is found only on Master Violet Ray machinos. 



Master Patent 
Electrode 
Socket 
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Master Violet Ray No. 2B 

This machine is of the one-piece typo that is, the entiie outfit is contained in 
tho handle and there is no separate coil contained in cabinet or carrying case. For 
those who desire simplicity in appearance and operation, this Master Ono-pioce type 
machine offers tho greatest efficiency possible. It is without question the greatest value 
ever offered in a one-piece outfit. 

Tire entire mechanism is enclosed in a beautiful highly polished bakelite housing. 
It is light in weight and comos equipped with a handsome seal grain carrying case. 
Surface Electrode No. i. Comb Electrode No. 3 and No. 12 Metal Electrode. 

List Price. 110-125 Volts. $ 12.50 

For 220 or 32 volts, add SI.50. 
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Master Violet Ray No. 15 

This wonderful new model ropresonts the latost development in a one-piece outfit. 
Due to our special type of construction the machine cannot be thrown out of adjustment 
by turning the adjustment knob too tightly and locking the vibrator springs, a defect 
found in most other one-piccc outfits. 

This machine is without competition where lasting qualities and value are considered. 
Equipped with handsome carrying case with No. 1 Surface. No. 3 Comb, No. 12 Metal 
and No. 4 Throat Electrodos. 

List Price. 110-125 Volts..$ 15.00 

For 220 or 32 volts, add $1.50. 

Our adjustment is a piece of precision mechanics, highly developed, accurate and 
dependable. Tho arrangement of adjustment prevents locking of vibrators, thus eliminating 
burning out of the coils. Thin is a feature of all Master machines. Our handles are rnoldod 
in one piece so that there is no leak from the nozzle. 
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Master Violet Ray No. 11 

This machine comes equipped with three Electrodes Comb, Throal and General, 
contained In a very beautiful carrying case- The magnet coil is mountod on a highly 
polishod Formica plate. Coils and condensers are oversize to prevent overheating and 
the Tesla coll is designed to stand hardest usage. The handle of the machine is con¬ 
structed of vulcanized hard rubber and is shock proof. 

Price. 110125 Voile . $ 12.50 

For 220 or 32 volts, add SI.50. 

Master Violet Ray No. 10A 

This machine is the same as No. 11 illustratod above except that it is equipped 
with the No. 1 Generator Electrode only. Tho machine in packed in handsome container. 

Price . $ 8.50 

For 220 or 32 volts, add SI.50. 

Our 220*volt windings will run on both A.C. and D. C. current. Voltages are hom 
200 to 240 volts. 

The carrying cases on all Master Violet Rays aro designed lor beauty and service. 
The very latest materials and designs are used to make them serviceable, and ultra 
modern in appocrance. 


ilMIIIIJ .. I 


Master Violet Ray No. 17 

This oxcollont model has been added ta our already complete line lor the purposo 
of supplying a largo number of our customers with a machino having a condenser 
electrode as a part of its equipment. Tho applicators included with this outfit are General 
Elcctrodo No. 1. Condenser Electrode No. 2. Comb Electrode No. 3. Throat Electrode No. 4 
and Metal Electrode No. 12. All equipment is enclosed in a handsomo green silk lined 
carrying case. The addition of the popular and useful condenser electrode makes this 
outfit an article of exceptional utility and a real valuo, 

List Prico, 110-125 Volts. $ 17.50 

' For 220 or 32 volts, add 51.50. 

All Mastor Violet Ray Outfits are designed to work on standard current, 110 to 120 
volts. A. C. or D. C. 

The output of Master instruments is truly marvelous, not only is tho amperage 
tremendously high at the full adjustment, but the milli-amporago is groat in volume, 
causing much heal at the point of application to the body, an effect most desirable and 
not found in other instruments. 
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Combination Outfit 

This very complete outiit, oquippod with a high frequency unit of thrce-condenscr 
capacity and vibratory apparatus, presents the two recognized methods of olectric 
application. 

The high frequency generator in equipped with extra capacity condensers and has very gient 
penetrative power, developing a current of great thorapeutic value. Individual condensor opera 
tion and the operating strength ot the current on each condenser can he regulnted by means of 
the handy switch and adjustment knob respectively, bolh ol which are plainly marked and 
mounted on the bcautilully engraved panel ot black bakelile material which contains all 
controls. 

Vibratory treatments are secured horn the universal current motor driven vibrator cquippad 
with speed controls. This apparatus can be operated by inserting the plug in tho vibrator 
outlet mounted on tho panel, or independently of the rost of the machine, if desired. 

High frequency equipment consists of General, Comb. Thtout, Eye, Spinal, Metal and Cautery 
Eloclrodos. Facial, Scalp and Body Applicators tire iutnished as pail of this vibrcloiy equip¬ 
ment. The entire unit is enclosed in a handsome leatherette carrying case lined with red velvet. 
The very finest oullil that can be secured. You will find nothing liner on the market at any prise. 


last Price. $ 62.50 

Without Vibratory Equipment. 50.00 


No oxtTa charge lor special voltage. 

This machine can also bo furnished without vibratory equipment. When so furnished the 
vibrator outlet in always available (or use in connection with a vibrator already in one's 
possession or which may bo purchased later. 
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Master Violet Ray Outfit No. 8 

This machine is designed to moot tho demand for a complcto Violet Ray oquipment 
of the two-piece type for home and profession, at a moderate price. 

The case is designed to hold five electrodes, which are contained in a separate 
compartmont with clips to hold the electrodes. A flap separates this compartment 
from the Generator. The case is volvet lined and very attractive. 

The equipment consists of the Surface Eloctrode, Comb Eloctrodo, Throat Electrode. 
Cautery Electrode and Metal Saturator. 

A beautiful finished, quality product. Distinctly a Master Product. 

List Price . $ 25.00 

No extra chargo for special voltages. 

Every point of construction, every piece of material used. Is given careful attention 
with the view of placing in the purchaser's hands tho best your money can buy. An 
instrument that will give service when needed and one that will not break down 
under continued uso. 

We manufacluro only high grade, substantial machines. Quality considered, the 
price is most reasonable, within everybody's roach. 
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VIOLET RAY ELECTRODES 



Ozone Generator No. 28 

Th«* Ozone Generator is a special applicator dosignod for direct medi¬ 
cation in nasal, throat, bronchial and lung affections. It generates enor¬ 
mous quantities ol ozeno. Ozone is a Joint blue gus composed of oxygen 
and is formed by the pannage ol an electrical discharge through air 
Outdoors, we get ozone alter a thunderstorm and indoors, the name 
eiloct can bo producod mechanically with Violet Rays. 

Ozone treatments are very beneficial, and excellent results ot© 
secured In all diseases of the Respiratory Organs, Influenza, Ca¬ 
tarrh, Bronchitis, Asthma, Hay rover, otc., quickly show marked 
improvement Irom its use. The ozone permeates every cell de¬ 
stroying germ life, and soothes the inflamed tissues. 

Directions for Operating Ozono Generator 

The generator is pushed into the instrument handle and 
alter filling the inhalant chamber onc-lifth with inhalant 
solution, the current is turned on. The right hand is thon 
put around the ozone chamber while the other hand actu¬ 
ates the pressure bulb at convenience. The nostrils are 

E laced over or light against the nose-piece, ar.d the ozone 
i forced down through the nose into the lungs by pressing 
the bulb. Inhalation may also bo made through the 
mouth by changing tho none-piece tor tho mouth-piece. 

The inhalant solution contained in the upper cham¬ 
ber ol the generator washes the ozone as it bubbles 
through it. allowing particles oi it to be carried along 
in the form of vapor. 

Our now type Ozone Generator may be used as an 
atomizer. 

Tho complete outfit consists of the Generator, a noso- 
piece. a mouth piece, pressure bulb, inhalant solution. 

Complete with all attachments.S10.00 
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VIOLET RAY ELECTRODES 


ELECTRODES AND APPLICATORS 

Vacuum Glass Electrodes lor High Frequency Violet Ray Application arc made in two types: 
Plain, or nor.-insulatcd and insulated. Insulated electrodes are used for Oraiicial Treatments 
mostly, as they deliver a greater quantity ol current at the desired locality. 

Master Electrodes are made oi the best grade of special glass, which will stand heavy usage 
without signs ol deterioration. The vacuum In Master Electrodes Is ported. The ends of tho elec¬ 
trodes are protected by metul caps, which insure greater lile. All electrodes are carelully 
tested and pneked. 



Price 


No. 2 CONDENSER ELECTRODE. As tho name im¬ 
plies. it condenses the current, and produces a 
strong, even How; also generating electrical heat, 
which is very desirable in deep seated cases. Used 
for Rheumatism, Lumbago, Neuritis, etc. 

Price $3,50 


NO. 1 GENERAL ELECTRODE. For tacial and body 
treatment, and for any surface application. This applica¬ 
tor is supplied with all Master Violet nay machines as 
a part of the instrument, 


Sl.OO 




NO. 3 COMB-RAKE ELECTRODE. -Used tor all scalp troatmonts; 
rolling Halt. Dandruff. Gray Hair, and lor stimulating the hair 
cells. 

Price . . $1.50 


NO. 4 THROAT ELECTRODE.—Designed to lit over the neck. 
Excellent results havo boon accomplished with this electrode 
in Goitre, Tonsililis, Double Chin. 

Price SI .50 


NO. 5 EYE ELECTRODE.-Single F.ye Electrode designed 
to tit closely over the eye. When treatment in givon only 
a slight warmth can bo foil. Is used lor tho treatment of 
all eye complainls and lor strengthening the optic nerves. 
Price $1.00 


NO. 6 SPINAL ELECTRODE. For all Spinal treatments. Ar¬ 
ranged so that it fits over both sidos o! tho veretebrae. 

SI.50 
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VIOLET RAY ELECTRODES 
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VIOLET RAY ELECTRODES 


DENTAL ELECTRODES 


No. 41 Dental electrode straight 
bulb . 


2 j 






No. 42 Dental electrode hollow 
bulb . 


No. 40 Dental electrode for spotting 
inside of Jaw. 


No. .10 Dental electrode for front 
g'um treatment. 



No- 45 Dental abscess electrode. 


No. 53 Dental electrode for gum 
treatment left side of Jaw. 


No. 40 Dental electrode for gum No. 54 Dental electrode for gum 
treatments . treatment right side of Jaw. 

Price, each. .$2.50 


High Frequency currents have a wide and growing us© in dentistry. Those usos in¬ 
clude treatment ol pyorrhea, in drying cavities, sterilizing root canals, bleaching tooth 
and locating devitalized teeth. 
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VIOLET RAY TREATMENTS 

VIOLET RAY TREATMENTS 

Use Your Violet Ray Outfit as a First Aid 

There is no quackery or uncertainty about the Violet Ray High Frequency Current. It is 
a thorough coll massage and a wonderful stimulant, and while it tc by no moans put forward 
as a cure-all. yet It is of the utmost aid in roetoilng to normal tho physical condition impaired 
from almost any cause. Tho results oblainod ate universally beneficial and can never in any 
instance be burinlul. 

Violet Ray Treatments 

Tho following are but suggestions, inasmuch as in most instances tho individual will dovolop 
a technique suitable to his own particular case. 

Violet Ray treatments need not ho oi long duration. Short treatments at frequent intervals 
are very effective. Always start with the weakest current possible in order to avoid the mitral 
discharge, which occurs when tho electrode is brought in contact with the body. Make contact 
with the electrode quickly when beginning and finishing the treatment. If metal objects such as 
hairpins, corset steels, chains, etc., cannot be avoided during the treatment, thoy should be 
removed. 

The suggestions for tho treatment of dtseaso outlined below have boon taken from cases 
where physicians or clinics have obtained excellent results. Not all cutics will be cured through 

High Frequency alone, but in every case it is a valuable udjunct to other treatments: in tact, 
many cases have been greatly benofitlcd where medical treatment has (ailed. 

Tho suggestions a/e given /or the benefit a! physicians using our apparatus. Under no 
circumstances shouid orificial treatments, or tho iienfrnertf oJ any serious disease or condition, 
bo given without first consulting a physician. If is not our purpose that the Master VJo/ef 

Hay be used as a substitute tor the services and attention ol a competent medical adviser. 

While Hw use of the Violet Hay Is being advocated by physicians and professional persons 
throughout the country, it must he remembered that if is not sold as an infallible remeay for 
any Ilf and that there are physicians and other practitioners who have not become educated 
to its use and who consequently do not recommend it. It is a matter of common Knowledge, 
ol course, that medical theories are open to dispute with In the profession as are the theories ol 
any subject. When viewed in Ihis light, and in connidorafion of the widespread use crnd popu¬ 
larity of the Violet Hay, the attitude of those dissenting mombors ol the profession is open to 
considerable discussion, 

Treatments 

ATHLETE'S FOOT In many casos excellent rOBulls have been obtained by massaging the foot 
and toes with the Gonoral Electrode. Pivo minute treatments as often an desired until rolioved. 

ALOPECIA OR FALLING HAIR JHot oil shampoo before clarhnq treatment: Use Comb Elec¬ 
trode No. 3. Use a mild current at first, which can be inciensod with treatments. Pass tho comb 
back and lorlh over tho entire ncaip for about five minutes every day. The same lieatmnnt can 
be used for gray hair In lesloring it to natural color. Uso same treatment tor baldness. l>o not 
use the Violet Ray on tho hair immediately after applying any preparations containing more 
than forty por cont of alcohol. 

/ "V'WV ACNE (PIMPLES) Treat the entiro surface far 

/pi gl ~ _ ‘t about seven minutes with the Surtace Electrode 

J,' irZ 1 ( \ No. 1. If tho skin is damp, oithcr apply talcum 

f/'\\| ' powder or treat throuqli handkorchiel or other 

< \ J \ clean cicth. Use a medium current. 

\j k> \ \\ ANAEMIA General application to tho entire 

[]•'/ \ T "N body. Treat with Surface Electrode No. 1 over 

#—( \ O tho chest, and Threat Electrode No. 4 on throat 

J i _ J \ glands, the treatment to last from five to ten 

J \y -TM minutes. Tho Ozone Generator is alco of the 

/ N. | \\ utmost benefit. 

_Jv\U AMENNORRHEA. IRREGULARITY. SUPPRESSED 

/ \XOVi MENSES With the Vaginal Tube No. 24 or 26 an 

f y/ \ Jj \\ (Miunenagog effect can bo produced. Apply any 

X / ') \ antiseptic lubricant to tube. Give ion minute treat- 

// \ I \ monts every other day. Also apply Surface Eloc- 

y y ' tiode No. 1 to spine, fivo to ten minutes. 

. --—ABSCESS To abort an abscess, tho use ol tho 

jM beneficial. Keep tube in contact with skin. Apply 

IW any antiseptic lubricant on lubo before applying. 

1 • Give live to ton-minute treatments. 

ASTHMA Apply Surface Electrode No. 1 or Condenser No. 2 over tho chost and throat 
glands for about 5 minutes with a strong current. Treatment of Asthma is also found to be very 
successful by the use of the Ozone Attachment, filling it with 1 dram of Oil of Pine; 1 dram ol 

Oil ol Lucalyptol; 5 minims Bocchwaod Creosote. Inhale 3 to 5 minutes daily. 

ATAXIA Use as strong a current as can be tolerated to spine, over abdomen, and back ol 
legs. Give milder treatment as improvement is noticed. 

BARBER'S ITCH General treatment with Electrode No. 1 for 5 minutes daily. 

BLEPHARITIS INFECTION EDGES OF EYE LIDS Excellent results can be produced by the 
use of the Eye Eluctrodes No. 5; treatments 10 minutes daily. Also use Throat Tube No. 4 to go 
around area of t'no conjunctiva or mucuous membrane ol the eye. 5 minutes. 

BOILS—FURUNCULOSIS-In treatment of Boils, 
excellent results have boon obtained by giving u \ V 

light spark around area of infection with tho A/j'' 1 v\.i7i 

Surface Eloctrodo No. 1 and then applying the AW ^. IJjK 

electrode direct on same twice daily, 5-minuto 

treatments. 

BRUISES Use Surface Electrode over area af- (/ 

fected. Treatment/: about 5 to 10 minutes. Medium J w ' J 

or strong current. J 

BUNIONS Use Surface Electrode in direct con- s' 

tact with skin, with medium current lor about 5 / 

minutes. / 

BRAIN FAG Use Applicator No. 1 over foie- \ \ 

head and eyes. Also treat the back of hend and >-\\ 

neck with stronu current in direct contact with Sr j ! \ \\ 

the akin. Treat tho spine and hold tho olecirodo AO | \A 

in the hand. Ozone inhalations lor about lour . l A/ A. \ 

minutes are also of importance. I'' | // J J 

BLACKHEADS A mild to medium treatment ot \ \~v ^ ' j/ 

live minutes daily. Use Surface Electrode No. 1, \ \ v/ 1 

and apply talcum powder before licating. \ \ w ' \.y' J 

BRONCHITIS By the use of the Ozone Attach- ) 1 A 

ment very benoiicial results and groat relief can / 

be obtained immediately. Use Baine mixture as In / . / / ,/ 

treatment of Asthma. / / / / // 

CARBUNCLE-Use the Surlaeo El cell ode No. 1. / / 

applying same direct, 10 fo 15 minutes daily. / V 'C's s'/ 

CALLUSES Uso a strong oloctric curront with / J y Sy' 

Surface Electrode No. 1. The current can also be \ - J ' ■ 

appliod by holding eloctrode a short distance | - 

from tho skin. y 

CALLUSES Use a strong electric current with Pains in Back Quickly Relieved 

Surface Electrode No. 1. The current can also be 
applied by holding electrode a short distance from the skin. 

CARBUNCLES- The treatment prescribed for Boils should be followed in treating cases ol 
naturo. 

CATARRH. NASAL- In this condition the Nasal Tube is used within the nose with a mild current 
within the nasal passage, two 1o five minutes on each side, followed by an application with 
the Surface Electrode externally over the urea of the nose. Use Ozone Cenorator. 

CHILBLAINS Use Surface Eloctrodo with strong spark appliod directly to tho skin. Treatment 
to last about ton minutes. 

COLD EXTREMITIES Apply Surfaco Electrode direct to aitected parls, using a strong spark for 
about live minutes. Also apply electrode to the spino; koep the eloctrodo about one-half inch 
from tho skin until tho surface is red. 

CONSTIPATION Apply Surface Eloctrodo over the bowels. Apply lor about ten minutes, moving 
the electrode. Use a strong current. Physicians uso Racial Eloctrodo No. 23 for insertion into tho 
rreturn. Orificial treatments last about fivo minuten. 

DANDRUFF Directions for Ihn treatment nl Alopecia are applicable in cases of this nature. 

DEAFNESS. EARACHE AND EAR DISEASES Apply Ear Electrode with very mild current into 
the ear. Care must bo exercised so as to not touch the ear drum. Throo to fivo minutes is suf¬ 
ficient. 

ECZEMA By tho uso of tho Surface Electrode No. 1 excellent results have boon obtained by 
qiving tho patient as much current as can be endured. Another beneficial way of treating is 
to apply gauze over the area and go oven samo with the electrode. 

FROST BFTES Instructions outlined for the treatment ol Chilblains may also be adapted lo 
[ the treatment of this ailment. 
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VIOLET RAY TREATMENTS 


GOITRE—In Goilie cases, by »ho usd of thp Surface Electrode No. 1 the lube* should bo kept 
in light contact with the skin, treating the Bides ol the nock as well as ovor tho Goitre itself, 
giving ten-minute Ireatmcns daily. 

GONORRHEA In sub-acute or chronic forms marked beneficial results have been obtained 
by the use ol the Urethral No. 21 or Vaginal No. 24 Electrodes. Apply any antiseptic lubricant 
on tubes boioro insorting. Givo seven-minute treatments daily. 

GLEET—By the use of tho Urethral No. 21 and the Rectal No. 23 Tubes unusual results 
have been obtained. Insert same with any antiseptic lub>leant, giving ten to liftcon minute treat¬ 
ments daily. 

GOUT Apply Surface Electrode to the spine to stimulate the system. Then apply Surface 
Electrode to the painful area wilh a medium current, keeping the electrode in contact with the 
skin, but moving same about. Pain may be noticed at first, but results are certain if treatment 
is continued. 

GREY HAIR Tho natural color of the hair may often be restored by continued and patient 
treatment with Electrode No. 3. See Alopecia. Several months are usually required for results. 
Use a mild current for stimulation al least once a day. 

HAY FEVER—Apply Surface Electrode over the nose and along the spine with medium current 
for five minutes. Apply Electrode No. 19 in nostrils ior a short time. Treatment must be of 
short duration but frequently repeated. Use the Ozone Generator freely, it being advisable to 
Ozonatc the entire room wilh it. For satisfactory results treatments should commence two or 
three weeks for period of attack. 

HEADACHES Frontal and Occipilnl Headaches are relieved by using tho Suxlaco Tube No. I 
over the seat of the pain. Keep the lube in loose contact and prolong the trenlment until relief 
takes placo which usually takes from 5 to 10 minuteB. 

HEMORRHOIDS With Ihe use of Rectal Tube No. 23 temporary rolief may be obtained by 
giving five minute treatments daily. 

HERPES. ZOSTER Application ol the Condenser Tube in tho eruption of Herpes. Recovery 
can bo hastened by giving len-iriinute treatments daily. Three to live treatments are usually 
sufficient. 

IMPOTENCE- The most beneficial wav ot treating this condition is by the use of the Prostatic 
Tubo Na. 22 with plenty of spark. Use the Surface Electrode No. I slightly raised over tho area 
ol the spine from live to seven minutes daily. 

INSOMNIA The method most beneficial has 
been the use of the Candensor Tubo, which is 
kept in light contact with the back ol the head 
and neck, goinq down tho spine for about live 
minutes boioro retiring. 


JAUNDICE By the use ol the Condonser Eloc- 
trode great relief can be obtained. Apply elec¬ 
trode over the area ol tho liver ten minutes 
daily. 

LARYNGITIS The Throat Electrode cither by 
the loose canlact or mild spark will groally aid 
in treatment of this nature. Ozone inhalations arc 
most advisable. 

LUMBAGO Apply tho current through tho cloth¬ 
ing with as strong n current as can be tolerated. 
Continue treatment until pain is gone. Keep the 
electrode moving and give long treatment. 

LEUCORJUIEA Use Vaginal Electrodes No. 24 
or 26, lubricating before insertion. A medium 
treatment for five minutes is applied and repeated 
as circumstances roauiro. Current should bo 
turned on after insertion of electrode and olf be¬ 
fore removal of eloctrodo. Antiseptic douches in 
connection. 

NEURALGIA To obtain a hurried relief ol Neu¬ 
ralgia, the Surface Electrode No. 1 should be 
used. Pans back and forth in light conlact with 
Ihe skin, giving len-minute treatments as needed. 



VIOLET RAY TREATMENTS 


NEURITIS Use Surface Electrode lor live minutes at a time. Several treatments a day oto 
advisable. Use light current at first and gradually increase same. Apply locally or to enlire 
body, depending upon the condition. 

OBESITY Apply Surface or Condenser Elec¬ 
trode No. 2 for fifteen minutes twice daily. 

Uno very strong current. Fats will be con¬ 
sumed by increase ol oxidation but diet must 
bo reduced and watchod. 

PARALYSIS Use Electrodes No. 1 or No. 2. 

Treat paralyzed muscles, employing a cur- 
lent strong enough to produce a hall or three 
quarter inch spark. Part of the time keep 
the applicator in contact with thp skin and 
part ot the lime raise it above the surface 
to get effective, spark. Treat as directed by 
physician. 

PLEURISY Use the Condenser Tube over Ihe 
front and back of the chest until a marked 
teddening of the skin indicates a counter irri¬ 
tation. Two or throe treatments are necessary 
in acute canon and one daily in chronic 
casos. 

PSORIASIS—Tills is treated by the same 
technique as that employed in Eczerr.a. 

RHEUMATISM -Use Electrode No. 2. High 
Frequency currents are of exceptional value 
in muscular and in chronic articular ihouma- 
tism. The pain will bo relieved by application 
of High Frequency massage, using lubricant, 
if necessary. Follow with fairly strong spark 
until pronounced redness is produced. This 
troatment persistently followed has in many 
cases resulted in a cure. While come relief 
may bo obtained tn one troatment. but perma¬ 
nent cure requires much time and patience. 

Treatment: Ten to fifteen minutes daily. 

RINGWORM Use tho surfaco Electrode and apply short sparks several times a day with a 
moaium current for soveral minutes. 

SCARS By the use ol the Surface Electrode No. 1 a saltcning effect can bo produced on scar 
tissuo. treating same five to seven minutes dally. 

SCIATICA—Apply tho Condenser Electrode along tho course of Ihe nerve and over the lower 
part of the spino, giving ten minute treatments daily. 

SINUSITIS Tho use of Surlace Electrode No. 1 gives a hurried relief by applying same 
over tho moa ol Ihe sinuses daily for live minutes. 

SOHE THROAT AND THROAT DISEASES Use Internal Throat Electrode No. 20 with medium 
current lor live minutes, and the External Throat Electrode No. 4 on tho outside of Ihe throat 
(or the same period ol lime. 

STIFF NECK AND JOINTS Apply Surface Electrode, using tho snmo melhod as explained 
in Neuritis. 

URTICARIA (HIVES) Urticaria can be quickly eliminated by the use of the Surlace 
Electrode No. 1, going back and forth over the OTea for ten minutes daily until condition is gone. 

WARTS AND OTHER SMALL GROWTHS—The No. 25 Cautery Electtode should be used, as it 
throws a fine, sharp spark. Apply to growths long enough to cauterize tho surfaco. A few 
seconds is usually all that is necessury. Wait a day or two for rosults and. If necessary, repeat. 
Whore there is no Cautery Electrodo tho Surface Eleclrode can he used by holding it about 
one-eighth inch from Iho growth and allowing the sparks to pass from the edge of Ihe glass. 

WRITER'S CRAMP In this condition u hurried relief can be effected by the use of Surface 
Tube No. 1 ovor the area ol condition, using same until condition Is relieved. 

WRY NECK TORTICOLLIS—Using the No. 1 or No. 2 over tho aroa of tho neck and down the 
spine daily for ten minutes, relief cun bo effected. 

WRINKLES Are commonly caused by using a given set of facial muscles more than nor¬ 
mally. They can bo removed by applying Eleclrode No. I or No. 5 with a rotaiy, massaging 
movement. 
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MASTER OIL HEATERS 

Heat and keep oils al correct temperature. 
Master Oil Healers are constructed so the ele¬ 
ments will not burn out. Made ol polished alumi¬ 
num, they cannot ml, corrode or discolor. Will 
last indefinitely. 

Use of Ihe Master Oil Heater No. G7 is the per¬ 
fect method of healing oil proporly for hair treat¬ 
ments and melting cosmetics for toilet use. 

Price, 110-125 Volts. $l.SOA 



MASTER MANICURE OIL HEATER 

Heat and kocp oil correct temporature for 
comfort. Master Manicure Oil Healor No. 68. 
is made of polished aluminum, cannot rust, 
conode or discolor. Will last indefinitely. 

Use of the Master Manicure Oil Heater 
No. 68 is the period method of reconditioning 
nails and softening cuticle for better mani¬ 
curing. 

Piico. 110-125 Volts . S3.50A 

A -For 220-240 Volts add $1.00 



WjoildsA. MARCEL IRON HEATERS 


MASTER SINGLE IRON HEATER 

This appliance roprosents the ideal type of 
healer for cither proiessional or home use. Il is 
of attractive appearance and has an estab¬ 
lished reputation for durability and service. 
The price is a feature and is less than that 
usually paid for marcelling iron hcators which 
do not embody the wonderful improvements of 
Ihe Maslor Heater. 

Price, 110-125 Volts .. S5.00A 




MASTER TWO IRON HEATER 

ThiB heater is designed for the hoating of 
two irons at one time and for this reason is 
'j scmelimes preferred by beauty parlors for 
professional work. Has all tho features of the 
single iron heater with Increased capacity. 
Price, 110-125 Volts. $6.50 A 


MASTER HEATER NO. 4 

Embodies all features of the single iron 
heater except that it has no "on and off 
switch." Operates direct from light socket. 

Price. 110-125 Volts .$4.00A 




MASTER THREE IRON HEATER 

The Master Three Iron Hoaloi can 
quickly be brought to the proper tom- 
pcialuro in tho contor holr mu! Ihoro- 
aflor the proper degree id heat may be 
maintained by kooping the turn In oithor 
of the outside halo* 

Price, 110-125 V<»H $7.00A 


A - For 220 or 240 Volts add SI.DO 
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1 HIS book it written with the purpose of introducing 
the Master Violet Ray* and explaining it* superior merit* 
in the treatment of physical disorders to those who have 
not already experienced its wonderfully beneficial effects. 


X O the thousands of users of Master Violet Ray In¬ 
struments, we need no introduction. The machines 
speak for themselves and the numerous commendations 
we have received testifying to the complete satisfaction 
given by these instruments, arc sufficient proof that our 
unqualified guarantee is well founded These users of 
Master Instruments know that for service, reliability 
and genera] satisfaction they can find no machine the 
equal of the Master. 


X O our new friends and potential customers we want 
In say. that for years we have endeavored to produce 
the best \ iolct Ray instrument possible at anywhere 
near the price. That we have succeeded in this is at¬ 
tested to by the many satisfied nsers who would have 
no other than a Master Violet Ray. We have main¬ 
tained a policy of using first-class materials with high 
grade workmanship only, and by constant exiieriment 
and tests have produced a Violet Ray for home and 
general use that is without equal. 


A-^VERV machine leaving our factory is thnrr uglily 
tented and inspected and i* accompanied'by our atmnlute 
guarantee. Any dissatisfaction will he immediately ad¬ 
justed. 


MASTER ELECTRIC CO. 



2 


MAST Ell VIOLET HAYS 


VIOLET RAYS 

The Violet Ray is a pleasant, effective means ui ap- 
plying the wonderful power of electricity to the human 
body without pain, sensation or shock, and is without 
an equal in relieving pain and congestion, stimulating the 
circulation and restoring good health, vigor and youth. 

The Violet Ray is the ordinary electric current ob¬ 
tained from any socket, nebulized and split up into in¬ 
finite parts and produced through glass applicators called 
electrodes, in a violet colored stream, hence its name. 
VIOLET RAY. A huge voltage of electricity is ob¬ 
tained and applied to the body or hair but without any 
shock, whatever, and the only sensation being a pleasant 
warmth. 

Violet Roy Treatments surely relieve pain in any part 
of the body. The electrical currents penetrate every 
cell and tissue of the body, and tranquiliae and soothe. 
\ iolct Rays stimulate and strengthen the vital organs, 
build up the natural forces, steady the nerves, and de¬ 
velop the general health and conditions of the body. 
High frequency electrical currents carry oxygen to the 
M.m.1, thus purifying this vital body fluid Violet Rays 
equalize the circulation in congested parts and restore 
bruised and inflamed tissues to normal. 

A Master Violet Ray is applied through vacuum ap¬ 
plicators or electrodes made of annealed glass. These 
electrodes diffuse the electrical current in sprays of a 
beautiful deep violet color. These sprays or sparks vi¬ 
brate to and fro. or oscillate at the rate of several hun- 
dred thousand times per second. This rapid vibration is 
what produces the pleating, invigorating and corrective 
effects derived from Violet Ray Treatments. 

A few minutes' application each day. simply holding 
the applicator in the hand, furnishes a tonic to the sys¬ 
tem which docs much to fight disease and keep the body 
in a healthy stale Inasmuch as prevention is to be de¬ 
sired a thousandfold rather than a cure, this one point 
alone makes the Master Violet Ray indispensable in your 
home. 
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Many authorities slate that 
impaired circulation of the 
blood causes most ailments. 

The Violet Ray by stimulating 
the circulation, thus wards off 
disease, saving you much un¬ 
happiness and suffering. 

With the knowledge that 
electricity. Nature’s greatest 
health agent, was a vital factor 
in the treatment of various dis¬ 
eases of the body, there has been a constant untiring 
effort to improve the method ol application and increase 
the power of this wonderful agent. 

The wide use of electricity produced through various 
types of apparatus finally led to the discovery of the 
Violet Ray, Otherwise known ns High Frequency, which 
has solved many problems and today furnishes the most 
efficient snd powerful phase of electricity known for the 
relief and destruction of the various diseases and germs 
of the body. 

The Violet Ray offers s pleasant, effective means of 
destroying germs and banishing various diseases while 
budding up the tissues and toning up the system gen¬ 
erally. The Violet Ray while introducing all the power 
of electrical energy into the body, does so without the 
slightest pain, shock or contraction of muscles. In fact 
the application of the Violet Ray produces a pleasing 
sensation. The amazing results secured through Violet 
Ray treatment, immediately caused it to be accepted 
bv the professions, and today you can hardly find any 
physicians office not equipped with Violet Ray Ap¬ 
paratus. r 



Now this remarkable factor is made available to you 
for use in your own borne, at a price within the reach 
of any one We have built an effective Violet Ray in- 
~' s v Stnimem that is the essence 

f A of simplicity, made so a 

ujfv i \ child may operate It, and at 
f yjy ■IH’/jlj. \ the same time we have an in- 
'Vit'HAjJ strumeut that produces the 
1 / **" Violet Kay unexcelled by nia- 

V ( jk jl V' Iu7 chines costing many times as 
/~\y much without the unique and 
practical features of our instru- 
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WHAT VIOLET RAYS DO 

_ Vifllfj Ray* nr Iliaeli Frequency 
Current* t»vnrfit all lit tat mailer. 
Through tlic gla** vacuum a|*pliea- 
l*»r light, fecal, electric energy ami 
oioih- are created. I'hcM- force* art 
uniformly potent in relieving anti 
rlumuatmg human ailment*. Violet 
Kny* prraeni a remedy upon which 
we can rely. They are positive and 
certain in action. They will reach 
where medicine doe* not and often 
cannot reach—yd they ennac no 
r«ln. no ditagrccahlc aenMtion. no 
dWmnfort. They furnUh a af>«Mh« 
relief They ileMrny (Term* and hare a strong power mcr 

Thp n«c* for the Matter Violet Kay are practically unlimitnl 
Hot only ate ordinary pam* and ache* removed. Imt deep •rated 
ailment* id lo*|| •lamlinit are nfliui rnlirely eliminated. 

VIOLET RAYS SAFE TO USE 

'Him- •• in* (Uniter with the Violet Kay. It can l*e applied 
to the nmd Kuril ire part*, and the treatment U afir.rnhlr and 
rahdaraiinic. Von *imply connect (lie machine to any con- 
vrnienl light onefcet on direct nr alternating current ami it ia 
ready for any tu-.itmenL People were very •kcptical alumt the 
rtaim* that w« made lor Master treatment* tin they found ih.n 
|.hv»io*n« not only *ir«»n B ly endorsed it* lire, hill treated their 

C lient* with it with wry gratifying result*. Von will find the 
attee in the office of many doctors. The Matter Violri May 
in I hr liMHitf i% good hcallh insurance 

SELECTIVE EFFECTS OBTAINABLE 

A. A *rdative. «|uie1mg or toothing effect ran lie iditainrd and 
U «f great henelit in all nervon* ailment* Tliia effect can hr 
l«rodaml tneally liy Weeping the electrode in cfe>** contact with 
the pari to tip treated. I'amfill sensations can Ik relieved, irri 
tated nerve* Iranumlixed and soothed. Nrrvotts disorder* are 
mirk It and hrtarheiaMy inllm need bf a %rdativr treatment 
B. A ttimnlaiing clfrrt i* produced when the electrode is 
lifted *>>mrwlMl during the .i|ipl*cai*on or need throngh the 
rloihing or a cloth which l*a* hecn pnt over the part in in- 
mated, The length «f the stlnuilaimg «park* ilrprnds on thick* 
»il the elnlhtng or cloth plarrd hdwctil the electrode and 
llir lw»*ly Uniformity in *park 
•mailt i* insured hy thr cloth. 

Stimulating rrentmrnrs through 
• k«ilitng are veer hrarfdal in rhen* 
inatUm, Inmtiago. partial paralysis, 
etr. Skin disorder*, where the cir* 

(illation i* impaired, are often 
greatly hrnrlilcd hy a alight *iinin* 
lation. \ «inglf layer of a hand- 
ketrhlef product-* enongh rr*i*l- 
inee In aurh can* An ordinary 
••'t«rl i* l*rsl In «*r m rhronie rhro- 
u«ati«m and similar affection*. 



MASTER VIOLET RAYS FOR BEAUTY 

I f Nature ha* 

not endowed y.m 
with the rhnnits 
that y.m desire. nr 
tf work and wnrry 
have left their 
line* in ynur face 
ami figure, you 
can erase them 
with the Master 
Violet Ray. Rich, 
r c <1 h I o n cl is 
brought t« the 
skin with the use 
of the Violet Ray. 

It nourishes the 
tissues and cells 
ami brings the m- 
<1 i a n t hue of 
health and heanty 
to the skin. All 
facial blemishes 
quickly vanish. 

Treatment of Hair 

i JSWr "’*• *r*lp ami l«ir, Midi a. .|„„. 

t niff, falling’ hair, etc., ran he traced tr» tlic ini|Ko|K-r orcnla 
'-T!.. " b looil.flowing through the .cl,s The Vinlri Rav 

when applied to the hair Ilia • direet action on the liny nerve 
ami hloofi vessel*. stimulating them to ,.e,f„rn, their |>roper 
limetlon.- Thr orotic generated acts as a germicidal agent ami 
destroys any organism present. making .lamlmlt htsuossilde. 
A In. treatment, will suffice to conyince ytnt of the womlrrlul 
ft "sit •"'“’Pbslied. It is a proven fact that persistent n.r o( 
Use \*!et Ray will restore grey hair to Its nattiest enloe. 

. L .i”' r | : 'tf ? lr ’. for a few minutes each thy will 
make the hair thick, henlthy and hravttful. 

A. a Iw-anlifying agent the Violet Ray la 'lltracelM. a. it 
being* a fresh glow to the skin, tiroiluriog a dear, youthful eont 
(.lesion. It quickly remove! I'imide.. Illaekhentls. Hoih. Wart,, 
ami other nlrnt tones. 

It removes I >.sntlrnfr. Kcaesna, Itchy Seal|t ami Skin nisroses. 
rtvery woman should have this out fit in her home for use on Mo¬ 
hair alone, aside from the other inn,iinc.sl.lt |,ut|.:.c* to which 
it may lie pttt. 

A. a Intel tleveloiwt. the Master Violet Rays will hr of tot- 
made * MU,a,lfr ' ' «»•*•*,*wt rfeeUwdc suilalilt f..r the |.m|»o«r i* 

Refreshes the llntly. Thr rrstril. obtained 
through \ ole K.iy application. will hr a rneUli m to yott anti 
in a remarkably short tmtr w ill Itring yt.nr hotly. Iiralth anti alt- 
|tewraiser to that esMolilt.it. that S'atntr iiilrotlrd it slmnltl tie 
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HOW TO USE MASTER VIOLET RAYS 

Three distinct 
methods of appli- 
cation are in gen¬ 
eral u*c accord¬ 
ing to the comb- 
tions present and 
the results de¬ 
sired. 

First. Local ap¬ 
plications. Given 
with specific sur¬ 
face or orificial 
applicators made 
for that purpose. 

A beneficial warmth is induced |>y the action of the 
Violet Kay. the capillaries of the skin are stimulated. 
The liicnl blood supply in the treated parts is increased 
during lilt- application and for some time thereafter. 
Any local application with a vacuum electrode is an ef¬ 
fector antiseptic, largely on account of the orotic de¬ 
veloped. 

Ijwnl applications produce the desired result at the 
trrated |«irt quickly. They also benefit to a remark- 
able degree the entire system. The body is penetrated 
by radiant atomised electricity restoring energy ami 
vitality to the entire system. 

Second—Ccnrral applications. Taken as electrification 
treatment fur the effect on the general condition. The 
entire body is saturated with electrical energy by simple 
holding tile electro*Ic in the hand. This produces a 
sedative or quirting effect. 

Violet Ray High l-'reqiienry Currents have the 
tendency to cslalilisli a normal equilibrium of the entire 
nervous sy stem. Arterial tension during a general treat¬ 
ment usually increases slightly while it falls a short time 
afterward, (.corral treatments arc recommended in all 
nervous disorders and diseases. 

Third—Indirect applications. Combines local and gen¬ 
eral treatments and requires two jicople. Tlie iwirty to 
be treated bolds the instrument with the attached elec 
tr.sle A second party then may draw with either hand 
finger-tips, or another electrode, the high frequency cur¬ 
rent to the desired spot ol the patient's Imdy. 


WHY MASTER VIOLET RAYS EXCEL 

Master Violet Kay machines have many features that 
make them superior to other Violet Kay machines pro¬ 
duced. Due to their superior type id construction, which 
permits of the use of parts of ample «ire. they will o|icralc 
continuously for a moch longer period without uvrrhcnt- 
•ng than any purtalile machine lirrctnfnrc offered. 

I he Cnndcnsors are large and nf over-capacity in order 
to prevent breakdowns The Coils are all wound to 
over-capacity U> prevent over-heating in continuous ami 
hard usage. 1 he insulation of the coils used is equal 
to that of very expensive machines. 

The range of adjustment is ideal and suitable for nil 
treatments. 

All Cords sre sparkless and there is no possible danger 
of shocks. The machines are instruments of marvelous 
simplicity and efficiency that operate on any alternating 
or direct current without adjustment, and are fool proof 
in construction. 

They arc economical in operation. The power con¬ 
sumed is less than that used by the ordinary electric light. 

The Master reputation has been built by supplying 
the most superior product on the market. Extreme care 
in the selection of material, rigid inspection, skilled crafts¬ 
manship. and year* of experience make Master Violet 
Kay Instruments stand out in a class fry themselves. 

SPECIAL FEATURES FOUND ONLY IN THE 
MASTER VIOLET RAY INSTRUMENTS 

A very important feature of all Master 
Violet Ray machine! it the special patented 
Master Electrode socket tcrminsl which is s 
psrt of the resonstor coll. .Should the elec¬ 
trode break, the coil can simply 1* un¬ 
screwed from the hard rulibc r housing and 
the electrode end easily removed by insert¬ 
ing a screw driver nr knife in the insertion, 
ns show n In illustration. 

In the past, where the electrode has 
broken, ft has been necessary for practically 
all users to take these tri an electric shop or 
repair man to have tlie electrode end re* 
moved. This annoyance is altogether elimi¬ 
nated. both to the user and the dealer, by ihe 
patented Master Electrode Terminal uVket 
which is found only on Master Violet Ray 
machines. 
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MASTER OUTFIT No. 1 


Universal Generator and Surface Applicator 

The Universal l»a« Ikti* built to Mipply the demand (nr a 
igli-cb»« Violet Kay ntarUinr* with features of the higher 
l**«c type* til » price wilbiti the rrach of rvrrymir. Willi 
ihi- prrlrttlail of the l'timr»:il. w< arc now in a po*ii»mi |o 
olf.-r our «u*t«Min-r» u low jirnid Violet Kay iuMrttmeitl. which 
»ia> be miIiI without fear of a doh.iii.linl Uuycf ami wtlli tlic 
knowledge that the l«eal machine nhtamaidr at iu price i« being 
placed in llu-ir cmtmnciV liamU. 

TIm- Magnet Coil ami \djn»tnirvii« are mounted in the carry¬ 
ing care. Tin* Kcumatm ( nil i* nmiainctl hi a arparaic llanl 
Knhhrr I hi mile of Hiet'feal «Ji-vigil. The Mamlle ami i'ltcd* are 
dwh proof. 

MASTER VIOLET RAY OUTPIT No. 1 

The outfit include* tin* (.rnrrntnc anil (irncral Klectroile Nik 
t I’lir I Ice trod i- i• mounted in carry ing caae. which i» c*|uipt>r<l 

ih a cl*p holding it in idacr. fe«» prevent breaking. Thr carry¬ 
ing rate i* lined in special light blue and the outfit i* very at- 
tractive in apyiearancc. 

Wr air the cirigmatnr* of tin* type of two piece com»i rue loot 
and have made it the moat popular Violet Kay machine on the 
market. 



MASTER OUTFIT No 2 


Tb»* machine t* of the one-piece type; that U. thr entire 
outfit u contained in the handle und there i. no .rparatr Coil 
contained in cabinet or carrying car*. For thn«c who dc.ire 
aitnplicity in appearance anil operation. tliaa Ma.trr One l'-ec« 
lype machine nffera lUe tttcalr.t cfliclency pnulhlc. 

Tim entire niechoniam l« enelu.nl In a tieamilul highly pot- 
ialied llartl Kahlirr Motion*. It ia light in weight and comt. 
equipped with a Landmine hhtc lined teal ipmn carryln* cate, 
with electrode dipt In hold the electrode*, a. alntwn In illu.lrn- 
tlntt 

MASTER VIOLET RAY OUTFIT No. 2 

One-piece type with No I Hleettrnlr. 

MASTER VIOLET RAY OUTFIT No 2A 

One-pieer lype with Snrlaee and t «tnil» I’.leclmde. 
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MASTER OUTFIT No. 8 


Thiv iiucWm !• ili'iivnrd in nifel the demand for a compete 
VMdl Kay .TiuliMBini nf ihr two piece type lot home anil 
prnfr vaion nl a moderate prare. 

Tlar e».r l« ilr.lg«ird In linlil file electrode a. value I, ,, r r i»>- 
laiiH^I III a acparalt- compartment with cllpa lo hold I he elet- 
lm.li. \ Itap wimrnlr. tlii. compartment from the Cieiterator 


mn«iun ww *a a. 


MASTER Dt LUXE VIOLET RAYS 

For home traatmema atnl protcaslonal tiae. the M»*'cr j>c_ 
Luxe Violet Ray ollera an exceedingly attractive ontht, The 
Generator ia mounted in a lieauti|tdly *"i‘hr.l £ 

net with ailk connecting cord. Tire handle of the' ™ ch "’« ” 
light in weight and ia tn a aeparate Hard R,il.l.erHomng_The 
cahmet and the homing are conlxined m a K*™!®’ *“2J! 
carrying caae. which ia lined with velee ilirooghonl. The 
carrying caae hae a aeparale compartment for cleelrodex whirl 
arc protected by a flap, aa »hown to the illualration. 

MASTER VIOLET RAY No. J 

Uaater Del.nxe Violet Ray Generator equipped with Comb 

. c a a _II_... ....I VI ml a I ^ilHMlnr 


MASTER VIOLET RAY No. 4 

I I n equipment cmtaUta *»f thr .Surface Electrode-. Comb Iflec* Thia outfit <• aimilar to lb* No. 3 and 4A. Uni U eqii*| *1*4 

. '**"?• **• »« m «" ■—«•*. £«6£ot!z&' ,k * m ' t . cn ".* ° " ,,c 

n III. .Iln.lralmn. a Cautery llcilmde la ahown In place of the MASTER VIOLET RAY No. 4A 

l.yr I lectroilc. choice of either ia given. If neither ia deaig- Th u (, lllt ,„„elniic ahown in live ahove llln.iratinn and ia 

■Mini I've Hleuroilc la Inrniahrd with Hie machine, aimilar lo the No. J. except that it haa an additional electrode 


"TThe'rnachinc cornea ritnippcd with the follow in* rleclrodrx: 
General Klrctrodr. Comh Electrode. External Throat klectrodt. 
F^I-'lcctmde. Cautery Electrode and Metal Saturator. 
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MASTER OZONE GENERATOR No. 28 
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MASTER ELECTRODES OR APPLICATORS 

M ... ui.h rr*qu«ncT Violol Hat A 


MAS1 LK l - - 

Vacuum aiara muMfm tg and 

Hr*I ton • **»*• >* - r# u—A Ur Orlftclal treatment* 

Jsigt jkW. sss*wsss.r - «»•»* »• «• *•• 

‘ -£•' SHOT SS& m $ STJttirlir: 

.Mcl. *111 tl.. .M 0* »• 

TIi- vnriniw I" Wklen ln«»TM !•*•- 

sraa* ■**'«- 

a v,3TSg if; 

«mv lurfici sMill<ttlok Thl» ■l 1 * 

Viot.i r*» wM»!r" u • 

—* the Inaleum.nt. l*rU# »» 

Ma. I 

No. i Con4MNr Kientrod*.— a. 

&. name ln.plIt. HjMjww; 

. 1 .# rufttnt. * 

•iron* even now. .!•© '*\ m 

Ittg atorlrld boat wm.A »• 

%ory desirable in d*»P 
, a *r. I'm 4 for nM»W*UM». 
l,mnMr>i Keurlila. *»* 
r rt w . 

No. | Cuenb-lUh. Kleeirod# — Uaod for 
•caip treatments, FAlUM Hair. Da. dm*. 
Ony H*tr. «nd for ■IlmUl.Un# !*• 






roll*. rHf* 


no 4 thJm* KiH-i rejo - n** 1 *!^!..'.! , 

At over lh. nodi. oSS •MHtnta 1 
h«v. hem n«eomplMi«4 
rl.rtrmle In Mullra. Tonal III la. 
rhlr- !•»•#* . - . * 


Mo. 4 


=3 


No ft Krt Electrode.—*Sln.le *>'• 

:s? r sf; $. 4,, X2 sii-grtt 

of all .ye complaint. and ** r 
•irtn«thrmo« th. 


Nm 4 Mplnnl Kloolrodr —For oil Mf*lo»1 

IrfalmHiii. M "•* l ** fltJ 

„*.c imlh tldt* of I*. vertebra©. 

pj§ 


lU 

.•jioorlr El 



So T Double BM Electrode -Wftffl *; 
irodo I. itoed for iht •*»• 
th» No ft *»"*»*' *y» Electrode, but •• 
4 ».l.n«d for th. treatment of bolh 
*yrm il onr* I* luirlbutM tho cur- 
rent .rawly to both '• r , # f°T* 

mended wh.r© both ty«« or* '•-*? 

irnnl 


Electrode.—"Hi I. 


No * Sm.il r.t.j^orlri Electrode.— TTM* J _— 

o, HH.nn..- 


N«* » 1e»r«e C.l.plwirle Kl.rtfmle — 

TliU vln-lrwlr I. n..d fur lft» wimo 

in* ri■••■<■ k« No •. In.I K.I i*r«tr <»- 
li.Hir. .fill nrtoirr aiMir fur rollon 
■ i 'A llnlmt.l Vord In IK« |rNAlm.nl 
of llhriim.ll.ro. l^rmluiK* NlOflMA 
ttt or nliortvor li.immi I. «m.i! 
rriom .. . MM 




No. I" M|«4ImI. #r Ton«u* Kite I rod./— 
I'h<i for lrr.lm.nl of lit. mouih or 
loop*. .. It. n.m.- Impllt. 

I’rl#. . . .. 


No 11 1n.nl.lMt flor Dm-* rod.— 

Till, tl.rlroil. H.« h..n d*• 

riKnrd for lm.lfn.rii of th« nor 
t! I. u.«*ii for IA. irr.ioi.ni of nil 
I'.urrti.l rcoduwmr in it». mr. .nd 
for oor or An. d«.fn«.. Anil h.iul 
tialMi fU l*rl(* 

Na It Met.I Mlrdrotlr.—TAM d.- 
Ilrtr. . nron. rurr.«i And I. .« 
rrii.ni for gtn.r.l |oaI« nnd wh.rn 
rt.ii.MI.il..*.1 rff.rl. Art dmlrrd 
^—■*-!— i When AeM 1*7 lAe jmll.nl. Ih.r. t. 

no mrMulkr eonlr.cilon. m.r.ly a 
* nwt of w.rmUi iNrtuil lh. on* 
Hr. body. Th. mrrtrii mn .loo bo 
drnw. lu Any imrl of lift, body by 
lartnir III. No. I r I Ml rod. ot llftt ftn- 
frr* of llfto opomiur, I’rlrr . |ld» 



ORIFICIAL TREATMENTS 

All Orllltlal .loelrndro mu.l li. Inbrimi.d befor.. Inotrlton »Vr 
lb. Mk« nt Mfriy thrfr .bould h. iwo |ion|»l. In lirinel.l work, 
lh. lunlrnt nnd lh. opwroior. The current .hoold ho turned on 
afl.r ln.rriu.ir tb. .J.clrod. Ini© lilt orlMro .nd turned off b.f.r. 
r.trMivIn. lb. .I.rlrodo. OrlSel.l trr.lmrnl. »n* n.trtr pAlnful 
Thr elttlmd. ahould h# mrvrd rll.hily to avoid .tickla* to 
nuiiKi mrtnhr.nt Trv.lmrnl. Aro nol to b. contlAUtd lonv«r 
than Svt mlnultru 


pmii RbMritooni 


No. II lfr.ilir.1 Flee- 
lr«d. I’flrr . 



% 



No 1ft VnaImiI Elm- 
Irod# l*rlro ,#IAW 


No. Ill Internal Thro.I 
1Citetrode rrleo II.M 




No »1 He.lAl Kloelrwde 
PHrr .Mldw 


Kn. I' (brt Kl.tlfnde 
fur i b« (nrlur.1 of 

nrrr Iko rnrn. Trie. 


-Tbi. iltclrofe »■ umd 

enrr* Il »l» rajjljj 



(C) Jeff Behary 2020 









X<* IV Kl*• *i*•!»*.—Tl»l» •* 

• ImI I •i'«ii» «* »!• HUM lai III*' kI»m». Kwf 
r< MiMVlltir nntta. mimUm. Ur jfrvw |t|M 

• f <n» iKlqir, II kimimiI Iw ftfrllnl 

V» r» 01 I«|miii |m |l r *M|(iy »** « 1 v« 
mimm Until l«n IrrnlMu tilP mml nflrii 
H«H> «|i|»lli «■! Iimi l« ill! lllMl U nrn>*. 
Ml I'Hn* n%jm 


•*ank nr 

K»>|* III* ilorlindr* rlrrt* Mndilllfl will* uimmi W»lrf nml 
»h<h •• muIIUIinI Klrrln*i|* m will «lnml IwmI mm«I ran Iw «mi*Im4 
Im nalrr. 
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MASTER VIOLET RAV TREATMENTS 

Vluln lur trntnon in< not t>. or l„n« dural loq. Xborl 
1 . .iwi. .• rr.qu.fit Interval. ara vary .fr.vtlia Alw-ya aU'l 
• «' It. «.«k«l ni'nn poultlo n.« l.ntlkl Ul.arkMk 
.toll y,.u l.rlng II,. olntrodo lo Hi. Mriy In mukl-c con 
"'•I ••“'"'d I- nvulil.d. Mob. conloul will. vlaclru«a quickly .hi 
I'Ulnnllik .< ml llnloliii.il inoltn.nl. U m.lol ok,act Ilka halrjilna 


• nrget niirta chain*. ale. 
•'• uuiii )•« removed. 


olfaot l.__ 
canool U avoided la the lr>*ln 


hairpin* 
nta th#y 


USE YOUR MASTER OUTFIT AS A FIRST AID 

Thorn lo no qnock.ty or nnconolnly shout tko Vlolcl-Roy Hl(b> 

, y I uir.nl It lo o tlioroukh ooll •muooor. oxl o wondor- 

l-l .1 n.ilium mid urMI. It lo tiy no mootto put forword no o euro 
mi r.l II lo oC Iho ulinoot old In roolorlflir to norntoil Iho 

' £? . i .. "’‘I '-* 1 '*' 1 ridm olfiiool ooy couoo Tho rroulu 

•il.l. I in do to unlv.rnoliy bonoDouil and con noror In any Inolonra 
«••• liHrmful 

MASTER VIOLET RAY TREATMENTS 

TI.P fall#win* are akflirraiton* far lha treatment of 

• fr.m r*M* whrr- i'h»*k tna at ollalc* Hava obtained ea- 
tri|pfu rvaoiu V«4 «H cnee a win )»• cured through High-I'Ve- 
mVUL&V: JHS\ ,n •*" rr «»• 11 »• * valuable adjunct to other 

• rpainirni li Uv many MM data been greatly benefited where 
ine-dinel iruimmi l>*s failed. 

tlaperta or felling tlnlr—llae Comb electrode No. I Use a 

.1 .1 current at drat, which can Ur increased with treatments, 
n! . i r mk lm * u m oV8f u ’* •"*»»• "Mlp for about 

"*.• mhiataa every day. Thla e«*.„ Ireeintent can be uaad for 
ar.ir I... r in rraiorlng it lo mOural color, lie* asm* treatment 
fd.r iMdi.Inraa l»o no, n.r tl.a VIoJM-IUy on tha hair lmm*d i*l»t> 
Urn^SSSL Uny " r * ,,-rmllofl c°a*al"»«»« more than forty par 

Treat tit* enlira aurfer* for about aavan minutes 
" llh tha Murfnra electrode So. t If tha akin la damp, althar apply 
aliiim tMiwd-r. or Irani Hiruugh handkarchlaf or other clean 
clotli 1W u medium rurrent 

A anemia—rlenrral .pplU-ntioa to tha entire body Treat with 
Purfittn eU-nrwtr No I, • we the chant, and Throat electrode No 
t. oh UiiimM Htarta. the treatment to laat from live to tan minute* 
T, i* iw*iw Urneramr la alno of lha utmosi banaltl 

""■n»*uc effect ran ba produced *Appfy 
IuIh*. diva la mlnutn traatmanta every 
tnl'nniotT' •Iwtrwdu No. I to spin*. fi to It 

, Abaf-ee-—To. »Url on abaceoa. tha tie* of the elirfaco alec* 
I*.«l- h** Iw.n round I.. be the mna» beneficial Kern tuba In 

• onlari with .kin Apply any unlla.-ptlc lubricant on tuba before 
•» plying «llv* b f» |« mlnate iraaitnanta, 

%Ukr.Y.m. lit (•onilllltina fuUnwIrtK operation or Indam-o-.ey 
rwiniltuioa. ua** the t.indtoaor lob* No. 1. Apply any aim la 
Inl-rifWni op tube Ulo la to it, minute traalmenia dally 

Aafbiwa—Apply Horl.u* alertiode Ho. I or t’aadenaer No. S 
► v.'» II,r Cheat and ihru.it ■ nnda for about t m Inn tea with a 
-i i wrrant TrMttucul of A*ihmn la a ao found to ba very 
•••< Hy iho ua* ,*f lira airarhmant. nillnp it with I 

•*rvm t,f iHi of 1 drwm n f Oil of Kuiwlyptal; | minima Beech- 

woml . reowole jtil-ale 3 -o l mlhol-a dally. 

Atrophy ef the Ou.le Nerve—Hv Ih* USr of the aye alaetroda 
N't 4. e■cellm l iveulla h«ra Keen nltalned, Minyla or double eler- 

... of ««irrer»r ehetil.l t* rrpulateif very low. plvlnp 

I •-minute Ireatnirnte dally Apply to the ll.tr eleard 

Alaal* —Iaa a eimt** current ua can few tolerated, lo eplna. 
"htUt«*n, and liack of Lira ill*., mlltlar treatment aa lm- 
•truvrmenl la nntlcad 

ItavUee** llah— Urneral treatment with etoctrodc No. 1 for live 
•iilniil** dolly. 

It>r (.ft. m ritl——|nfe«<(*■ fe Oar. uC Kye (Ada Kacallenl r*«ulla nan 

4? * J * # ' " f • rt * •**«t'dt»»' No. t; traatmenie lo 
- iiout*a dally Alao uaa ihront tuba No 4 to no around area 
of iba conjunctiva or mucous membrane of the eyo i minutes 


An>mrM»rrbrn—Irreanlaelt. . 

Inal lulte No. xt or 14 an rwitifneii 
ittiV unit*, t.Hi tnUrtranl in “ * ' 


Ibnlla— KemaraUdo- tn 

traalmeni of llnlla. aicel- 
lent reaulta have heen nt>- 
talned by ptvlua a ilnbt 
euark around area af in- 
faction with the anrfaco 
atari rod# No 1 and than 
applying lha alaetroda di¬ 
rect on earn* twice dally 
b-minat* traalmanfa. 

Hr* lee* — Uaa Surface 
electrode aver area affect- 
td Trr-atmaata atol 
to tea minutes. Medium or 
strong current. 

•taaiuna ■ |iee Surfacu 
electrode In direct ooniact 
with akin, with madlum 
currant for about flva min- 
utoa. 

Puma — Apply electrode 
In i-loae contact with the 
burned area, ualng a mild 
currant for a 1 abort time, 
two or three timaa a day. 

Praia Fur—Uaa applica¬ 
tor No. 1 over forehead 
eyoe Alan treat tha hark 
of head and neck with 
etrnng currant In direct 
contact with tha akin. 
Treat tha eplne and hold 
tho electrode In the hand. 
Oaoae Inhalations for 
about four minutes are alao 
of Importance. 



Illaehheada—A mild to medium ircetmenl of flee minute# dally 
l’a* Surface electrode No. I. and apply la rum powder before 
treating. 

Btwaebltla—By lha um of the f>aone attachment, vary bene- 
ftrlal reaulta and great rellW ran ha obtained Immediately Uaa 
same mlatura aa In iraatmem of Asthma. 

Caebuaele—lies tha aurfar* electrode No. J. applying aarr„. 4U 
reel. io lo 14 minutes dfllly. 


(atarnet 'treat relief can ba obtained In th>- early slag* af 
cataract by the uee of Ilia aye etaclroda either alnale »r double, 
with a very fine current, not eimedlng 'fc.inch la length. 


CaHotaaoo ■ ■ t*e» a Mrong elacirir current with hurfaoa electrode 
ho I Tha cnerani rao alno ba applied by roldlng elerttode n 
short distance from lha ah In 


fanrar- Surface cancers not «oo fnr developed can Iw teswird 
with (Uutery electrode No 14. Anesthetics nmy he rrnoHrd Sur¬ 
gery ta usually neeaanary, 

Cnrbnnrtm— He* Boll* 

Catarrh—Naaab— In Mile condition the nasal tube la weed within 
the no** with a mltd roirent within the nnui iumhp*. 5 lo 3 
minutes on each aide, faltowad hy on appiIcatlon with the aurfnt* 
e'ectrnda eatemally over the area of lha now fa* «*on* geo- 
a rater. 


t'alarrh »f «tnk-l> Vaginal ekrtrwda No 31 nr N« It for 
live minute* dally, r.leclrode to ha lubricated b,-fnru ln»*itlon. 

t allMnln* -Use Purfaoe elect.mlr nllh afti.ng apaeli applied di¬ 
rectly to tha skin. Treatment to (net shout Ion minute* 
laid la Mend IW Nanai 1‘nlarrh. 
t old In l,aagn—See Asthma. 

told I*, tt rc-ml tie* Apply Surf are elctrod,- dirts l lo affected 
parte, using a strong •park foe abaut Are mlnutea AI*m a 
electrode lo the enln*i keep the olrctrodo nt.oni ,jn#-h*l( 
from the eklu until the surface la red. 
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IVrfmi) llariNlru, l mm IM- 


('•aalliiallon—Apply Mur- 
far# Heelrr-lr nvrr Ihr 
Itonrla. Apply for »l. .<11 
trn mlnntra IH^vlotf Ihr 
rlrelroitr. Par a stem a 
..•milt l*li» alrlatia utr 
NuNM »l«*rlm<lr Xu :2 f. r 
lt«aeit|nti Into Ik.- IlNlum 
iMlltil.il tifutMirnia trial 
akutlt 11 % r tnlaulra. 

i fnMda—Tlir an- of lha 
vaalnoi t-i.fi mti# so. St i- 
v»rr rffrrllyr. vlvln* I* 
mlti«n«a ilall) (In «n> an- 
tla |tilr Ivliflrjal on anu»* 
liafeirv Itiaartlit* 

< #r»M -I 1 ** Ihf aitrfarr 

rlrrl rod# No I, Hil.l.li.rf 
■'an* m« fnrr|iMii| aM 
aWlao mt foe* 16 *•- 1 «•*.*. ». 
ilolll'. 


• y al It la With Ihf na« of 
I hr oil . 1 1 No 3) find HI.. 
Ihral Mm. 31 I ultra, rrma/lc 
• Mr rraulla hnvr |»r.*a nto 
Ialn#4. Olw t aninuira 
•fall*. I. ala if tint '•Hl»|.lY 
Inhrtraat no |ha elrrtnwb** 


I »< Far li*i.| 


A Inf mm In 


DralniM, r.arnrhr nod har t»Urn*#o—A in*I v liar i>lrr1ri*tr irllli 
\+ty n» I In i in mil lolo Ihi* .nr. iVrr muni I..- *«<-rrlM an na 
|i. ii»| lwt|*h (I.,- mi ill mo Thru# to flm mlttalra la ailfflvifnl. 


I Hi, hr !#■ A »i|>*» Murfari • l.« tn»i. i'V«*r I hi* ii Wtion, anil »|i|n» 
■I mo. ah .t I hill lowrl or rlrilh for l.n trlnu'ra. I Hr! m«al I... 

ul.a. ri fit ... .. ti aUlla nilial l.-l ba | Infor. arvrral 

mi Militia, 


Mlpklkr.h, A |.I'll hm fit ««• rlrrlmrl, lu 
H'lur liianlal'il Tim...I rlrrtrodr, InaMc 
i.n ful'iMlra. m|hbi #*1 ,it abort Inlmnla 
•ilan of hirn| ailt tiola*.- 


oulal.l. of Hi rim i unit 
Trrauttrni onl •»•*» 
(lariap Inhalmiqii* ar> 


• Ui’tn-lr No. I »r Mo 1 nvrr Ilia atomurlt nn<1 
** nr iiU'iim • Uh m Mmna rarrmi f«r aloHit irti in I naira. 


Itr IK. Iia. of H.I- anrfnrr rleHrudr Na |. rarHIrnl 

... imirU... Mill i ini'.l hi irtviiiM ilia imiit in na mnr-h mirnii 

"• *■"" •••* • ttiltfrril An.ilt.r hr lit fir la I l»«v of tmitlii* >• In a|i|tlr 
aatu, mir I hr nrrn •• im« ait «t.r Minr mill. I hr 


Matrrllka In amir rnara of Knitrlil* nni na hrnrflrlot rv»ul|a 
'"•'V •* r\|». Ir.l na In I'brimli r.ir«a l.ul ini.. «nn In' |r,. ,t, ,| |, s 
*.»'lia limii an|ill«-ktiInna wllh Ihr atirfne# rirrlrtuli- .Vo. I nt**r 
rrvo of tlir 4MImii.ii 11-in la u I c trratmn.la ilally. In r».r..nlr 
• . ...II. .> rr.i.l'a .... hr t.Malnud l.> a I villa lfr,nir r n| |«i,. 

•tall* ollti ||m roil.Ira aa-r rlrrl riofe. 


1‘liMlil) Milk 'I root f rtl.'f la fhm IniroiMlIdli-ly hi I ha uar at 
.hraMHhtr I'lrilrati' No. I In tli* arm lit volt til, i|lvi> It Mtlnulra 

l ra.lt*. ml ibr lrr.lt tier! -Kirflli itl rva M |la hnvr l.rn. tih- 

• *1 •'* •*'. ••**- .»r Ihr taalital No Ji Itrln* lohr 

In I. «».ir| aIlk III. «Vrv!«. *1> Mm It ntliiMlta ibally, nalna anjr 
nnilaiiiMr luUlronl nn lha |«h#. 

Vtrr kl«. I'ovrr ailrfiM r wHii aonsr a nil Irrat .lolly with a 
••’Until . uir. nl r.r from hr# In l..| iwlnatr*- ili.'ull...i Ktaitlia 

• ^nllf ail* IM Itr trrt alow iiM |mtlriMr la r#.|t|ln*iL 


Kraal Ultra — Hra t?M|. 

Main* 


Kltaarr— I aul— It.-mark* 
itl.lr rraulla, amt In | 
i*o a# a oomt'irlr rmotty. 
t-ull hr ri|wctr«l l.jr Ihr ur. 
of I ha racial •Irrlrml# Vo 
14 tuha. Aiijily nn aatl* 
•riitlc iMhrhiaiit nn tlir 
l«h# lo»for# Itiarrlln*, alf* 
In* It aatnutaa flatly 

htllcr In UiHIrr raarn. 
Ity ihr uaa af lha aurfm*# 
rlrrlroft Mo. I, lha tut# 
•roMltf tr hrfii la lialu 
twaUCC with ihr aurfatw 
nf lha akin, Irrailn* Ilia 
al4a« of lha nark aa wrll 
na Otar tka <Jt»l|ra liaai;. 
* I Vina lP-mlnul# |r.*o|. 
mania dally. 

tiMtorrh#*—la auh-acui. 
or rhranle fortna mark#4 
banaflclal rtauiia havr limn 
obtaln«4 by thn ua.. of (In 
uratkral Na. 31 or va*ui«l 
No. 3< alrctroftaa. Aritly 
noy anllar|*tl< lubricant on 
i uhra hr for. inaarila*. Olra 
T niinuta tra*taa«ata faily. 



Klar for *#al* rat Hair Trratatral 


l.lrri -Hr ihr uaa ,.f lha arwlliral Nn || and |lo» mrtnl No, 
It lehaa. unuaiul rraulla ImVr barn aM.iUn.l loam m«»nr nllli 
any anlUapIbe luhrlmm. *irln* la 10 |mliai.* irraimania tlollt 


Urlopa —llraalhln* lhmu*b iMnar n-rorrulnr *lv«a Inimrttlnlr 
rallaf. KoMow it Mb Irraimmia «.yrr al4.< of iim<-. ami In ao.io- 
• aaaa wllk Naaol rlrrl rod# N«. I» Inlrraolly Tmilu.ml llvo lo 
Ian mlaulrw 


<►•••—A|*»ll|f hu/faii' rlrrl iimIc It. Ilir allllltt II. all oitils It III.* 
ayalrm. Than at.|ily Murfora rlrrlnolr |« Ihr unlnfol nrra a MU 
a medium currant, kraolu* Ihr rlrrlmd* lo irmlntt wlHi Ihr aklt. 
Inti moving M«. ahoial. I‘aln may ha aoilrr.1 «• I flral Inal rrWallr 
ara cartaln If traatmvnl la conllnutfif 


biay Hair—THr natural ndw of lha hair may of Ira hr nature*) 
bv r.t inti ad nntf |iatlao< Iraaltomla with elrrlrotl- N« 1 Hr. 
Aloprrla, Mavrrnl roi.nlha am uaunlly rminlrrtl for vraulla. I'a# 
•rurr.nl for rllmulallon at Imal ..nr# n .lay llra.l Khrrhtrdla 
Manual 


Hay Kf»ar»-Al'lily Mtirfar* rtartrnd.* n» # rr lha nnar mul rloru 
milnr with mrillum rurmnl for five tnlnult*. Ant.U rlralnWIa 
No, la in noatrlla for n alinrl llttir. Trralmrnl tmtal U of ahor* 
Iliirnilnn hut frr^uenlly r#|i#m.d |ia. Ihr iwmir iinirrHlnr frr.ly. 
It hrln* a lvlrtblr In Maonala Hi. nillrr r.ovni ullh ll k'hr wilt- 
factory rarulla irralo.m« ahuuMI ii»mmr*irr iwn or ihim ur^k* 
bafurr pa Mod of altark. 


Ilrafarkra Kronlnl and (Vt lpllal hroda. lira an* rrllryad by 
ualrg lb# autfarr |«ha No | ..... (ha ar il of |.tln Krr t . Il.r Hit..' 
In loom rvnlarl and |<rolan* Ihr irt olnirm ...HI .. ll. f Itk. a 
place whirh uaually lakra from % lo lu mlbMlfW. 

Willi Ibr u»r of Ibr m ini lUlm No JI, lmo|inrnt> 
mllaf may ha »M*Uo.l by ulvlii* S.ielaitir lr.atiit.ola dally, 

Hrrara Xwl.r A|i|»1lraiIon of Ihr r.tM. ntrr lob# la Him rrni.* 
lion of Man#.'* Hrrotrry ran Nr hnairtinl ».y «UIiik la.miimir 
trralmrnl d«lt». 3 In Imtlmrala am uantlly aulTIHriil. 

I*.|t*i.*.f—Tlir lottal hrnrflrlyl war of Irrailn* llila randllhio 
la hy IK# uar of Ihr |.n>alallr fulw Na 21 wllli |.?only of aunrk 
I’M Ihr alirfa. r i lr.irr.dr Vo \ all*blly lalanl turf Ilir nmt t.f III. 
anlar from t lit 7 mlnul.a dally. I»lrrr| ap|.llf#l loo ar 11 It aprrl.il 
r rrtrn.tr la nl#n of *rral loi|.<n I aTIlia rl.*r|r.wU- ,*aa lo- n «.•.! 
fur 3 In !• rnlnulm Tranlmraia oru'r a* l»hr ilitily. 
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ImmiImh#* Ilf I r. 

Iho—Apply Ihr our- 
»«M rod* No. I 
over Out ar#a of th# 
•pine, ralelng mim 
aiiKhity: iti»o apply 
electrode around IK* 

• rn of th# HI adder. 
I minutes dally 

lalarMa — Treat 

the opine and enlar 
plaaua with the No 1 
rlKirodt. Aloe ever 
the ryn a ad the aldae 
•f the n'jea Treat* 
memo to «h# opine 
era mode through e 
1 atari for dvr min* 
ulM A loo use Osone 

• lenerntor. 


Inaanala — The 

method moot benell* 
del hoe been the nee 
of th# rnndrntrr tube 
whlrh »e kept In 
light contact with the 
back of tho head end 
the noclt. gntng down 
the et'lne fee ahout ft 
minute# dally before 
re I Irina 


I 


orrhiiie— Relief can be Immedlatoly obtained with ike ourfaee 
electrode No. 1 over tho area of the uatlclaa, divine ft-miaul# 
Ireotnaeota 

rare title—The condeaoer elocirodo. etlni a mail l urn Intenaity 
of cwrreat over th# dteeaeod area, giving ft to |v-minute treat men la 
dally, to very bonodulal. 

I'heryoaitie—In acute forme with the uoe of Iho throat elec* 
Irode, quick relief oan be obtained Ulve i-mlnut# l real manta 
•lolly. 

ItffWftgF—Ufftag the rondaaoer tube ovor tho front and back of 
the cheat until a marked reddenmd of tho okin Indicates a eoonter 
Irritation. Two or three treatment# are oocooaory In acute caoee 
and one dally In chronic caeeo. 

I'eeHoat*—This io treated by tho tamo technique ae that em¬ 
ployed In eosaraa. 

File#—See Hemorrhoids 

■howooMloon—The comJenoer lube lo of eaceptlona) value In 
chroalo and muscular rheumaUotn. Apply tbo electrode over tho 
area Ui to II minutes dally. 

Rlagwerm—fee the gurfae# electrode and apply oborl aparke 
oeveral times a day with a medium current for several minute# 

•eaie-Uy ike uoe of (ho surface electrode No. 1 a oofloalnd 
effect can be produced on eoft tleouo. iroatlnd Mint ft to T minute# 


trio 1 lee—Apply the oondenaer electrode along th# course of the 
nerve and over tho lower part of tha opine a'viaa l*-mlnute 
treatment 0 dally. 


* my * * I ret rode No. ft In contort 

*.}'* «■*"?» very light current for about ft min* 

uiee, bee produced favorable reeullo la many caoee 


IHile—Treat no outlined above. 
Ielneil m Myplilllilr-lrlthi. 


flood rental to have boon oh* 


Ueo.-My lh# uer of tho condenser eloctrodr. great relief 

niiiniai.H -*•--* — M - -rnmn er j* 




tho liver. 


•!»<■<rod. .Ithtr br ih. Ioom inlul 

zjs&uSS .v » jra"L££f..'■ 

l ? r W 'broii.b IH. rlMSlfi. wlib .. 
" ™ r ";‘ r . , " 1 "* 1 ’ 11 CmiU.ii. ir,«ti*tnt until 

re u I# gun. Keep Ihe rl. rtrode moving end give long treatment. 


i.M<wr«krn 1W Vaginal elrrirmleg No j< or It. lubricating 
Jg* 1 ! 1 - to* flve mlnuteo lo applle] 

' " rlrrumo«ar»dee require Current should he turned 
J' nt ''end off before removal ef electrode, 

dot lax,. 1 U- douche. Ip «tri.nee! Inn 

heterrhew—Treat |hp game ae Amenorrhea 

ciJT«TI!a!!* ^".'5 ? *«rrfo« relief of neuralgia, the ourfaee 

cl I oil. No I ehnuld lie treed I'aat bock end forth In llaht 
evatleH with the eh In. giving IP-minute treatment aa needed* 

. j;r. ws'.sraata; •w’aarsAsr:. ss- 

A, " , " , •• •• 

iiWr.it>-- Apply Kurfore or Condom#i electrode No S for lirteen 
mlntilo. twlvw dally. Use very etrong current, rile will hi 
walllSS? * l ’ tr * aM ** «»»•« «■« be reduced ond 


. no# of tho our face electrode So, 1 given a hurried 

relief by applying oaao over tha area of the Hlnuoeo dally for 
ft mlnuteo. 

a- ^ ▼**••• PlaeoeeO"■ Uoe Internal Throat electrode 

**. w . ,lb "W5 m current for Ave mlnuteo, and tho Batemal 
•J*f? ro4 * *• • 00 lh * «u«Aido of tha throat for tho aame 
period of time. 

•tiff Neck and delnle—Apply fterfoce electrode. ualag tho tarn* 
method ae explained in Neuritis. 

Tuaaliliio— L'ee treatment ae above for Bora TliroaL Ocon# 
(reelmemo are also of Importance 


i*uWrcui..ia— lr the Incipient t/pe of tuberculoma, oieaodlngiy 
good reeullo can bo obtained end lube reel bacilli eliminated by 
' #* ? f attachment. Ailing same with one* ha If dram 

of oil of eucalyptol, and uno drum of oil ef pine, ton minima of 
baechwoed oroeoote, uolng the aame morning and night With 
« *!?• elrrtrodo over the area of tho cheet. this 

will also be found benedelal uolng same lft mlnuteo dally. 

I'rtlenrlw-xlllveo—tirllcarla nan ha quickly eliminated by tho ueo 
of the eurfaaw electrode No I going back and forth over tha 
area for IP mlnuteo dally until condition lo gone. 

nod other eomli Cirowthe—The Fulgurates electrode 
ohould ho need, ae It 'hrowa 0 Ana sharp spark. Apply to grow tho 
long onnuah «o rautrrloa the eurfar# a few eooomfo la usually 
all that lo noevaoory Walt a day or two for reeullo end. If 
prceaaary rrpoai. When, there lo no Fulgurntlon electrode tho 
Hurfaco electrode con tm uard by holding It about one*elghth 
Inch from the growth and allowing the ei^rka lo pam from th# 
•dgo of the glass. 

Writer*# t'ruiup—Ii< tlito rondlllon n hurrtod relief ran bo ef- 
*?!• nt ,H# •« f ^*<** l»ho Na I ..v#r tho area of 
condition, uolng aame uutll condition lo relieved. 

*>7 N#oh—T#r«l#xliU—Valng th# No I or No 2 over the 
area of Iho neck and down the #pln# dully fur |o mlnule. relief 
can bo effected 
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DIRECTIONS FOR OPERATING 
The Master Violet Ray 

lnw>H rUm . ,.i.Ur*tar Inin Ihr Inatrim#*' 

Alinrii I hr CMaii'tln* j.Juk lo Ilia lam* aurkal. 

Tura Her tfarrrnt on. 

Ail^ialrnrol of lit# VHlM Ho* aliKlnr** I* t,Mnlat*| |. r trip 
i7l£!f£!S!' T “ lh " r '** ,r ai ** rt ' , ' r K" •»••»*»•••, Ii» III* la ft 

r,*. 2 j;?/ r,w — ■**— •• 


jjs? cs!.'' v.Vj 1 "«os'*. «♦*!• it «>T «..< if- 

»• 1 • l • Muir II repairml Ir “ - 

of »r*r aminir, 


Ha*a II r*|*alra4 Ir. tlm* If •!**. 


D0NT8 

»!»«!** lo raiialr Ikr aiitiamlua If iKr n#.r»»itv 


2. IM M«sl MW Ilia Mortar In ronni 


«r .eitlf Hill of Hr Holy. 


•at lino with attjr lonlr or niM> 
rttl'tar of aloubol •« Ilia halt 


ft Xl' •fl'*ra|«a **.l whan ... w 

I «etrtaiu off |U- on | .„. » M r, , ( ^ r ^ rainav- 

•"* .< rrnin |ha -at,, Mwfc* afi*J lfc * «’■*'»•*<' 

*»ITK| Mil •nil nr* »il.ln K from » ra cavareil b» 

“N-rrsaL/ir—... mbs ”• 

^'arvrtefcersK :v ststl ::.v,. u 

r."V.; fir.S£!£i to .X!J!'"" ”* v ""' **"' " 

GET YOUR MASTER VIOLET RAY NOW 

JllTulmm * “”" 1 ’ VW »l 't*> tnr It,, hem. .. writ ». |k. 

it"; JSiWjasr ,u * f««" vK« 

Y-"p .sr-iis issr^nwaaiis nusss 
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GUARANTEE 


The Master Violet Ray instrument is 
guaranteed against mechanical anil electrical 
ilelecls 1'ir a period u{ one year from ilate of 
purchase hy the user, providing that all in¬ 
struction* for the proper use anil operation 
have hceti followed. Defective part, will be 
replaceil free of charge when needed, providing 
the apparatus is returned to the factory pre- 
|taid, tilas* applicator* are not guaranteed 
for any specitied period of time; they arc made 
of the very best material obtainable and thor¬ 
oughly tested before shipping. 


The Master Electric Company. Inc. 
Chicago, U. S- A. 
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Application of the Fulguration Point 
Electrode for the Removal of Moles 

Authorities recommend attaching a metal handle 
and cord to post “A” and connecting fulguration 

point to post “ 1)” with a gap of one-eighth to one- 
fourth inch between “A” and “B,” approaching pa¬ 
tient carefully with circuit breaker open, revolving 
tiie point in a circle about one-eighth inch from 
mole and close circuit breaker, thus cauterizing the 
growth with the result that it withers up and is 

absorbed by the tissues, one or two treatments be¬ 
ing usually sufficient. Most aseptic precautions 

should lie taken washing off beforehand with an anti- 
•cpHe solution and applying some healing ointment 
afterwards. 





The Violet Ray 

The Latest Development in 

BEAUTY CULTURE 


Treatment of Acne Vulgaris (Pimples) with the Violet Ray 


Look for 
the name 


Fhe trade mark 
of Quality 


Manufactured by 

McIntosh Battery and Optical Co. 

322 W. Washington St. CHICAGO. ILLINOIS 


(C) Jeff Behary 2020 






The Violet Ray 


The Violet R 


3 


How to Build TJEAUTY specialists 
Up Trade Jj nowadays are coming 

to realize that the only 
-a ay to build-up new trade, as well as retain 
a hold on older patrons, is to give them 
something which they cannot get elsewhere. 
Any woman can buy herself a jar of any 
of the well advertised cremes now offered 
and massage her face at home. 

Electricity a When it comes to clectri- 
Great Aid cal treatment, however, that 
is a different proposition, 
as it requires an experienced operator to 
make a satisfactory application; but the small 
electric massage batteries and massage vibra¬ 
tors are all about the same in operation sq_— 
that the operator cannot assert her individ¬ 
uality in making the application, hence the 
patron feels that one operator gives about 
the same treatment as another and that there 
is no special reason for patronizing any 
particular shop, with the result that her pat¬ 
ronage is not very constant. 

Use Something Shrewd beauty Special- 
Exclusive in ists are > therefore, realiz- 

Your Work ing that the sure wa y to 

build up a select and 

profitable clientele is to install an electrical 
apparatus of a kind which is not found in 
every shop, and which will cause their pa¬ 
trons not only to come regularly for their own 
treatments, but to give them some much 
needed advertising by heralding abroad the 
fact Lhat So and So’s shop has the very .latest 


ay 


apparatus and gives a treatment which is ouf 
of the ordinary. 

An Apparatus The McIntosh Violet 

That is Kay Machine is a new 

“Different” departure in electrical 

apparatus for beauty 

specialists, as it differs greatly from any ap¬ 
paratus heretofore, employed. Hundreds of 
operators have added to their income and 
are now on the highroad to success as a re¬ 
sult of making use of this verj r beneficial form 
of electricity in their work. 

A Simple This machine is one of the 
Machine to latest and most scientific 

Operate developments in electrical 

treatment, while at the same 
time it is so simple of construction that any 
operator having previous experience with 
electrical massage batteries and understand¬ 
ing the general method of their usage can 
operate this machine by reading the printed 
directions. 

How it is This apparatus is arranged 

Constructed t0 he connected with any 
ordinary electric light sock- 
burnishing direct or alternating current of 
110 volts, and consists of a number of coils 
of wire which have the effect of changing the 
character of the electrical current, giving it 
the peculiar property of being able to spark 
through the air. 
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Makes TT7HEN the glass 

a Beautiful VV electrode connect- 

Display in Use . ed with the ma ' 

chine is brought near 

the hand a number of tiny violet-colored 
sparks arc given off, but when the electrode 
is pressed directly upon the part to be treated 
a beautiful violet glow takes place within the 
glass bulb, while little sensation other than 
lhat of heat is experienced. 

A Most Beneficial ™ e application of 

, , this current is re- 

1 reatment, and . ,. , 

. <t- i markably pleasant 

Pleasant to Take anc j patrons who have 
enjoyed one treatment are loud in its praise. 
The use of this current has a highly stimulat¬ 
ing effect, as it increases the circulation of 
the blood, consequently improving the blood 
supply of the'part under treatment. The cur¬ 
rent also has great germicidal properties, as 
it gives off ozone, which inhibits the growth 
of skin and scalp parasites. Many stubborn 
cases of acne, eczema and facial and scalp 
diseases of germ origin have responded in a 
most gratifying manner to this form of treat¬ 
ment. 

Very Novel in When the machinc is first 

Its FffWts seen in use 11 13 apt t0 

be a trifle disconcerting 

to the novice as she observes the weird blue 

sparks and hears the snap and crackle of the 

electrical discharge, but when one realizes how 

perfectly harmless the current is, confidence 

is at once established. One peculiarity of this 

form of current is that it is unnecessary to 

have two connections to the patient, as the 


W' 


Very Novel in 
Its Effects 


patient standing upon the floor or seated in a 
chair resting upon the floor forms the return 
circuit with the earth, so that it is unneces¬ 
sary to make two connections to the patient, 
excepting in some special treatments. 

An Effective For , fa ‘ ial aTld s< f lp 

r* i? j- i work the glass elec- 

Oerm Bradicator A , ° , , 

trode is attached to 

the machine and applied to the part to be 
treated, and for certain conditions due to 
germ origin this current is unexcelled. 

Moles and Warts A f oles and 7, r , ts are 

• i i r» • i t also successfully re- 

Quickly Banished , ,., , 

J moved, although 

superfluous hair cannot be removed with this 

machinc. For the treatment of moles and 
warts the fulguration point electrode is at¬ 
tached to the machine and a tiny spark is 
drawn from the patient, encircling with this 
spark the growth to be eradicated, thus cauter¬ 
izing the growth, so to speak, and cutting 
off its blood supply, with the frequent result 
that moles or warts are removed in one or 
two sittings. 

Rapid Results The f ecial advai r Uage pos ' 

, . j sessed bv the Violet Ray 

Obtained Machine'is the fact that 

one can accomplish more rapid results than 
with the current obtained from ordinary bat¬ 
teries or wall plates. 

An Indispensable Thc opcrat ° r ? who 

* . are using this ma- 

Apparatus 

chine are finding it 
to be the most valuable appliance employed 
in connection with their work and would not 
do without it. 


An Indispensable 
Apparatus 
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The Violet Ray 


McIntosh 

Violet Ray Machine 



PRICE, complete, including facial and scalp 
electrode with handle, cataphoresis elec¬ 
trode, fulguration electrode with three 
points, metal handle and two conducting 
cords .$30.00 

Produces This apparatus, when con- 

Violet Rays necled with any electric 

light socket by means of 
the plug and cord furnished, produces a beau¬ 
tiful violet colored discharge, between the 
secondary terminal and the grounded ter¬ 
minal, hence its name, the Violet Ray Machine. 


The Violet Ray 


McIntosh 

i i Violet Ray Machine 

High-Class TT is constructed of the 
Construction JL very highest quality of 
materials according to 
the latest standards of electrical engineering, 
and is guaranteed for one year from date of 
sale; while with proper use it will give a 
much longer period of service. All metal 
parts are finely nickel-plated, and all insula¬ 
tion used is of the best. The apparatus is 
encased in a highly polished, quarter sawed, 
golden oak case measuring 9x6 x7 l / 2 inches. 

Superior to The base upon which the 
Other Makes Parts are mounted is of a 
special insulating material 
which we have found to withstand this form 
of current much more effectively than the 
slate bases used by other makers, which have 
a tendency to short circuit the wiring-—several 
such faulty machines having, to our knowl¬ 
edge, broken down in use. The purchaser of 
our machine is insured of securing an ap¬ 
paratus which will stand up to the hardest 
work and which is always rcadv to give re¬ 
sults. 
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Electrodes 



No. 54, Jracial and Scalp Electrode only, 
without handle.$0.75 

^ j* j 

No. 54, Facial and Scalp Electrode attached 
to handle, complete.$1.50 



No. 81, Cataphoresis Electrode.$1.50 

This electrode is used for the applica¬ 
tion of oils, having a little recess or 
cup which holds same. It can be fitted 
to the same handle as is illustrated 
above. 

After the glass vacuum electrodes have 
been in use for several months the color of 
the light will change gradually until it is a 
greenish color, after which they should be 
discarded and new ones obtained. It is well 
to have a duplicate set of the glass electrodes 
on hand to avoid delays. 



Electrodes 



} No. 154, hulguration Electrode, complete 

with three points...$3.00 

This electrode is provided with three 
points of different shape adapted : 
the treatment of various growths. A 
special advantage not found ir. other 
fulguration electrodes is a circuit 
breaker, which enables the opera: r to 
approach closely to the part to e 
treated without shocking the patiert: 
then by instantly closing the circuit 
breaker the current is turned on and 
the spark is applied so quickly that the 
patient hardly feels it. Other fulgura¬ 
tion electrodes not having this device 
are rather unpleasant of application. 



No. 40, Metal Handle, each.$0.15 

This handle is only used in connection 
with the fulguration electrode and with 
all other treatments it is unnecessary. 
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Directions 

for Use of McIntosh Violet 
Ray Machine 


Directions 

for Use of McIntosh Violet 
Ray Machine 



A, Secondary Terminal. B, Indifferent or 
Grounded Terminal. C, Interrupter Coil. D, 

Spark Gap Post. F, Attachment Plug. I, 
Vibrator Spring. P, Spark Gap. R, Vibrator 
Screw. 

How to Connect This coil operates on 'j 
in Circuit either 110 volt direct or 

alternating current, and 

should be used on a wooden table. Screw 't 
the attachment plug “F” into any lamp socket 
and turn on the small switch at the right of 
coil. The Vibrator “I” should make a hum¬ 
ming sound. The number of vibrations is 
regulated by the screw “R.” 


Adjustment ^pHE Vibrator Spring 

of Vibrator 1 should " ot T touch * hc 

head of Interrupter 
Coil but should be separated by a space of 
about a sixteenth of an inch. The Vibrator 
Screw should just delicately touch the Vibra¬ 
tor Spring. 


How to Post “ A >” the Secondary Ter- 
Apply minal, is ordinarily referred to 
by some writers as the Positive 
Pole. For facial and scalp treatment the ap¬ 
plicator is attached to post ‘ A. Before ap¬ 
plying the electrode to patient the Indifferent 
Terminal “B” should be turned so as to touch 
“A,” after which electrode should be placed 
on patient and the Indifferent Terminal “B” 
should be opened gradually until the desired 
o-th <if rnrrent is obtained. 


Use of 

Fulguration 

Electrode 


When using the fulgura¬ 
tion electrode, however, the 
metal handle and cord are 
attached to post “A,” while 


the fulguration electrode is attached to the 
socket in post “D,” which is referred to by 
some writers as the Negative Pole. 
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Acne Vulgaris \X/ ELL k F own authori- 
(Pimples) VV ll « recommend for 

this application ap¬ 
plying the facial and scalp electrode attached 
to post “A,” (as shown in the illustration on 
cover) holding it in light contact with the 
skin, moving it about gently, with a gap of 
about one-half to three-fourths bf an inch 
between “A” and “B.” The tube is not al¬ 
lowed to remain stationary over any point. 
Treatments are given three to six times a 
week for periods of seven to twelve minutes. 


Alopecia Excellent results are being 

/. r i_j . x had in the treatment of 

(L.OSS Or rlair; * man y casc5 of baldness with 

this form of electricity, the application being 
made with the scalp electrode in somewhat 
the same manner as in the cut shown on page 
thirteen. A spark gap of from one-fourth to 
three-fourths of an inch is employed between 
“A” and “B,” while the electrode may be held 
in light contact with the scalp or removed 
slightly, causing a short, intense spark, which 
is highly stimulating. Care should be exer¬ 
cised not to give too severe a treatment and 
not to prolong the treatment too greatly. Be¬ 
fore making the application the scalp should 
be cleansed thoroughly, avoiding the use of 
alcohol or any tonic containing alcohol, as 
the sparks would have a tendency to ignite 
such substances. 

Chloasma See moles, moth patches, etc. 

c if u This form of treatment is 

railing Hair very effective {or f a m ng 

hair, the application being made in the same 
manner as for other scalp affections. Treat¬ 
ments with an electric vibrator prove very 
effective given alternately with this form of 
application. 




Treatment of Eczema of the oce 
with the Violet Ray Machine 


For this treatment authorities recommend that 
t i,_ electrode be attached to post A arm 

after the scaip has. been thoroughly cleansed u^ng 
no tonic or other liquid containing alcohol, the etc 
trode should be applied and moved about gentb for 
about five minutes. The spark gap should be aa 
justed so that there is a distance of about one-fourth 
lo three-fourths of an inch between "A* and B, 
and the electrode may be held in light contact with 
the scalp or aoplied through a thin layer or gauze. 
The success of the treatment depends upon the Teg 
ularitv of attendance of the patient and the fre 
ouenev of the application, one treatment each day 
being more efficacious than only one or two a week. 
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INTRODUCTION 





T HIS book is written with the purpose of intro¬ 
ducing the Master Violet Rays and explaining its 
superior merits in the treatment of physical dis¬ 
orders to those who have not already experienced its 
wonderfully beneficial effects. 

To the thousands of users of Master Violet Rav In¬ 
struments. we need no introduction. The machines 
speak for themselves and the numerous commendations 
we have received testifying to the complete satisfaction 
given by these instruments, are sufficient proof that our 
unqualified guarantee is well founded. These users of 
Master Instruments know that for service, reliability 
and general satisfaction they can find no machine the 
equal of the Master. 

To our new friends and potential customers we want 
to say. that for years we have endeavored to produce 
the best Violet Ray instrument possible at anywhere 
near the price. That we have succeeded in thi> is at¬ 
tested to by the many satisfied users who would have 
no other than a Master \ inlet Ray. \\ e have main¬ 
tained a policy of using first-class materials with high 
grade workmanship only, and bv constant experiment 
and tests have produced a \ iolct Ray for home and 
general use that is without equal. 

Every machine leaving our factory is *’ 
tested and inspected and is accompanied by oi 





guarantee. Anv dissatisfaction will be iminc 1 
justed. 


MASTER ELECT1 
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VIOLET RAYS 

The Violet Ray is a pleasant, effective means of applying the 
wonderful power of electricity to the human liody without pain 
sensation or shock, and is without an equal in relieving pain and 
congestion, stimulating the circulation and restoring good health 
vigor and youth. 

The Violet Ray is the ordinary electric current obtained from 
any socket, nebulized and split up into infinite parts and produced 
through glass applicators called electrodes, in a violet colored 
stream, hence its name. VIOLET RAY. A huge voltage of 
electricity is obtained and applied to the body or hair hut without 
any 'hock, whatever, the only sensation being a pleasant warmth 

Violet Rav Treatments surely reliev’c pain in any part of the 
body. The electrical currents penetrate every cell and tissue of 
the body, and tranquili/c and soothe. Violet Rays stimulate and 
strengthen the vital organs, build up the natural forces, steady 
the nerves, and develop the general health and conditions of the 
body. High frequency electrical currents carry oxygen to the 
blood, thus purifying this vital body fluid. Violet Rays equalize 
the circulation in congested parts and restore bruised and in¬ 
flamed tissues to normal. 


A Master Violet Ray is applied through vacuum applicators or 
electrodes made of annealed glass. These electrodes diffuse the 
electrical current in sprays of a beautiful deep violet color. These 
sprays or sparks vibrate to and fro. or oscillate at the rate of 
several hundred thousand times per second. This rapid vibra¬ 
tion is what produces the pleasing, invigorating and corrective 
effects derived from Violet Ray Treatments. 

A few minutes' application each day. simply holding the ap¬ 
plicator in the hand, furnishes a tonic to the system which does 
much to tight disease and keep the body in a healthy state. In¬ 
asmuch as prevention is to lie desired a thousandfold rather than 
a cure, this one point alone makes the Master Violet Ray in¬ 
dispensable in your home. 

Main* authorities state that impaired circulation of the blood 
causes most ailments The V iolet Ray by stimulating the cir¬ 
culation. thus wards off disease, saving you much unhappiness 
and suffering 

With the knowledge that electricity. Nature's greatest health 
agent, was a vital factor in the treatment of x*anous d«W«s o! 
the body, there has been a constant untiring effort o ’inprove the 
method of application and increase the power of this wonderful 

agent, 

The wide use of electricity produced 
apparatus finally led to the discovers •> . j tna „ v prob- 

wise known as High Ereomn v. which <«» ph.se 

lems and today furnishes the most e . .•* ,j, r var ;. 

of electricity known for the relief and destruction or 

nus iit*ca«c9 and germ* of Inc oom 
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a Th .' Vio,ct Ra y offer* a pleasant 
\ effective means of destroying germs 
/ t, ' \ wn'shmg varion* diseaseswhile 

V- \ building up the tissues anil toning 

/ . A up the system generally. The Vim 

/ V / | Ct Fay • wfl,,c introducing all the 

' T " '' KdJ r di C,eC,n “i CnCrByinto ‘he 

hods, does so without the slightest 
pain shock or contraction of 
imiscles In tact the application of 
the \ lolet Ray produces a pleasing 
sensation. I he amazing results *e- 
— — c,,rcd .through Violet Kav treat¬ 
ment. immediately caused it to be 

•• -f tetersssrsjz. ss 

is\c >uilt an effective \ tolct Ray instrument that is the essence 
of simplicity, made so a child may operate it. and at the same 

cTrell"? I WVC a " ,nMr,,m, :nt that produces tlic Violet Ray un 
t \ccllcd by machines costing many times as tnucb without the 
unique and practical features of our instruments. 

WHAT VIOLET RAYS DO 

n ,o.'e! Ct ? r u Hl8 !' Fr<,< J ,,cnc y Currents benefit all living 

natter. T hrough the glass vacuum applicator light heat electric 

fn rchUdnu Cr V att ; i Thcsc farces arc uniformlV potent 

m relieving and eliminating human ailments. Violet Ravs present 

; . ac ic ^' T." Wh, ? J Wl ?" ?«>’. They are positive and certain 

cannot reach^et^ti rCaCh W,,cre m ^ did,,c dots »°> often 
S L H w they cause no pain, no disagreeable sensa- 

dcst'rov I! r i U ‘ y ^ " rn,s,, a soothing relief. Thcv 

. Rcrtiis and have a strong power over infection. 

x ;; t h :„r: for V ,C Mas, ? r Violc ‘ Ra y arc practically unlimited 
r , ord,nar - v P a,ns and aches removed, hut deep seated 
ailments of long standing are often entirely eliminated 

VIOLET RAYS SAFE TO USE 

, 0 T r rC J 5 . n ° da,, . 8cr wi ‘h the Violet Ray. It can he applied 
sc "sitive parts, and the treatment is agreeable and 

vrnl„. f ,R i Yo V s,m t , ’y connect the machi ne to anv con¬ 
venient light socket on direct or —-=- 

alternating current and it is rcadv 
for any treatment. People were 
'cry skeptical about the claims that 
we made for Master treatments till 
ney found that physicians not 
only strongly endorsed its use. 

•ut treated their patients with it 

w!i , r Vc . ry , Rr 2i ifjrin * rr '""' Von 
VS ill find the Master in the office of 

many doctors The Master Violet _. 

Kay ,n t,,<? home is Kfwir! Iicahh in ‘ / —’1 

»uranrr. 


- 1 - 
JS 


m 


S< 
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SELECTIVE EFFECTS OBTAINABLE 

A. A .sedative, quieting or sooth¬ 
ing effect can be obtained and is of 
great benefit in all nervous ail¬ 
ments. This effect can be produced 
locally by keeping the electrode in 
close contact with the part to be 
treated. Painful sensations can be 
relieved, irritated nerves tranquil- 
ized and soothed. Nervous disor¬ 
ders are quickly and beneficially in¬ 
fluenced by a sedative treatment. 

B. A stimulating effect is pro¬ 
duced when the electrode is lifted 
somewhat during the application or 

>ed through the clothing or .1 cloth which has been put over the 
part to be treated. I he length of the stimulating sparks depends 
on thickness of the clothing or cloth placed between the electrode 
and the body. Uniformity in spark length is insured by the 
cloth. 

Stimulating treatments through clothing arc very beneficial in 
rheumatism, lumbago, partial paralysis, etc. Skin disorders, 
where the circulation i< impaired, are often greatly benefited by 
a slight stimulation. A single layer of a handkerchief produces 
enough resistance in such cases. An ordinary towel is best to 
use in chronic rheumatism and similar affections. 



MASTER VIOLET RAYS FOR BEAUTY 

. U Nature lias not endowed you with the charms that you de- 
'ire. or if work and worry have left their lines in your face and 
figure, you can erase them with the Master Violet Kay. Rich, 
red blood is brought to the skin with the use of the Violet 
Kay. It nourishes the tissues and cells and brings the radiant 
line of health and beauty to the skin. All facial blemishes quickly 
vanish. 

All modern beauty specialists use the Violet Ray in the treat¬ 
ment of the hair and skin. 


Treatment of Hair 



I radically every disease of the scalp ami hair, such as dan¬ 
druff, tailing hair, etc., can be traced to the improper circulation 
m the blood flowing through the scalp. The Violet Ray when 
applied to the hair has a direct action oil the tiny nerve and 
blood vessels, stimluatiug them to 
perform their proper functions. The 
ozone generated acts as a germi¬ 
cidal agent and destroys any organ¬ 
ism present, making dandruff im¬ 
possible. A few treatments will 
Mitticc to convince you of the won¬ 
derful results accomplished. It is 
•* proven fact that persistent use of 
the \ iolct Ray will restore grey 
hair to its natural color. 

I be use of the Violet Ray for a 
tew minutes each day will make 
the hair thick, healthy and beautiful 





STKIt VIOLET RAY 


\ 


\ 


As a beautifying 
agent the Violet Kay 
is unexcelled, as it 

brings a fresit glow 
to the skin, produc¬ 
ing a clear, yotttbful 
c o ttt p I c x i o it. It 

unickly removes 
I'imples, Blackheads. 

Boils, Warts, and j 
other Blemishes. I 

It removes Dan* / 
drutf. Eczema. Itchy | 

Scalp and Skin Dis- 
eases. Every wom¬ 
an should have this 
outfit in her home l 
tor use on the hair It 
alone, aside from the \ 
other innumerable } 
purposes to which it 
may be put. 

As a bust devel¬ 
oper. the Master 
Violet Rays will he 
of material assist¬ 
ance. A special 
electrode suitable for 
the purpose is made. 

thmueh'v/V . R t? y R * fr .V J,,,cs the Body. The results obtained 
through \ ole Ray applications will be a revelation to you and 
i .i rcnurkal.lv short time will bring your body, health ami ap- 
I>ejr.nice to that condition that Nature intended it should be. 

CELLULAR MASSAGE 

v >V: tn o ,I,C * c,ec,rodc - is hfotwht near the body the flow of 
7®,- , K *‘> apparent in one direction onlv. That i- from the 

51'?"r «» "! ,i" 

oHv . .1 ,hc a PPhcator to the bodv and then from the 

. msr ,C ,f PI *V CS *. t0r 1 ‘houwtnds of times per second. This 
jhe ’ r S 1,1 ! hc ,,odv *° vibrate accordingly, which gives 
hodilv ti **i r,,a 'l a ®fj- :,nd tcnd * > lo revive and invigorate the 
cm L l rr’ rebuilding each individual cell of which it is 
Violet* Ray " S '* °' ,C °' , ,e ,no5, beneficial results of the 

HOW TO USE MASTER VIOLET RAYS 

rorW C »ll'Vt ,nC ' n, r , -'° <!s °* application arc in general use ac- 
K ,u ' ,c conditions present anil the results desired 

, r m L ? cal applications. (liven with specific stiriacc of 
ortfical applicators made for that purpose. 

Rav kf" eficia ! t warmth is induced by the action of the Violet 
snnnli- T cai '' ar,c> °/ ,,)r !>k . in arc stimulated. The local blood 
' U* i " * '* tfcated parts is increased during the application 
J m, . c thereafter. Any local application with a 
n electrode is an effective antiseptic, largely oil account 
ol the ozone developed 
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RHEUMATISM—LUMBAGO 

By causing the rich red health-laden hlood to flow to the 
affected part and concentrated oxygen driven directly into the 
tissues, the inflammation is usually quickly overcome and a 
normal condition is secured. 


OZONE TREATMENTS 

I he Master Ozone Generator shown on Page V> may he 
used with any Master machine. This generator in connection 
with our outfits give the most satisfactory method of Ozone 
treatment known to science. 


A most essential form of treatment 
and all lung, throat and nose cases. 


tor asthma, hay fever. 


WHY MASTER VIOLET RAYS EXCEL 

Master Violet Ray machines have many features that make 
them superior to other Violet Ray machines produced. Due to 
their superior type of construction, which permits of the use of 
parts of ample size, they will operate continuously for a much 
ongcr period without overheating than any portable machine 
heretofore offered. 

I he Condensors arc large and of over capacity in order to 
prevent breakdowns The Coils are all wound over capacity to 
prevent over-heating in continuous and hard usage. The insula¬ 
tion oi the coil> used is equal to that oi very expensive machines. 

The range of adjustment is ideal and suitable for all treat¬ 
ments. 

AH Cords arc spanless and there i* no possible danger of 

7 a • * ,C ,, * ach,ncs arc instruments of marvelous simplicity 
•on i icienc) that operate on any alternating or direct current 
without adjustment, and arc fool proof in construction 

1 ar * economical in operation. The power consumed is 
1 's t an that used by the ordinary electric light. 

I he Master reputation has been built by supplying the most 
superior product on tbc market. Extreme care in the selection 
matt ria , tigid inspection, skilled craftsmanship, and years of 
expi ru in r make Master Violet Kay Instruments stand out in 
a class by themselves. 
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UASTKR VIOLET HAYS 


SPECIAL FEATURES FOUND ONLY IN THE 
MASTER VIOLET RAY INSTRUMENTS 

A very important feature of all Master Violet 
Ray machines is the special patented Master Elec¬ 
trode socket terminal which is a part of the res¬ 
onator coil. Should tlit- electrode break, the <oi! 

can simply he unscrewed from the hard rubber 
housing and the electrode end easily removed by 
inserting a screw driver or knife in the insertion. 
,i> shown in illustration. 

In the past, where the electrode ha-* broken, 
it has been necessary for practically all user* to 
taki these to an electric shop or repair man to 
have the electrode end removed. This annoyance 
is altogether eliminated, both to the user and the 
dealer, by the patented Master Electrode Terminal 
unstrr i which i- found otilj on Master Violet Ray 

I’afrwt 

K.!«•«•! rode IIKU'hitlC - 

Stirkrl 


MASTER VIOLET RAY No. 10 


The lowest priced model violet ray machine ever offered by 
a rcsjKUisible manufacturer. No exposed parts. Works on eitlur 
direct or alternating current. Equipment consists of generator 
and general electrode in substantial container. The wor 
greatest value in a Violet K«>. \t its price it has no corm 
petition. 

For 22» volt or .12 volt add $l.5». 


(C) Jeff Behary 2020 




















10 












(C) Jeff Behary 2020 























MASTER VIOLET RAY No. 2B 


outfit. Due to our sonV-'i' , t . K a, . e ' st development in a one piece 
not l»c thrown out typc °, const ruction the machine can 

too tightly an ,i i or L adj Vi ,nU M t >y ,urn ' n S the adjustment knob 
tnost'other one picce ,l <ni,fits. V,bra,or a defect found in 

coils are $o > construrt S ..H°t , |?.^f < ^ rubber housing is used and the 
** without competition wln'rl ’i f r ' 11 nut overheat This machine 
stdered. Equipped with t - ? M,ng Suabties and value are con- 
Surface, No. 3 Comb amt ' 


Price 


For 220 or 32 volts add $1.50 


$15.00 


oped, accurate and denenrt,kt pre ££ ,on mechanics, highly devel- 
come apart and the arran j b C ' T he T- c are no P ar,s ,hat w '" 
of vibrators thus elimim * cm * m °/ adjustment prevents locking 
. feature of ~"* Th " " 
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MASTER VIOLET RAY No. 20 


I his machine represents the ideal portable machine. The ad¬ 
justment knoh acts as a switch and is located on the top of a 
beautiful highly polished panel ol Formica. The handle of the 
machine is light in weight and makes a most compact and at* 
tractive portable model for those preferring the two piece type 
ot construction. The carrying case is velvet lined, very strongly 
constructed, and the equipment contains the general electrode, 
the comb electrode and the eye electrode. 


Price . 

N’o extra charge for special voltage 


$20.00 


v . astcr '*f ctr ‘ c Company specialize on the manufacture of 
f machines, and are the largest exclusive manufacturers 

10 ct ay machines in the world. Every machine is thorough- 
ni,, ? C,c . an '^ y° u arc assured of receiving a machine perfect in 
e ry detail and fully guaranteed by a responsible manufacturer 













M.ISTKK VIOLET HAY I.VSTh‘1 VESTS 



MASTER VIOLET RAY No. 235 

A very popular and fast selling outfit. Our superior ouc piece 
type outfit in beautiful silk lined carrying case. The applicators 
included are the general No. 1. couth No. 3, external throat 
No. 4. eye No. 5. metal No. 12. and insulated internal throat 
No. 19. A most complete and beautiful equipment. This ma¬ 
chine can also be furnished for operation on 32 volt or 2J<* volts 
without extra charge. 

Price . $2 3 S0 

No extra charge for special voltage. 


All Master Violet Ray outfits arc designed to work on standard 
current 110 to 120 volts. A. C. or D. C. 


The output of Master instruments arc truly marvelous, not 
only is the amperage tremendously high at the full adjustment, 
but the milli-amperage is great in volume, causing much heat 
at the point of application to the body, an effect most csira 
and not found in other instruments. 










MASTER OUTFIT No. 8 


J’his machine is designed to meet the demand tor a complete 
Violet Ray equipment of the two piece type for home and 
profession, at a moderate price. 

The case is designed to hold live electrodes, which arc con¬ 
tained in a separate compartment with dips to hold the elec¬ 
trodes. A flap separates this compartment from the Generator. 
The case is velvet lined and very attractive. 

The equipment consists of the Surface Electrode, Comb Elec¬ 
trode. Throat Electrode, Eye Electrode and Metal Saturator. 
In the illustration, a Cautery Electrode is shown in place of the 
Eye Electrode, choice of either is given. It neither is desig¬ 
nated, Eye Electrode is furnished with the machine. 

A beautifully finished, quality product at a popular price, duo 
of our most (uipular sellers. Distinctively a Master product. 

Price . $25.00 

No extra charge for special voltages. 
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MASTER OUTFIT No. 4A 

MASTER DE LUXE VIOLET RAYS 

Hu- Generator i- mounted in a beautifully linidicd mahogany 
cabinet with silk connecting cord. I he handle of the machine is 
light in weight and is in a separate Hard Rubber^ I lousing. »he 
cabinet and the housing arc contained in a Karatol covered 
carrying case, which i> lined with velvet throughout. I he carry • 
ing case has a separate compartment for electrodes which ari 
protected by a flap, as shown in the illustration 

Cabinet may be hung on wall or placed on table and um «l 
separate front case. Very popular model in beauty parlors and 
with professional people. 

MASTER VIOLET RAY No. *t 
For Physicians 

This outfit is similar to the 4\. but is equipped with special 
electrodes for physician’s use. consisting of one lb»dy No am 
five t >riticial electrodes. Nos. 2<i, 21. 2.L -4 . M 

Price . S35 0 ° 

MASTER VIOLET RAY No. 4A 

This is the machine shown in the above illustration and 
comes equipped with the following electrodes: General r.h ro ‘ 
Comb Electrode. External Throat Electrode. Eye llcctrodi. 
Cautery Electrode and Metal Saturator. S3S00 

Price .** 
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MASTER VIOLET RAY No. 50 

This is a most complete outfit and a wonderful value. Has 
complete set ot electrodes for all treatments. This generator is 
constructed with extra capacity condensers and has very great 
IHMictrntivc power, developing a current of great therapeutic 
value. Adjustment ku..l> is located on tup cn highly polished 
formica panel. I he adjustment of this machine is trulv re¬ 
markable. operating as it does on a hall hearing and holding a 
\ i r> minute adjustment, which is a very distinct feature with 
great lasting qualities. Carrying case is lined with velvet and 
' ’* r j hc ?. u,, ful .J' 1 appearance. The very finest outfit to he 

pi i ured. \ ou Will find nothing finer on the market at any 


The Electrode Equipment Is Most Complete 

andTfi* n c a*r with Surface Electrode No. 1 

Klcetrode No. 3 rhroat No. 4. Eye No. 5. Spinal 
No. 6. Prostatic Electrode No. 22 and Cautery Electrode No 25. 

,r “ c ...;...’.$50.00 

i>o extra charge for special voltage. 


As a very important improvement in connection with our mag- 
net coil construction we have a resistance winding of special 
a oy wire, which acts as an equalizer between the kick back coil 
ana main line, thereby absolutely avoiding overheating. Master 
tolet Kay machines can be run for a long period of time without 
snowing signs of heating found ordinarily in all other makes of 
nigh frequency apparatus. 













MASTER VIOLET RAY I.XSTI.’lfMEETS 

■■■■■ 



MASTER OZONE GENERATOR No. 28 

T ?>r i »«*t .* rator I* a •;<rrl*l apptkator tlralfmnl r<>r dlmi mmUratUw In MUil 

ilihitt ttmnrfilal ami lung affection*. It ceiirratra etiurnmu* *iuai <>r «»o»nr la 

faint Mm* c*» rt>mr*'W'il ><r uxy*rn anti l- f"«iur*l tty th* paatacr of an eUrtriral *11* 


•■liartfr thnmcti a ’ ' ' 

p'ffnl r«»» Itr |KnOu«Ytl imvhanlrall) nllti Violet 



liuitvlrr Minnu anti ltwl**of» Ifw* mki« 

Kara 

itauM 1 11 rat turn I • arr irn IteioIVU! 
ami riiy’lrtti tniiln an a curnl In all 
tllM-a^ «i? lit- HnHraldrt Organ* In 
ttueuaa. Catarrh. ItrunoiklU* Asthma 
llav I'nrr. etc.. tiulrUv *lw» taarknl 
linneotretirnt from It* WHL 

The oauoc permeate-* nrft cell. *lr 
airoylnc trrrvi life. ami aootlie* the 
In Pa me* I tl»*un 

DIRECTIONS FOR OPERATING 
OZONE GENERATOR 

Thr CJenrcator la pushed Into I ha 
lt'*lnini<nit handle a /tar nillrtc thr In¬ 
halant Humbtr one-fifth villi Inhalant 
«4tl*itint). ila rtirrmt la luma) on The 
left Itaml I* then put a round thr name 
dtinibrr while Ihe other l4i»il actuate* 
the r»rr*«irr bulb at cooirtilrtw. Thr 
ttcMtrll* am p'arml in rr or Held araln*t 
the VH»« hire* and tl*e ui>fle t* forced 
<to«rn thvMxh the p»»*r tut* the lunc* 
I rr (>rra« Inc thr Iwlh Tt»* Jn'ialluc at 
the ummtf ahouM be ilwt» and the air 
romtdrtrfv raided befbre l ah Inc an¬ 
other breath. Inhalation mat aim hr 
tnaitr throne h tlir mouth Inf cnlWtsOC 
the noar-niece for the nimifh-nUr# 

*Hve inhalant aolatkm rnntaltvd In 
th# u after dnnlrr ot the art aerator 
ataahr* tlie (taune a* It bubble* thnmati 
It. allowlnc particle* of It lit be carrle*! 
a'*nc In thr fumi w Tiaa in¬ 

halant aolutlon |a a aplemlld combi,**- 
ilm of r-**entlal wlU which ham a 
*-».iMnc fffrrt VDoo llie iDctnbranr* ami 
ae-l«t In briUitf 

The f» mpirte outfit CWlllta of the 
I Operator a new*-fleer. a mouth- 
piece, ffeaaure bulb. Inhalant anluiJon 

Compute with all attachment* •• 
ilma. 110 . 00 . 
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MASTER VIOLET HAY ELECTRODES 


Nil 9 Urn<! Cataphoric Bkctrodc.— 
This electrode In used for the same 
purpose ns No, S. but hns larger ca¬ 
pacity. nnd grenter spar* for cotton 
and liniment. Used In the treatment 
of Rheumatism Lumbago. Neuritis 
r-tt. or wherever liniment Is used. 
I’rlrc ... .... !> I..Vi 



—s No 10 Spatula or Tongue Electrode — 
J Used for treatment of the mouth or 
tongue as Its name Implies 

I’rler 


No II Insulated Ear Electrode 
This electrode hns been specially de¬ 
signed for treatment of the ear. It 
Is used for the treatment of all Cn 
tarrhal conditions In the ear. and 
for ear ache, deafness and head 
noises, etc I’rlrr 


No. 12 

livers a strong current and is • x- 
cellent for general tonic and where 
constitutional effects are desired 

_j_ _ 1 1 When hold by the patient, there is 

no muscular contraction, merely a 
12 sense of warmth through the en¬ 

tire body. The current can nlso b< 
drawn to any part of the body h\ 
using the No. 1 electrode or the tin 
gers of the operator. I’rlre SI On 


S2.no 



Metal Electrode. -This de- 



ORIFICIAL TREATMENTS 

All Oriflclal electrodes must he lubricated before insertion For 
the sake of safety there should be two people in Oriflclal work, 
the patient and the operator. Tin- current should be turned on 
after inserting the electrode Into the orifice and turned off before 
removing the electrode. Oriflclal treatments are never painful 
The electrode should be moved slightly to avoid sticking to 
mucous membrane. Treatments are not to be continued longer 
than five minutes. 


PLAIN ELECTRODES 


No. M Urethal Elec¬ 
trode I’rlce SI.OO 





No. 15 
trode. 


Vaginal 

•rice 


Elec 

S1.00 


No 1C Internal Throat * * 

Electrode I’rlee SI. 00 16 





> 


No 17 Rectal Electrode 

I’rlre »' •**" 


No. IS Corn Electrode.—This electrode is used 
for the treatment of corns It fits snugly 
over the corns Price ... S1.no 


16 











































U.lSTKIf VIOLET AM Y KI.EUTRODfiX 

II mil . .—— 


|\v| I.ATi:i> KI.Kl'l IIUIIKK 

Hi,- iU it outage of iusulated tubes is that the current may he 
introduced w ithout loss into the orifice of the body. I II using plain 
electrode for an orifice, much of the current is lost at the first 
point of contact, f or instance if the prostatic gland is being 
treated tcilh the plain electrode, much of the current is drawn off 
at the opening of the rectum, but if the insulated lube No. 22 is 
used, the current is conveyed to the desired point without loss of 
current. 


So It* Nil i'll I Electrode. I'sod tot 
nasal catnrrll. etc. Price 


rhinitis. 

HOii 






19 



No 2a tntcrnnt Thrn.it 
KlfClrodt.—IT » (il for 
tonslllt is hyperthropln 
of the tonsils ulcer* or 
tin* tonsils, etc. 

I’rlrp 5!" mi 


No. 21 Urothnl Elec¬ 
trode — Used for cystitis, 
strictures. gonorrhea, 

t -11 l*rli*e S 2 .IMI 





No. 22 Pros t n't Ic Elec¬ 
trode.—Designed so that 
It tits directly over the 
prostatic gland. In man\ 
cusps this electrode can 
also be used for vaginal 
work In place of No. 2t. 
Price .gUHl 


N<> 2:t Insulated Itcctat 

Electrode Price 5 * 2 .(Ml 




■p No 21 W.giiiiil Electrode.— 

3 ——-(without perforations) 

Price *-‘.2.l 


No. 2.1 Cautery Etcctrotlc.—This has a 
platinum wire sealed in the glass. For 
removing warts, ttioies, or growths of 
any nnture. it cannot he excelled. Very 
seldom Is It necessary to give more 
than two treatments, most often one 
application Is all that Is necessary. 

Price .$ 2 . 0(1 


No “C Special Vaginal 
Klcctrode.—Made with per¬ 
forations so thal oxone may 
he generated within the 
vagina. Ksed for ovaritis 
leucorrliea. vuglnlt s ar.d 
all pelvic Inflammations. 
Price Kl.ro 




No. 25 


24 


« \ it i: ok Ki.kiTitmiKs 

K'cp the ••loctroitea ch-Uti. Washing with warm water and 
soap 1* suMlrlcut Kieciroiles will stand heat i«nd can lie holled 
in water 
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THE SPINAL NKRVE CENTERS 


Tl.r Spinnl « ..r.l | H i, )tl . 

tiiiiM-.! in the Backbone ., r 

Spinal Column. Th.- spinal 
I'oril 1* nn cxtcnalon of th« 
l>ri«ln. Th.- ii.rvi-n branch 
•>ut from th.- aplnnl ,-or.t 
nii.l if., in nil part* anil or¬ 
ison* of lh<- hotly. 


— L*-.« f.ht I 

i*r?Ut far‘1'r* 

BKhu nJ replucu 

luvn. 

Uip 

k«ii. 

4«Wrn«ta 


-TiMnuiiii apjrra 

K *'r. . 

ini r»iM 


lflUV« 


l'Alli wr (cmlfnirM at am c*4nt 
afcwue it**' (UiiilW* luiuttr 

mrni 0/ that <*«rt»**ia>u»tiHX oraau 
I loth tii# organ and th# rntiii- 
•tumid b# irrtlfii. 

Itv Violet fUy UMOMBti t 
Mutual NVn# C«il»n rail »«# •Um 
M iafnl l«» ran*# thr Wfl* Uhl 
••ream which ■n* oi«tfull»*U In 

tlirvti it* nr#r»m t 

lllati frrqurtirT at>«. Ilrmikm t*» 
the cwtrrt «uii»at r**h>fi will h* 
•lure an orxan wlilrh tut Ui It* 
natural ton# or «Ih*w« iMHMtlrr.l 
acUtltr T 1 * r n«*rtuai *latr «*f 
hr itriu vf pan will lv mraln*.l 
ni that II* .hit* l« iwnfrrh 
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MASTER VIOLET RAY TREATMENTS 

TIi*’ following nrf MUrtff'NiInna i- 

will «««*volop tlu lr own technique In their the Individual 

Vl»l-I Bay treatment, need bo „/7 “i** 

treatments at frequent Intervals are i on ?. '»urnllon. Short 

w’lth the w • nkcst current possible *rit^ ’ ffrrtlvi*. Always start 
occurs, w ht«ii you bring th.-'electrode to 'tli.I 1 i “i ,1 . , ’ ,chHri "' which 
tact should he avoided. Make contact wit*. l bo ? Jr , ln n>»kln K con- 
beginning and finishing treatment *«r °! e «* f ’ 1 °«*o quickly when 

... >■' 

USE YOUR MASTER OUTFIT AS A FIRST AID 

F,TX'r4 Cor£ ««"}» .V». . 

ful stimulant, and while It |s t,v no meana n Jn.w K< '- "?? * wonder- 

phys/;^ condition 

MASTER VIOLET RAY TREATMENTS 

taken fr^TciSSs "whe?“ K ®F/ns^r S' 

cellent results. Not all rases will h« SllSi?.5* v " obtained ex- 
quency alone, but In evorv rl iM. ' i hro V i:h Hlgh-Fre- 

treatment; In fact, many eases hnadjunct to other 
medical treatment has failed. * C bo n greatly benefited where 

Alopecia or Falling Hal,—Use Comb electrode Vo -t f- 

« of^comb*back*'ami**fort'ir^vcr 

live minutes every day This same *calp for about 

?o r r a Cd a ^ n 

ce f r o?«h n fl. nny P-P^oVrnt^.n^ 

w luT", Jj'^rodeVo nt l re l7 tfo^ iftfa^ft "“"“T 

c?otl! m ?r 1 rcat throiiRb handkerchief or' other” clean 

cloth. Use n medium current. wincr C1 °* n 

\nncoiIa—-General application to the entire body. Treat with 
surfac.. electrode No I. over the chest, and Throat electrode N. 

The n r!»«n :l, r^ anJs : th ? treatment to last from rive to ten minutes 
The ozone Generator Is also of the utmost benefit. 

\nimeiiorrhen—Irregularity—Suppressed Menses With the • 

Inal tube No it or ifi an emmenugog effect can be produced tnnh 
o. n h y er n dav P "r, ,U * ,r,oa , ,U *° * ub «*- «*e i Omlnue reatments e?££ 

minutes *' A S ° MPP,y surfacc electrode No. 1 to spine. 5 to 10 

\l>Hcess -To abort an abscess, the use of the surface eleo- 

eoe *! 0 !»»* been found to be the most bonoflclal. Keep tube In 

\nnU*wL" rM* k V . Ayolyatty antiseptic lubrlcnnt on tube before 
appi>lngr. Give 5 to 10 minute treatments, 

1,1 conditions following operation or Inflammatory 
conditions, use the ■ ••ndenser tube No. 2. Apply any antiseptic 
lubricant on lube. Give 10 to 15 minute treatments daily. 

Apply Surface electrode No. i or Condenser No. 2 
°be«t anil tbroat glands for aliout 5 minutes with a 

"uccessfui r ^hv t ii, Troa,nl r nt . of -Asthma la also found to be very 
u o P f th * Ozone attachment, tilling It with I 
’. r “"J S ° J ? f 1 , n ‘V ' dran > of Oil of Kuealvptol; 5 minims Beech- 
wood creosote. Inhale 3 to 5 minutes dally. 

Atrophy of the Optic Nerve -By the use of the eye electrode 
, " . * excellent results have been attained Single or double elec- 
intensity of current should be regulated very low, giving 
H>-mlnutc treatments dally. Apply to the lids, closed. 

\in%la I se as a strong current as cun be tolerated, to spine, 
••'er abdomen, and hnok of legs. Give milder treatment as im¬ 
provement Is noticed. 

Harbor's Itch -General treatment with electrode No 1 for live 
minutes dally. 

Illt-tibnrlii,—Infection Ildar. of Kjr I.lds—Excellent results can 
, Produced by the use of the eye electrode No. 3; treatments 10 
mutes dally Also use throat tube No 4 to go around area 
>' tne conjunctiva or mucous membrane of the eye 5 minutes 


I 
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HAST Kit viol. I'I It A) 


r it it a tukxis 


Hailln— V'urti n«til«».,i* — In 

»n uiim nt ..f noil*. ox<***|. 
!•*»■ t r«*w»i II» Imvo horn ol»- 
iHln.il by giving n light 
spark ii round n rcn of In¬ 
fection with the surface 
electrode No. | and then 
applying tin. electrode dl- 
r.. i on untne twice dally 
.'■•minute treatments, 

bruises I* nr Surface 
electrode over area affect¬ 
ed Treatments about five 
t.. ten minutes, Medium or 
strong current. 

Hanlons—U r e Surface 
electrode in direct contact 
ultti akin, with medium 
current for about five min¬ 
utes. 

Horns — Apply electrode 
in close contact with the 
hitrtied area, using a mll.l 
current for a short time, 
two or three times a day. 

Ilrnin Kan—Use applica¬ 
tor No. 1 over forehead 
eyes Also treat the back 
of bead and neck with 
strong current In direct 
contact with the skin. 
Treat the spine and hold 
the electrode In the hand. 
Oxo ne Inhalations for 
about four minutes are also 
of importance. 

lllnrklicniis \ mild to medium treatment of five minutes dally. 
Use Surface electrode No. 1. and apply talcum powder befote 
treating. 

Itronchili* By the Use of the Oxone attachment, very bene¬ 
ficial results nnd treat relief can lie obtained immediately. Use 
same mixture as in treatment of Asthma. 



electrode No. 1. applying same <11- 


I nrliunrtr—1 :*.e t h. surface 
reel. In to IT, minutes daily. 

< atarart Hrcnt relief ran he obtained In the early slake of 
cataract hv the use of the eye electrode either single or double, 
with a very fine current, not exceeding 's-Inch In length. 

Callouses -Use a strong electric current with Surface electrode 
No. 1 The current can also be applied by holding electrode a 
short distance front the skin. 

• nneer Surface cancers not too far developed can he treated 
" ith i autery electrode No. i!3. Anesthetics may be required. Sur¬ 
gery Is usually necessary. 

• art. uncle* —See Rolls 

< ntarrh—Nasal In this condition the nasal tube Is used within 
' i » *** w 'Hb a mild current within the nasal passages. 2 to .1 
minutes on each side, folow. d by an application with the surface 
elect roue externally over the area of the nose. Use oxone gen¬ 
erator. 

< ntarrh ■>! Womb t’ye Vaginal electrode No. -1 Or No. "<I for 

minute* daily. Klcctrodc to lie lubricated before Insertion 

< hllblnlu* Use Surface electrode ultli strong spark applied di¬ 
rectly to the akin. Treatment to last about ten minutes. 

« obi in Head See Nasal Catarrh 

< old In I.uiik* Si'e Asthma 

< old Kxfrrtnlfir* -Apply Surface e led rode direct to affected 
pari*, using a strong spark for about five minutes. Also appl> 
electrode to the spine, keep the electrode about one-half Inch 
from the skin until Hie surface Is red. 


■■■■■■I 
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l/. \s/ /:i; VUH.KT HA ) TUKA TMKX'JS *7 



1 A I*|I I V Sui 

facf fketroilf ov#»r iho 
i*nu »«|m Apply f«.r about 
minute* movlnic tho 
vwctroilr, l*Hr II HlrotlK 
current. Hiy^lclann uco 
iCrcttil electro«I* No. 23 for 
insertion Into th«* Rectum 
Orlflefal tr-i.tmmr^ taut 

about five mlnut*** 


CervIrlfU Tl.e uof the 

' affirm I Hcrtroclr* No 24 lj« 
v«*rv effective. giving to 
minute* ‘IjiIIv l'»e any an¬ 
tiseptic lubricant on same 
before imuTtliiR. 


Vary** —I'.r the surface 

• lectrodc No. j rubbing 
over forehead unil 
V d »‘" face IS minute* 
daily. 


i '-titi» 

tin? r*ctal No 23 and ure¬ 
thral No. It tube*, remark¬ 
able result* have been ob¬ 
tained. i Jive 5 minute* 
'Inlly. using nny antiseptic 
lubricant on the elect rode* 


I'rrtwtl) Harmless. Can lie 
I «rd For lluliy 


Dandruff See Alopecia 


V 

I 


Deafness. Karnehr nml Ear 

’ery tnllil current Into the 
o not touch the our drum. 


Diseases—Apply Ear electrode with 
ear. Care must be exercised so a* 
Three to five minutes Is sufficient. 


Diabetes - Apply Surface electrode over the abdomen and spine 
through a thin towel or clolli for len minutes Diet must be 
observed. Complete results must not be expected before several 
months. 


Diphtheria Apply Surface electrode to outside of throat and 
spine. Insulated Throat electrode, inside. Treatment not over 
ten minutes, repeated at short Intervals. Ozone Inhalations are 
also of great advantage. 

Dyspepsia -I’.se electrode No. 1 or No. 2 over the stomach and 
solar plexus with a strong current for about ten minutes. 

Kesrrma—By tin use of the surface electrode No. 1. excellent 
results have been obtained by giving the patient ns much current 
as can be endured. Another beneficial way of treating Is to apply 
gauxe over tlic area anil go over same with the electrode. 

Enteritis In a tit • cases of Enteritis not as beneficial resuli* 
may h< expected as In chronic cases, hut same can be treated by 
giving tonic applications with the surface electrode No. 1 over 
the area of the abdomen, l.'-inlnute treatments dally. In chronic 
case*, excellent result* can he obtained by giving treatment twice 
dally with the condenser electrode. 

Epididymitis— Great relief I* given Immediately by the use of 
the surface electrode N«> I In the area Involved. Give 15 minutes 
dally. 

Erosions of the Cervix I terl Excellent result- have been ob¬ 
tained by the use of the vaginal electrode No. 24. Bring tuhe 
In contact with the Cervix, giving 10 minutes dally, using any 
antiseptic lubricant on the tube. 

Ereekle* —Cover surface with gauze and treat dally with a 
medium current of from live to ten minutes’ duration. I.esult* 
are quite apt to be very slow and patlenre Is required 
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Kro«l Hites See Cllll 
Plains 

Klxnri-\nnl It«m»rk- 

able results, anti In ninny 
cases complete recovery, 
ran tie expected by the use 
of the rectal electrode No 
23 tube. Aply mi anti¬ 
septic lubricant on the 
tube before Inserting. giv¬ 
ing 10 minutes dally, 

Goitre—In Goitre cases, 
by the use of the surface 
electrode No. 1. the tube 
contact with the surface 
should be kept in light 
of the skin, treating the 
sides of the neck us well 
as over the Goitre Itself, 

B I v I ng 10-minute treat¬ 
ments dally. 

Gonorrhea--In sub-neute 
nr chronic forms, marked 
beneficial results have been 
obtained by th« use of the 
urethral No. 21 or vaginal 

No. 21 electrodes. Apply I f 

any antiseptic lubricant on t 

lubes before Inserting. G ve Fine t..r Xenlp no.I lln.r Irraimrni 
.-uinute treatments daily. 

titcct— By the us. of the urethral No. 21 and the reelal No 
Mnusual results have been obtained Insert same with 
any antiseptic lubricant, giving 10 to 15 minute treatments dally 

- ffTl p,, *^rf? rC!lthl ," 1 ? through Oxone Generator give Immediate 
»-li«.r. follow with treatments over side of nose, and In some 
cases with Nasal electrode No. lit Internally. Treatment five to 
it‘n minutes, 

(.out Apply Surface electrode to the spine to stimulate the 
system. Then apply Surface electrode to the painful area with 
,,m , ' urr *- ,, t. keeping the electrode in contact with the skin 
i.ut moving same about. Pain may he noticed at llrst hut results 
are certain If treatment Is continued. 


- ... -’ r —Apply Surface electrode over the nose and alone 

medium current for live minutes. Apply electrode 
to nostrils for a short time. Treatment must he of short 
,, T*,1®” but frequently repeated. Use the Oxone Generator freely. 
... advisable to Oxonate the entire room with It. For satis- 

r,, * u “s treatments should commence two or three weeks 
before period of attack. 

an *l Occipital headaches are relieved by 
i*' *he surface tube No. 1 ove- the seat of pain. Keep the tube 
..ini- 0 ??. . c ° n,act and prolong the treatment until relief take* 
1 lace, which usually takes from 5 to lit minutes. 

Ileninrrbolds With the use of th« rectal tube No 23. trmpor.v v 
< ilef may be obtained by giving 5-minute treatments dally. 

K*»»ter—Application of the condenser lube In the crop 
'ion or Herpes Itecovery can be hastened by giving XO-mlnute 
( eat men t dally, 3 to 5 treatments are usually sufficient. 

Impofrnrr- The most beneficial way of treating this condition 
I- . tbe use of the prostatlc tube No. 22 with plenty of spark, 
i »e the surface electrode No. I slightly raised over the urea of the 
spine from 5 to 7 minutes dally plreel application with special 
electrode Is also of great Importance. This electrode can be used 
(or j to lit minutes Treatments once or twice dally 
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Inmnilnrnrr nf l' r . 

• nr— Apply the iur- 
fucr electrode No. 1 
over the area of the 
"Pine, raising same 
slightly; also apply 
electrode around the 
area of the Bladder 
S minutes dally. 

URariua — Treat 

the spine and solar 
plexus with the No. 1 
electrode. Also over 
the eyes and the sides 
Of the nose Treat 
inents to the spine 
are made through » 
towel for five min¬ 
utes, Also use Oaone 
Generator. 


Insomnia T h e 

method most henefl- 
rlal has been the use 
of the condenser tube 
which Is kept in 
light contact with the 
back of the head and 
the neck, going down 
the spine for about !» 
minutes dally before 
retiring. 


Intrn-Oritlnr Hemorrhage* The eye electrode No. S In contact 
with the closed lids using a very light current for about j min¬ 
utes, has produced favorable results in many cases. 

Iritis—Tr.-at as outlined above Good results have been oh- 
tained In SyhpiUtic-Irltis. 

Jaundice— Hy the use of the condenser electrode, great relief 
can he obtained. Apply electrode over the area of the liver. 
10 minutes daily. 

l-arynjcltis—The throat electrode either bv the loos.- contact 
or mild spark will greatly aid In treatment or this nature Oxone 
inhalations are most advisable. 

I.umhago Apply the current through th. clothing with ->■» 
strong a current "as can be tolerated. Continue treatment until 
pain Is gone. Keep the electrode moving and give long treatment 

l.eurorrhea—Use Vaginal electrodes No. 2t or 26. lubricating 
before Insertion. A medium treatment for five minutes Is applied 
and repeated as circumstances require. Current should he turned 
on after Insertion of electrode and off before removal of electrode. 
Antiseptic douches In connection. 

•Irtiirrhra —Treat the same .is Amenorrhea 

x. urnigin To obtain a hurried r< llof • • f 
electrode No. I should be uHed. Pass back and forth In light 
contact with the skin, giving 10 -mlnute treatment ns needed 

Neurltia—Use Surface electrode for live minutes at .1 tlm<- Sev¬ 
eral treatments n day are advisable. Use light current at first, 
ami gradually Increase same Apply locally or to entire body, 
depending upon the condition. 

oIk*m|i jr —Apply Surface or Condrn^r electrode So. 1 f«r rtfwon 
minutes twice dally Use very strong current Ff»U wm ** 
consumed hy incronsc nf oxidation hut dirt mU*t t»e reduced and 
v* titclird 



Hlirumsitir I’aiiib In Di'npjirrtr 

\ffer Ke%% Minute* Treatment 
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iireMtl*_Relief can be Immediately obtained with tin- surface 

electrode No l over tlio area of the testicles, giving 5-minute 

IrealmentR 

Parotitis_The condenser electrode, using a medium Intensity 

of current over tha dl.irosod nroa. giving 5 to 10-mlnute treatments 

dally. Is very beneficial. 

pbarvnultf* In acute forms with the use of the throat elec¬ 
trode quick relief can be obtained. Give 5-minute treatments 

dally. 

I’lrurlsy— Using the condenser tube over the front and back of 
the chest'untll a marked reddening of the skin Indicates a counter 
Irritation. Two or three treatments are necessary In acute cases 
and one daily in chronic cases. 

Psoriasis This Is treated by the same technique as that em¬ 
ployed In ccxema. 

Piles—See Hemorrhoids. 

Itheumntism—The condenser tithe Is of exceptional value In 
chronic and muscular rheumatism. Apply the electrode over the 
area 10 to la minutes daily. 

itieu"orm—Use the Surface electrode and apply short sparks 
several times a day with a medium current for several minutes 

Scars—By the use of the surface electrode No. 1 a softening 
effect can be produced on soft tissue, treating same 5 to 7 minutes 
daily. 

Sciatica—Apply the condenser electrode along the course of the 
nerve and over the lower part of the spine, giving ltl-niinutu 
treatments daily. 

sinusitis—The use of the surface electrode No. 1 gives a hurried 
relief by applying same over the area of the Sinuses daily for 
5 minutes. 


Sore Throat itml Throat Diseases— Use Internal Throat clectroil• 
No. 20 with medium current for five minutes, and for the External 
Throat electrode No. t on the outside of the throat for the same 
period of time. 

-tin \eek and Joints Apply Surface electrode, using the same 
method as explained in Neuritis. 

Tonsilltis —Use treatment as above for Sore Throat. Oxone 
treatments are also of importance. 

Tuberculosis— In the incipient type of tuberculosis, exceedingly 
good results can be obtained and tubercul bacilli eliminated by 
the use of the Oxone attachment, filling same with one-half dram 
of oil of euealyptol, and one dram of oil of pine, ten minims^ of 
io-echwood creosote, using the same morning and night. With 
i he use of the general electrode over the area of the chets. tills 
will also he found beneficial using same 10 minutes dally. 


Irtirnrln—Hives —Urticaria can be quicklv eliminated by the 
use of the surface electrode No. 1. going back and forth over the 
area lor !0 minutes dally until condition is gone. 


Wnriv and Other Small Growths —The Kulguratlon electrode 
should lie used, as It throws a fine sharp spark. Apply to growths 
long enougli to cauterlxo the surface. A few seconds Is usually 
all that is necosearv. Walt a day or two for results and, if 
necessary, repeat. Where there is no Kulguratlon electrode the 
Surface electrode can be used by holding It about one-eighth 
Inch from the growth and allowing the sparks to pass from the 
edge of the glass 

Writer's Cramp— In this condition :• hurried relief can be ef¬ 
fected by the us- of the surface tube No l over the area or 
condition, using same until condition is relieved. 


Wry Nerh—Torticollis Using t li •- 
area of the neck and down the spine 
Pun lie effected. 


No 1 or No. 2 over the 
dally for 10 minutes, relief 






DIRECTIONS FOR OPERATING 
The Master Violet Ray 

1 . Insert glass applicator into the instrument. 

2. Attach the connecting plug to the lamp socket. 

3. Turn the current on. 

4. Adjustment of the V iolct Ray discharge is obtained 
l'N the adjusting knob. 1 o the right the discharge 
increases, to the left it decreases. 

5. Start any treatment with a mild discharge ami in¬ 
crease it gradually to the required strength. 

6 . Take good care of the connecting cord. Keep it drv 
and free from knots and twists. Have it repaired in 
time if signs of wear appear. 

DONTS 

1. Do not attempt to repair the apparatus. If the 
necessity arises, write to the Factory advising of 
vour difficulties and you will be informed what to do. 

2. Do not use the Master in connection with any tonic 
or inedicant containing a large percentage of alcohol 
on the hair or any part of the body. 

3. Be careful with the apparatus and when not in use 
turn the current off. Be on the safe side and remove 
the connecting plug from the lamp socket after use. 

4 . Do not use in connection with electric bath. 


NOTE: Damages arising from carelessness arc not 
covered by our guarantee. If instructions are proper!' 
followed, the Master will last indefinitely. 

Unless otherwise specified all machines will be fur¬ 
nished to operate on standard voltage of 110 to 120 volt. 
Machines can also be furnished to operate o.. vo t 
and 32 volts. 
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GET YOUR MASTER VIOLET RAY NOW 


The Master Violet Ray is the most practical, service¬ 
able instrument you can secure. They are designed to 
meet the requirements for a high grade Violet Ray for 
the home as well as the profession. 

Its simplicity of operation, wide range of adjustment, 
durability, beauty and unique construction make it the 
ideal general purpose Violet Ray. We challenge anyone 
to offer a better Violet Ray at anywhere near its price 

Master Violet Ray instruments arc equipped with per¬ 
fectly balanced coils which prevent their overheating, a 
feature that should not be overlooked when purchasing 
any Violet Ray. Because of this feature, our instru¬ 
ments may be used constantly for long periods without 
fear of overheating. 

Every point of construction, every piece of material 
used, is given careful attention with the view of placing 
in the purchaser's hands the best your money can buy. 
An instrument that will give service when needed and 
one that will not break down under continued use. 

We manufacture only high grade, substantial ma¬ 
chines. Quality considered, the price is most reasonable, 
within everybody’s reach. 

These and the fact that thousands of others arc de¬ 
riving complete satisfaction from the use of their instru¬ 
ments, are the reasons why you should insist on securing 
the Master Violet Ray only. 

The wonderful Master Violet Ray treatments are now 
within the reach of every man, woman and child in the 
world. The remarkable curative and health promoting 
properties of Violet Rays are available in every home 
at a cost so low that nobody can afford to lie without a 
Master Instrument. The machine will last for years 
and pay for itself over and over again. 







GUARANTEE 


The Master Violet Rav instrument is 
Guaranteed against mechanical and electrical 
defects for a period of one year irom date of 
purchase by the user, providing that all in¬ 
structions for the proper use and operation 
have been followed. Defective parts will be 
replaced free of charge when needed, providing 
the apparatus is returned to the factory pre¬ 
paid. Glass applicators are not guaranteed 
for any specified period of time; they are made 
of the very best material obtainable and thor¬ 
oughly tested before shipping. 

The Master Electric Company, Inc. 

113 S. Jefferson Street 

Chicago. U. S. A. 
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Instructions for Ward's 


_ 


These instructions have been prepared to help you to get the best 
results from your Violet Ray Machine. Of course if you wish to get 
the fullest satisfaction from it you must follow very carefully the in¬ 
structions on the following pages. 

The construction and principle of the Violet Rav Machine are very 
simple. The Violet Ray is a high frequency electric current generated 
in an unusual way, producing a violet color. It is applied through vac¬ 
uum applicators or electrodes made of annealed glass. These electrodes 
diffuse the v iolet rays into sprays of electric current in the most effective 
wav that can be. used and applic^to^thejiumaw^odv^^h^^lectricit^ 

hundred times per second. It penetrates directly into the bodv giving 
out concept rated oxygen (ozone). The rapid vibration of the electrical 
current ir. reascs the circulation of the blood at the point of application. 

, The electrodes are a verv important part of your Violet Ray outfit. 

it is through these units that the stimulating current is directed into 
the body. 


V. 


[ Satisfaction Guaranteed or Your .Money Back j 


Chicago Kansas City St.PauI Baltimore 
Portland Oakland Port Worth Denver 
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How to Use the Violet Ray Machine 


To Electric 
Light Socket 


Current 

Controlling 

Knob 


Electrode 


Pictui 

varict 


Electrode 

Socket 


■ Piet 


^Jnscrew Base 
H ererof-Rern 
Broken Electrode 


UrC * This illustration shows very clearlv th*- 7 7 -- 

make it easier for you to follow" he'dire^ionsgiXin?' R * y Machinc ' 


This will 


II you have purchased the outfit with 
i^ lS P^^ .cont rol box proceed-^ follows: 

Insert the electrode you want to use in the 
socket in the handle. Then insert the plug in 
your electric light socket. (Be sure that you 
connect your outfit to the voltage for which 
it_was intended.) Treatment should be started 
’ * m ild discharge (knob on control box 




tumcd well to - tTSPIePO and increased gradually" 
by turning the knob slowly to the right. There 
is a discharge of current when the electrode 
is brought in contact with the body and when 
it is removed after treatment. For this reason 


- ^ h3Ve lhe dischar ^ low andmaka- 

conracrwith the electrode quickly both when 
beginning and finishing treatment. Be sure 
you remove metal objects from your clothing 
(hair pms. metal buttons, etc.) before starting 
a treatment. s 

U you have purchased the outht with 
_^^_^^Ir<^_mecha»»lstn In the handle. 

siniply insert the desired electrode in the socket 


OUl V SMW --- 

of the handle and insert the plug in your 
electric light socket. Turn the knob at the end 
of the handle to the right to turn on the current 
and proceed as already explained. 


Methods of Applying the Violet Ray 


l 1^ LOCAL APPLICATIONS: 

A local application is the treating of one 
specific part of the body. If there are pains 
in the shoulder, the electrode should be ap¬ 
plied directly to the painful part. After a 
few minutes of treatment the part being treated 
will become slightly reddened. This is caused 
k>y the blood that is sent in response to the 
stimulation secured from the treatment. 

2. GENERAL APPLICATIONS: ' 
General applications are recommended for all 
nervous troubles. By holding »he electrode in 
the hand the entire body is saturated with elec¬ 
trical energy which gives a quieting effect. 


3. INDIRECT APPLICATIONS: 

Indirect application is a combination of 
local and general treatment and requires two 
people. The person to be treated holds the 
electrode firmly in one hand, so that the 
Violet Ray will pass into the body. The sec¬ 
ond person by touching with the hand, finger 
tips or another electrode, the part of the 
patient’s body to be treated can draw the 
violet ray to this spot. This concentrated 
stimulation is very beneficial. 

Indirect treatment not only benefits one 
specific part but also the entire body by saturat¬ 
ing it with electrical energy. 
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The Electrodes 




COMB 

ELECTRODE 


GENERAL 

ELECTRODE 

r v J -jt 



THROAT V 
ELECTRODE 






METAL ELECTRODE 



SPINE 
ELECTRODE 



■ EYE! 
ELECTRODE 


Picture 2 This shows the various electrodes which are furnished with your Violet ***' **^1?*^ 
variety of appliances has been furnished in order that you might give treatments w.th the greatest ease. 


If you have purchased the outfit with the 
separate control box there are three electrodes 
included in your set, the general electrode, 
the throat electrode and the comb electrode. 

If you have purchased the Violet Ray Ma¬ 
chine with the entire mechanism in the handle, 
you have three electrodes in addition to those 
mentioned above; the spine electrode, the eye 
electrode and the metal electrode. 

1. GENERAL ELECTRODE: This elec¬ 

trode is for general use on the entire body. You 
will find it can be used for the majority of 
treat ments. __ 

2. COMB ELECTRODE: This electrode 
is designed so that it can be pulled easily 
through the hair. The thousands of tiny elec¬ 
tric sparks that find contact on the head as a 
result of this treatment gently massage the 
nerves and blood vessels of the scalp. It in- 

\ the flow of nourishment to the roots of 

’tft g vig t rr - TTiSir a Sl i aiT ffil&Tjr ftn&pmT 

preserve the natural color of the hair. 

3. THROAT ELECTRODE: This elec¬ 
trode is designed to fit over the neck. You will 
find it helpful in treating ailments of the neck 


4. THE SPINE ELECTRODE: This elec¬ 
trode is so designed that the two points which 
find contact with the body fit over the spinal 
column and in this way make treatment more 
convenient. 

5. METAL ELECTRODE: This appliance 

deliver a strong current 23 d ts 
general treatment. The patient can hoT 
electrode without any muscular contraction. J 

6 EYE ELECTRODE: This electrode is sol 
constructed that it fits closely over the eye. 
It is used for the treatment of eye complaints 

and for stimulating 

These electrodes can be washed with soap 
and water without harm to them. Keep them 
clean to obtain the best results. 

The electrodes will bum out in time like an 
electric light bulb. You will find the various 

Should you accidentally break an electrode 
while it is in the socket it can be removed easily 
by unscrewing the base of the handle and taking 
out the socket. You will then be able to push 
out the broker parts of thr electrode. This 
does away with the expense of a repair man. 




S u gg es ti° ns for Treating Various Ailments 


The following information has been taken 
from cases where physicians or clinics have 
obtained excellent results. The information 
given will prove helpful in treating the various 
ailments. After using the Violet Ray a short 
time you will learn the best method of treating 
your particular case. It must be remembered 
that no two people respond to any treatment 
in exactly the same way. Only by actual trial 
can one be certain of the benefits to be obtained. 
In general, any malady that yields to heat 
treatment will be helped by Violet Ray ap¬ 
plications. 


Remember the three methods and the two 
effects that can be obtained. Do not use the 
Violet Ray on the hair or body in connection 
with any tonic containing a high percentage of 
alcohol. This machine is not a cure-all but has 
been found helpful in the treatment of the fol¬ 
lowing conditions. 

Acne: (pimples):—General application with 
the general electrode over the affected area. 

Abscess:—For abscesses the use of the gener •! 
electrode has been found to be the most bene¬ 
ficial. Keep the electrode in contact with the 
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Suggestions for Treating Various Ailments (Cont.) 


skin. Apply any antiseptic lubricant to the _ 
electrode before using. 

Asthma:- Apply general electrode over the 
chest and throat glands for about five minutes 
using a strong current. A long period of daily 
treatment may be necessary in chronic cases. 
Bruises: Use general electrode over the area 
affected. Treat from five to ten minutes using 
a strong or medium current. 

Bunions:—Use general electrode in direct con- 
tact with the skin. Treat for about five min- 


the comb back and forth over the entire scalp 
for about five minutes every day. Do not u -,e 

the Violet Ray I m mediately alter applying 
any preparations containing more than 
tffitty per cent alcohol. Be sure the ha< r Is 
dry. 

Gout: — Apply the general electrode to the 
spine to stimulate the system. Then apply the 
same -electrode to the painful area, with a 
medium current. Keep the electrode in contact 
with Jie skin but move it about. Pain mav be 


utes using a medium current. 

Bnrns:—Apply electrode in close contact with 

the burned area, using a mild curixnt. Give 
short treatments two or three times a day. 
Brain Fag: —Use the gene-ral electrode over 
the forehead ar.d eyes. Also treat the back of 
the head and neck, using a strong current and 
keeping the electrode in direct contact with the 
skin. Treat the spine also. 

sun Muscles:— Use the general electrode to 
massage the muscles after strenuous exercise 
when stiffness occurs. Use a medium to strong 
current. Give five to ten minute treatments. 
The heat and direct contact of the electrode 

— ■ * I- : shoald bring reb—•. 

Blockheads: —Apply talcum powder to the 
skinl Using the general electrode give a mild 
treatment or medium treatment for about five 
minutes. 

Bronchitis:— Give treatment as suggested for 
Asthma. 

Cntarrah Nasal: Apply the general elec¬ 
trode over the surface of the nose. Use a mild 
current and treat from two to five minutes. 
Eczema: - By use of the general electrode ex¬ 
cellent results have been obtained by using 
as much current as the patient can stand. 

- Another beneficial way of treating is to apply 


noticed at first but relief should follow the 
treat. nen t- 

He aJii cites:— Headaches in the front and rear 

pans of the head can be relieved by using 
the general electrode over the seat of the pain. 
Keep the electrode in loose contact with the 
skin and treat until relief comes. This usually 
takes from five to ten minutes. 

Insr-tr.uia:—Use the general electrode, keep¬ 
ing it in light contact w*ith the back of the head 
and neck, going down the spine for about five 
minutes just before retiring. 

Lumbago:—Apply the strong current through 
the clothing using as strong a current as you 
—csn-»:an?h Keep moving the rfcccnxiv. uiwunti. 
After continued treatment the pain should be 
relieved. 

Neuralgia: —To obtain a hurried relief of 
neuralgia use the general electrode. Pass back 
and forth in light contact with the skin giving 
ten minute treatments as needed. 

Neuritis:—Use the general electrode and apply 
it to the seat of the pain or to the entire body, 
depending upon conditions. Start with a light 
current and gradually increase it. Give about 
five minute treatments. 

Rheumatism:— Apply the general electrode 
over the area of pain for ten or fifteen minutes 


MIC WM TO oe rremea an 

this with the electrode. . ., „ 

Ites:— Follow the suggestions tor *ne 

treatment of chilblains. , ^ 

Failing Hair: Treat with comb electrode. 
Use a mild treatment ar first and 

increase it with' successive treatments. Pass 




The Spine:—The spine is one of the most im¬ 
portant parts of your body. Nerves from all 
important organs in the body are attached to 
it. Therefore it will prove beneficial m any 

als" to go over the spine with the 


general or spine electrode. 


Points to Remember 


Do not use your Violet Ray outbt when 
the hands or body are wet. 

Take good care of the connecting cords of 
your Violet Ray Machine. Keep them dryand 
free from knots and twists. When signs of 
wear appear have the cords replaced. 

It is advisable to hold the kaadle°ftf« 
machine at the end away from th- -leetrode. 
Should the current be turned on, the current 
will jump from the tip of the handle to the 
hands, if they are near at the eno at which the 
electrodes arc inserted. 


The Violet Ray should not be used when any 
tonic or medicant, containing a high percent¬ 
age of alcohol has been applied to the body or 

Be sure that the current is always turned off 
when the instrument is not in use. 

There is nothing to oil on your Violet Kay 

Machine. Tl.e only care necessary is to keep 

it clean and dry. ...... 

Start any treatment with a mud discharge 
and increase it gradually to the required 
strength. This will insure painless treatment. 
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TIIH MTLICA TION OF 

RenuLife Violet Ray 


llij:li I*requeue} for 

ABSCESSES 
BALDNESS. FALLING 
HAIR ( ALOPECIA) 

DANDRUFF 
BLACKHEADS 
BRUISES 
BUNIONS . 


ECZEMA AND SKIN 
DISEASES 
PIMPLES (ACNE) 
SCARS 
WARTS 
WRINKLES 


Abscesses—High Frequency Violet Rnya arc 
specified for treatment of abscesses, ns purifying 
and stimulating effect destroys the diseased con¬ 
dition. 

Baldness, Falling Hair (Alopecia), Dandruff— 

High Frequency is an ideal remedy for loss ol 
hair, which results from faulty nutrition. Two 
daily treatments of five minutes* duration taken 
regularly and persistently almost invariably give 
satisfactory results. 

Dandruff, gray hair, itching scalp nrc likewise 
successfully treated. Violet Rays are the best 
hair tonic procurable, ns they actually revitalize 
the hair roots. In many cases gray hair hns been 
restored to its original color. 

Blackheads—This annoying skin disease is 
caused by faulty functioning of the skin. Violet 
Ray treatments not only will remove the black¬ 
heads. but, by stimulating the skin and bringing 
blood to the treated aren, establish a health!'! 
condition, preventing a recurrence of the troub 

Bruises—Applied to the bruised or swollen 
area, the Violet Ray generally brings immediate 
results. Best results are accomplished by ustn • 
high frequency lubricant, which U driven * nt0 
the tissue by the application of the \ iolet Ray. 

Bunions—This painful affliction of the big tor 
joint is greatly relieved by Violet Ray treatments. 
The inflammation subsides and soreness disap¬ 
pears. 

Eczema and Skin Diseases—ITc reaction to 
High Frequency Violet Ray on the skin is such 
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Cold. «e «» " cu "V'""' k ,i" , t '["'■'cI'tnrthTnd 

Hnv Fever is O persistent irritation of “ c mu * 

Sneezing, watering no«» n ’ ton „. Many 

thront and nose are jome 6f y P j flu . 

,CP °^ hUghF^cy in .t., CO.C, Diicc. 
CnC V ° tion to the nose with the nasal electrode 
nppheft i , treatment of the nose ex- 

Z d n Jy Inhalation, of O.onc a.o of even great. 

cr importance* ^ . i 

Deafness «nd Ear Disease*— Deafness may be 
due toany one of several causes and the manner 
of Venting for best results depends on the cause 
of the trouble. The car drum may be diseased 
or it may have been punctured. It may be due 
to the disease of the nerves or small bone* tn 
car. Inflammation of the eustachinn tube which 
leads from throat to middle car will cause deaf¬ 
ness. For deafness and car trouble High I rc- 
quency it strongly recommended The special 
electrode for inserting in the ear should be used. 
A sensation of warmth is produced and conges¬ 
tion, inflammation and pain are almost imme¬ 
diately relieved. 

Sore Thront and Throat Diseases—The appli¬ 
cation of High Frequency Violet Kay to the ex¬ 
terior of the throat is one of the most effective 
means for treating such local troubles as tonsi* 
litis, quinsy and sore throat. High Frequency 
brings ft fresh supply of blood to the affected 
pnrts, relieves congestion and pain. 

• Whooping Cough'—The efficacy of Ozone gen¬ 
erated by High Frequency and taken through the 
Ozone Generator in treating whooping cough has 
been attested by many authorities. Says L’Abbe: 
“Ozone is the remedy par excellence for whoop¬ 
ing cough." 

Pulmonary Ailments—Ozone is especially ef¬ 
fective in consumption. This is due to the fact 
that Ozone is twice ns powerful in oxidizing prop¬ 
erties as ordinary nir. For all diseases of the 
air passages the use of Ozone is strongly recom¬ 
mended. 
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Ozone in simply a concentrated form of Oxy¬ 
gen or pure air. Without oxygen we cannot live. 
When we breathe we fill the lungs full of pure air 
or oxygen. I his oxygen passes through the walls 
of the lungs at the same time panning through 
and purifying the blood which in flowing through 
the walls of the lungs and which comen there from 
every part of the body to be purified. 

It in the lack of pure air to purify our blood 
that causes us to be overcome with disease. Be¬ 
ing cooped up in an office or factory all day long 
is responsible for most of our diseases and par¬ 
ticularly diseases of the respiratory organs such 
as Catarrh, Bronchitis. Pneumonia, Asthma, 
Tuberculosis and Colds. 


To overcome thene diseases most doctors ad¬ 
vise a trip to the mountains, the seashore or the 
pine forests in order to obtain the desired ozone 
or oxygen. The RENULIFE OZONE GENER- 
ATOR generates ozone or oxygen in sufficient 
quantities to prevent all this expense if used in 
your own home. 



The RENULIFE' OZONE GENERATOR is an 

attachment which fits in the handle of any of oui 
VIOLET RAY Generators and delivers Ozone in 
lurge quantities for inhalation purposes. Ibe 
Ozone penetrates every cell in the liuv-g, purify 
ing the blood, destroying 
disease germs and sooth¬ 
ing the inflamed tissues 
For Asthma, Catarrh. I lav 
Fever, Coughs. Colds. 

Bronchitis, Tuberculosis, 
etc., there is no better 
treatment known. As one 
of our most noted sur 
surgeons puts it. Ozone is 
essential wherever pure 
air is essential and should 
be used wherever nny dis¬ 
ense is present.*' 

Ozone Generator No. 25. 


.$9.50 












Detroit, Sfichif/an 


-" 

Rtnul.iff EUclric Co.. t»r. 

INSTRUCTIONS FOR OPERA I INC. 


Ozone generator. arc packed with no.e piece 
attached; included .epamtely n.e a bottle ol p.ne 
needle oil and a glow funnel. 

Fir.l tee that there i. a .mall quantity (about 
„ teaspoon ful) of pine needle oil in upper chums 
be, of ozone gene.ntor 1 o put the o,l tn chan,, 
her use funnel. Detach .tore piece from rubber 
coupling, and insert funnel in its place. 

A teaspoonful of oil will do for a considerable 

nrriod. 


Insert stem of ozone generator in Handle the 
same ns nny other electrode- Grasp holder of 
ozone generator with left hand, as shown in illus¬ 
tration; turn on medium current, nnd agitate bulb 
with right hand. Ozone filtered through pine 
needle oil is produced. A pleasing, purifying, 
powerful agency. 


i 
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11 i11 Frequency for 


ASTHMA 
BRONCHITIS 
CATARRH (NOSE 
AND THROAT) 
COLDS 
HAY FEVER 


DEAFNESS AND EAR 
DISEASES 

SORE THROAT AND 
THROAT DISEASES 
WHOOPING COUGH 
PULMONARY AILMENTS 


Asthma is a spasmodic contraction of wind 
pipe or bronchial tubes causing difficulty in breath¬ 
ing and a wheezing when breath is expelled. 
Authorities seem to agree that the primal cause 
is nervousness. There is evidence of inflamma¬ 
tion in lining of wind pipe and smaller branches 
of bronchial tubes. 

Both the inflamed local conditions and the dis¬ 
turbed nervous center causing the trouble should 
respond to High Frequency Violet Ray Treat¬ 
ments. 1 he exterior of throat and chest is given 
strong current treatments. Ozone Generator is 
specified as well as surface treatments along spinal 
nerve centers. 

Bronchitis—The inflammation that is centered 
in the bronchial tubes is called bronchitis. The 
area of inflammation, however, may extend to 
the windpipe and even to the lungs. Soreness 
in the top of the chest, coughing, fever, headache, 
are symptoms of the disease. A continuation of 
thorough treatment over surface of chest, throat 
and back wi th ozone inhalations is very effective. 

Catarrh—When the mucous membrane, which* 
lines all organs that open outside the body, be- 
c ” mc * inflamed it is a condition known under 
the general name catarrh. This inflammation in 
the air passages, nasal and throat, is generally 
spoken of ns catarrh. Violet Ray High Frequency 
unquestionably offers the catarrh sufferer more 
relief and benefit than can be expected from 
*he f * tcn °t of the nose, treated 
with general applicatoj, the interior with special 
internal nose applicator, and inhalation from 

O/one Generator for the triple attack on this 
dangerous disease. 
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that disease*. both of germ origin an 
nutrition, nre successfully combatted, 
cure by High Frequency currents of 
numerous. 


d from mal- 
Reports of 
eczema nre 


Pimple* (Acne)— When the skin is diseased 
High Frequency Violet Ray. 

vacuum in a shower of sparks over the ntfectcd 
i« verv effective. 


Scars—-Vacuum tube sparks have a softening 
effect on scar tissue. For some scars caustic ful- 
gurntion spark should be used which will destroy 
the scar tissue and pliable new tissue will take 
its place. 


Wart* and Moles— Beauty parlors regularly 
employ the Violet Ray. applied through n fi¬ 
guration electrode, to remove warts, moles and 
other facial blemishes. The spot is treated with 
hot spark which scats it. A crust or scab forms 
after several treatments which Inter separates, 
living no scar. Sometimes it requires several 
treatments to entirely eradicate the growth. 


Wrinkles—These nre generally enused either 
by flabby* facial muscles or by the habitual use 
of one set of facial muscles, causing lines to ap¬ 
pear on the face'. High Frequency Violet Ray 
revitalizes muscles and smooths out the wrinkles. 
Every beauty parlor makes use of this treatment; 
it can be just as effectively applied at home and be 
taken more often. 
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ANEMIA 

ARTERIOSCLEROSIS 
(HARDENING OF 
ARTERIES) 
CIRCULATORY 
DISORDERS 
CONSTIPATION 


gout LE complaint s 
headache 

PILES 0lJS AFFECTI °NS 
PROSTATIC DISEASES 


Anemia—High Frequency Violet Ray currents 
increase the oxygenation of the blood. Their 
employment in anemia, therefore, is quite efSfec- 
Lvc. They may be used without interference 
wi th iron tonics, if desired. 

O/one inhalations are of the utmost value. This 
greatly facilitates absorption of oxygen by the 
blood resulting in a rapid increase of hemoglobin. 

Arteriosclerosis (Hardening Arteries) (High 
Blood Pressure)—The use of Violet Ray High 
Frequency home treatments for these ailments is 
beneficial, but the sufferer should place himself 
in the hands of an electro-therapeutist, as n 
general systemic thorough treatment with diet in¬ 
structions are required by the seriousness of the 
affliction. The use of High Frequency will lower 
the blood pressure. 

Circulatory Disorders—No surer means of stim¬ 
ulating and accelerating circulation is known than 
High Frequency Violet Roy treatments. At the 
same time the blood itself is purified. Deposits 
and impediments dissolved. Cold hands or feet 
indicate the absence of rich, warm blood. I his 
chilliness is quickly overcome by applications of 
Violet Ray to the parts affected. At the same 
time the blood is built up and eventually normal 
circulation established.. 

Constipation—High frequency may be use 
advantageously for constipation, appmntion e 
ing made over the abdomen- Also, specia rec 
la! electrode for internal treatment. . 

Female Complaints— Very gratifying results 
secured in such cases, full instructions or r 
ment arc given ii\ our treatment char . 
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Gout—Gout is usually the result of excessive 
rating of rich food, or drinking of alcoholic bev¬ 
erages. Piercing pains, causing great agony, are 
suffered in the joint of the great toe Tire diet 
condition should be immediately attended to and 
local treatments of High Frequency over the area 
of pain will give quick and sure results. 

Headache—High Frequency Violet Ray treat¬ 
ment is vety effective for headache. Only tem¬ 
porary relief may be expected where it is the 
reflex of serious organic diseases. 1 hesc causes 
should be determined and also treated. Not only 
the head itself, but the spine, neck cord, and 
stomach should be treated with High Frequency, 
depending upon the cause, of which a headache 
is the symptom. 

Nervous Affections—Numerous cases of ner¬ 
vous exhaustion have ben reported cured by 
High Frequency. The general systemic treatment 
through the metal electrode, held in the hand, 
is quieting nnd relieves nerve tension. 

Ozone inhnlcd is a very desirable adjunct. 
The great nerves of spine nnd neck should also 
be treated. 

Piles—The insulated electrode should be used. 
High Frequency current has proved moat effica¬ 
cious, whether used alone or in connection with 
some other remedy. 

Prostatic Diseases—The results following the 
high frequency treatment of all forms of prostntic 
diseases are extraordinary. Authorities report 
complete cures in a very lurge percentage of cases. 
The vacuum tube, especially designed for such 
treatments, should be used. 
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Ilia'll Frequency for 

LAMENESS (LOCO. NEURITIS 

MOTOR ATAXIA) PARALYSIS 

INFANTILE PARALYSIS RHEUMATISM 
LUMBAGO SCIATICA 

NEURALGIA 


Infantile Paralysis—Violet Raya are ao mild 
and gentle in action that the smallrat infant may 
be treated without harmful results, Infantile 
puralysia caused by accident or disease is a nat¬ 
ural condiaion for Violet Ray treatment. The 
spine, ns well as muscles affected, should be 
treated. The opportunity to give daily treatments 
with our instrument makes its use especially ad¬ 
vantageous. 

Lameness (Locomotor Ataxia)—Relief and 
benefit follows the use of high frequency in such 
cases. 

Lumbago—Immediate relief follows the use of 
High Frequency for lumbngo, which is a form 
of muscular rheumntism. The application should 
be made to the affected area with the patient 
changing his position often. Treatments mny be 
taken as often ns necessary and of ten minutes' 
duration until relief is given. 

Neuralgia—The old definition of neuralgia wns 
"the cry of a starved nerve for blood.” This 
essentially indicates the use of High Trequency 
Violet Ray, No other agency is so useful in 
stimulating the circulation or bringing to the area 
increased blood supply. At the same time, it 
purifies the blond. 

Neuritis—Neuritis is the inflamed condition of 
the nerve, causing pain. Any nerve mny he in¬ 
volved, but frequently the nerve of shoulder and 
arm is affected. High Frequency is n positive 
relief and almost invariably a cure for this con¬ 
dition. Treatment should be in direct contact 
with the skin. At first the pain mny be aggrn 
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slight initial unpleasnntnew may well be borne in 

view of the great benefits. 

Paralysis—1 figh Frequency is a moat impor- 
, ftIl t treatment tor paralysis. Often it. per.,.tent 
use will restore, partially or completely, the organ, 
limb, or act of muscles Regular treatments over 
n considerable period of time arc necessary ,n 
more stubborn coses. 

Rheumatism—High Frequency Violet Rays are 
of exceptional value in muscular and in chronic 
and articular rheumatism. Pain is quickly re 
lieved. Sometimes it is necessary lo continue the 
treatment of ten minutes duration several time, 
a day. Generally the treatments should be 
through clothing or several layers of towel in or¬ 
der to get the benefit of the warm sparks No 
only is the pain relieved, but high frequency fur¬ 
nishes elimination and nutrition demanded in 
such cases I he use of the Ozone Generator will 
be found of great value in addition to the body 
applications. 

Sciatica—This is an affection of the nerve trunk 
line which runs down the thigh from hip to knee. 
They lie deep under the muscle and the pene¬ 
trative force of the High Frequency Violet Ray 
reaches the irritated area and furnishes n relief 
impossible to secure otherwise. 


in 


(C) Jeff Behary 2020 



<rr-‘Uf- IVfj, J 


nn: \i'iTii:,vnu.N m 

Ue iiu Life Violet Hay 

High Km|iieiic> for 


ISKAtM FAG 
GOITRE 
INSOMNJA 
I AIN IN ABDOMEN 
AMU CHEST 


OBESITY 
PYORRHEA 
SPRAINS 
TOOTHACHE 
WEAK EYES 


□ min Fag--—Bruin fag is » condition just one 
step removed from nervm*>i prontmliDn, High 
Frequency current and Ozone accomplish remark¬ 
able result*, I real meats oyer spine and abdom¬ 
inal region Efctqd Imek of neck have n quieting, 
exhilarating ofFect most welcome In the sufferer. 

Goitre—Gratifying rnnults are seemed in many 
cases by the use of High Frequency Violet Kay 
in treat inn goitre. J he external throat dec It ode- 
in to shaped I hill treatment of tlie goitre ilsell 
can he accompli abed moat effectively. Daily 
treatments persistently kept up are required, 

Insomnia — Flierr arc few cimcn of innomnii 
lhat cannot be cured by High Frequency cur¬ 
rents. The back of the heath neelc, eyebrows, 
and eyes dirndl bo treated, 

Obcs'ly—Slow but sal is fae lory result* arc stv 
cured by High Frequency Violet Ray in reducing 
hue pinn fat. The diet must be looked after and 
dntly treutmejitsi taken, 

Pei in In Abdomen and Chest—J ligh Frequency 
current hmi a remtirkablc pain-re lie ving power. 
Application should be made at the seal of the 
pain until relief conics. Actual area treated 
glows with the ivnroitb and cause of irritation i» 
removed. 

Pyorr lien—Many people troubled with pyor 
rhea tire anemic. This would Indicate a necenruly 
of I re El ting the blood as well as a local treatment 
of the diseased glims. Many dentist* employ 
High Frequency Violet Ray in (heir work. No 
only should iJir- gum* he I rented with the rp»>«J 
dental electrodsn. but we strongly recommend 

11 
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lh«t the patient take inhalation* from Ozone 
Generator. High Frequency Violet Ray i* an an- 
tmrptic ns well a* stimulating- 

Sprain*-—I ligh Frequency Violet Ray remove* 
soreness, stiffness from sprained muscles, tend* to 
dispel the congestion, and is the pleasant and sure 
relief. 

Toothache—In many cases of toothache the 
application of Violet Ray will give immediate 
relief. The cause, however, should be removed. 
This generally requires a dentist. 

Weak Eyes —Special electrodes fitting the eye 
lids are best used in treating the eyes A pleas¬ 
ant warmth is experienced, blood is brought to 
the affected area and soreness disappears. Mus¬ 
cular deterioration is stopped and gradual return 
to normal condition usually results. 


RENUL1FE ELECTRIC CO., INC., 
fith-FIoor Mar<joelfb 
DETROIT, MICH. 
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IMPORTANT 


You Must Always Hold Handle 
at End Nearest Cord 

Holding handle near electrode end may cause a discharge 
of current through handle, thus detracting from current 
delivered for treatment through electrode. 




r.\ 


A 


T 


TO INSERT OR REMOVE 
ELECTRODE FROM 
HANDLE 

1st—Grasp electrode with 
thumb and first finger of left 
hand and applicator handle 
in right hand as shown in 
apper photo. 

2nd—Insert electrode into han¬ 
dle until electrode strikes 
electrode holder. (Slight 
resistance is felt). 

3rd - Press electrode firmly 
into place. 

TO REMOVE REVERSE THE 
ABOVE OPERATION 


ONT TWIST ELECTRODES 

while insertingor removing 
from handle 


► im 


Renulife Electric Company 

Detroit. - ■ Michigan 
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. . '***A\o •* the friend of every member of the family. Alwa>s rt '** 

I- A < ure for many diseases. A nrorontiro for most, bet the ' * ‘ 


reinvijjoratr 


A preventive for most. 

.tour system with radiant electric energy; it brings t" v 11 


home 


|1 • ’» *> II I 11«( II I rut I I H l lit 1 n.' • * | - A 

1 >st wonderful health benefits electricity has ever given to __j rn pie. 
t builds blood, relieves sull'ering, benefits all vital organs. 1* 

8jfe and sure in action. 
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VIOLET RAY 


This is the only complete instructive booklet on th- Violet Ray 
H:?h Frequency Current, written in plain non-technlcal la-g^aae 

which ot erybody can un¬ 
derstand. 



Its object is to ten in a 
simple, yet exact way 
wnat the wonderful Violet 
Ray? really are and 
to explain 
the benefits 
of this 
great n a- 
tural help 
to personal 
well being, 
health and 
rigor of 
mind and 
body. 

It is one 
of the most 
marvelous 
of the val¬ 
uable gifts 
o f nature 

which science has presented to mankind. It is now nsed the world 
over by eminent scientists of the medical profession. 

It is a delightfully pleasant and effective method of using the 
marvelous power of electricity to comfort suffering, to relieve pain, 
to restore hea.tn and vitality, to give strength, to retain youth and 
to gain beautv. 


It puts a new power in your hands for the restoration of vital- 
£tid the care of disease in cases where other measures prove 

useless. 


The practical and simple design of our perfected Virayo. the 
instrument that produces the Violet Ray for all uses, places the 
benefit of this power within the reach of everyone. 

The different ailments which yield to the Violet Ray and the 
conditions which are restored and improved with a success known 
to no other form of treatment, are described in the following pages 
under their respective headings. 

l his booklet will give you the great fund of knowledge which 
modern science has revealed in perfecting High Frequency instru¬ 
ments for the benefit of health and physical strength and for the 
welfare and happiness of mankind. 


WESTERN COIL. COMPANY 


RACINE. WI S. 
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the wonderful discovery 

The world’s great Inventor Nikola Tenia whose achievement* 
in electricity have repeatedly astonished the world. Is the discoverer 
of the Violet Hay High Frequency Current. He announced his ,i| s . 
covery in 1890. Kver since then it has 
been a favorite study of scientists. U 
now proves to be of the greatest im¬ 
portance to medicine and its relation to 
life. 

Violet Hay High Frequency Cur¬ 
rent takes its name from the fact that 
it produces a radiant beautiful Violet 
glow and alternates with almost im¬ 
measurable frequency. The beautiful 
glow within the vacuum glass applicat¬ 
or Is produced by electrified gaseous 
particles. The alternations are so 
rapid that they often exceed a million 
repetitions in a second. 

PLEASANT AND REFRESHING 

When the electrical current undergoes this change in the Vlr- 
ayo it exerts its influence without the unpleasant sensation that us¬ 
ually accompanies the use of an ordinary electric current from so- 
called medical batteries. It is pleasant and wonderfully refreshing 

The Violet Hay may be described as a current stopping and 
starting with great rapidity and in this way producing an electrical 
vibration. 

The amount of current used in the Virayo instrument i- 11 
tremely small and the electric pressure when converted into ' 
Hays is very great. 

To use electrical terms in describing the Violet Ka>. the 
age is greatly increased in comparison with the amperage "hi 
alternations are multiplied in a most remarkable degree. 

NEW CURATIVE POWER 

When the discovery of Htfth Frequency m announced^ 

-*> years ago it immediately attracted the attention of me c ^ 
titsts as well as the world’s great electricians. It revea jn * 

a method of applying values in electricity to curati'e purl 
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mnri 1 effective manner than ever before. At the name time It offered 
a means of using electricity in a pleasing and agreeable way. 

APPRECIATED BY SCIENTISTS 

While the medical profession was Interested in the Violet Kay 
High Frequency Current from the day its discovery was an¬ 
nounced. suitable instruments for 
producing it were not then at hand. 
The original Violet Kay instruments 
were too big and too expensive. The 
benefits of the Violet Kay were con- 
lined to the few who could afford it. 
The value of the Violet Kay to man¬ 
kind was fully appreciated by the 
great minds of the scientists. They 
realized that it must be put within 
the reach of the suffering thousands 
everywhere. 

Every claim for the Violet Kay 
made by great medical scientists was 
put to the rigid test of science. So 
wonderful, indeed, were the things 
claimed for this new discovery that 
people at that time doubted them. 

It was said it would purify air by creating ozone. This was too 
wonderful to believe at first. In fact, some of the most eminent of 
the world's scientists spent years in experimenting before they 
would acknowledge that the Violet Kay generated ozone. They went 
further than that when the proof was all at hand and announced 
that it would drive ozone into the human body and invigorate the 
vital organs, the nerves and tissues by killing disease germs and 
restoring health. 

RESTORES YOUTH AND BEAUTY 

It was said that the Violet Kay would produce results in restor¬ 
ing youth and beauty. For twenty years this claim was put to the 
test. Scientists in all the advanced civilized countries took up these 
claims. They kept the results of their experiments from the public 
for years. It was not until years afterwards that this claim which 
so many doubted was finally acknowledged to be true. 

About twenty years ago prominent physicians began to treat 
patients with Violet Kays. At first they treated only a small list of 
aliments and diseases. In practically every case they found benefi- 
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ria , results. These results were reported to the medical profession 
and the list of ailments treated with benefit was gradually increased 
\ow this list contains more than two hundred diseases and ailments 
for which physicians recommend Violet Rays. 

EASY TO USE 



The Virayo is so handy, so simple and easily and quickly use d 

that its full benefits can always 
be had. It can be used with 
great success in the case of scores 
of ailments and treatments of 
only one to five minutes. 

The busiest man can 
find time to use the Vir¬ 
ayo. 


The discovery of the 
marvelous Violet Ray 
will always be regarded 
as one of the greatest 
achievements of modern 
science. 


WORK FOR HUMANITY 

Some of the world’s most eminent men of science gave years of 
study to the Violet Ray. Among them were: D’Arsonval, Monnell, 
Strong, Snow, Eberhart. Neisswanger and Judd. 

The experimental work done by these great men of science and 
the research they made was for the benefit of humanity. Now 
years after their work is completed the public is learning for the 
first time how much humanity is indebted to them. 

WONDERFUL ACHIEVEMENT 

Medical reports today abound in articles on the ' i°l et 
Every disease and ailment shown in the list given in this book i* 1 ‘ 
subject of medical literature. Physicians know the power and ' a ^ 
of Violet Ray and recommend its use even in cases which otherw 
would be regarded as incurable. fter 

Hie next great step in the development of the Violet Ka> a ^ 
completing the proof of its value to humanity was the P erf *'' 1 ^ . 

\ irayo. Physicians welcomed the Virayo as a perfected n 
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ment for producing the marvelous rays. The simplicity of design of 
the Virayo and the fact that anybody can use it the first time he sees 
it makes it the ideal instrument which physicians were glad to re¬ 
commend for personal use and for general home use. There is al¬ 
most daily need in nearly every family for the use of Violet Ray. It 
is so effective in warding off attacks when the first symptoms are 
noticed that in some seasons of the year its need is very frequent. 

VIOLET RAYS AND LIFE 

All in nature is motion—action and reaction, ebb and flow. 
Motion is the primal indication of life. Forms of force such as 
light, heat, magnetism, etc., are fundamentally electrical vibrations. 

The universe as a whole exemplifies only the varied expressions 
of one single principle, vibration, electrical in its origin. 

Our modern system of philosophy connects the different branch¬ 
es of physical science into a glorious harmony. Today we can see and 
trace the various manifestations of nature to one common origin. In 
all forces, from the attraction of our planet to the sun to the vital 
phenomena of the human organism we have fundamentally electri¬ 
cal vibrations. 

The Violet Ray High Frequency Current is a natural 
electrical vibration produced in an artificial manner. It has a close 
relation to the currents which traverse our nerves in the mainte¬ 
nance of life. The different nerve centers and different cells of our 
body are tuned to impressions of different wave lengths, as in wire¬ 
less telegraphy a tuned receiver will respond only to a similarly 
tuned impulse. 


THE RAY OF LIFE 

\ ital force and electricity are in reality identical. Human be¬ 
ings sustain their marvelous toil only under an electrical drive. 
Electricity and life are one. The Violet Ray High Frequency 
Current has therefore been truly called the life giving ray. THE 

RA^ Of LIFE. Light is the life-giver. It vitalizes, animates, 
creates. Light is energy. 

The continuance of all life according to modern views is only 
possible by the radiant energy which we receive from the sun. From 
time immemorial its beneficial influence upon life has been recog¬ 
nized. At the present time we realize more than ever its full value. 

Radiant energy in the form of the VIOLET KAY HIGH FKK- 
Ql KN< A CURRENT is light and electricity combined which aids 
every vital function and quickens every cell in our body. 


I 
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Violet Rays supply our proper need of electricity when ou r na 
t„nl supply is impaired. The use of the Violet Ray High Frequency 
Current until now nas been limited. Heretofore it could be pro 
auced only by expensive instruments of comparatively large size 
which were difficult to understand and complicated to operate. The 
mechanical and electrical problems of manufacture have been solved 
by the WESTERN ( OIL TO. The small simple Virayo for the 
production and delivery of Violet Ray High Frequency Current for 
all curative needs is acknowledged as the perfected instrument. 

PRACTICAL AND RELIABLE 

The Virayo is the first reliable and practical small portable in¬ 
strument for home use. It is now within your reach at a small 
price. 

The wonderful Virayo can be operated by anyone because it is 
so simple in construction. It connects to any lamp socket, either 
alternating or direct current. 

It can be operated by a child as well as an adult. 

It is constructed in accord- 



I.umhagn Treatment. 


ance with the most advanced 
scientific knowledge and practice 
and of the best material. 

The Virayo instrument is per¬ 
fect in all details. It is endorsed 

by physi¬ 
cians all 
over the 
country 
for use in 
the home 
as well as 
for their 
own use in 
medical 
practice. 


WONDERS OF THE VIOLET RAY 

ments^h '' Ray High Frequency Current is applied in ' rtJ 
electrorip r< UK va . cuum electrodes made of annealed glass, 
beautiful i° r appl,cators diffuse the current. They are excited ' 
( eep red and violet color by the High Frequency Elec' 
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ity. The discharge from the glass applicator appears to the naked 
eye often as a single spark. It is in reality made up of a great 
number of successive sparks which vibrate to and fro or oscillate as 
it is technically termed. 

These rapid oscillations running into the hundred thousands 
and sometimes millions per second, produce the following phenom¬ 
ena: 

FIRST: They make the VIOLET RAY HIGH FREQUENCY 
( l RREX1 I ni-l’olar, that means the current is applied from one 
pole. All other forms of electricity need a complete circuit between 
two poles. 

SECOND: They traverse space in the form of ether waves 
similar to those electrical vibrations used in wireless telegraphy and 
wireless telephony. \ ou may observe an electrode to emit light at 
a distance of several feet from a charged person. This is demon¬ 
strated in the following manner: 

Attach the metal electrode No. 28 to the VIRAYO instrument 
and turn the current on. Keep the electrode in one hand. Approach 
any vacuum applicator with the other hand. It will then begin to 
glow though not in direct connection with the source cf current it¬ 
self. This experiment is best demonstrated in a somewhat dark¬ 
ened room. 

THIRD: \ IOLET RAYS penetrate easily all substances in¬ 
cluding those known as non-conductors or insulators. Paper, hard 
rubber, glass, wood are no obstacles to the VIOLET RAY HIGH 
FREQUENCY CURRENT. 

lOUR TH: VIOLET RAYS ozonize the surrounding air. That 
is, the VIOLET RAY HIGH FREQUENCY CURRENT will convert 
the ox>gen in the air into ozone. Ozone is only a concentrated form 
of oxygen. Oxygen is the first essential to life. Man is a breathing 
engine. Oxygen is the fuel for this engine. The fuel is supplied In¬ 
breathing. thus taking in the oxygen in the air. We say that air is 
fresh or invigorating when it has a noticeable quantity of oxygen in 
it which gives it its quality of ozone. The pure and refreshing smell 
of ozone is unmistakable and easily recognized as soon as the 
\ IRAYO instrument is set in operation. This beneficial element is 
driven by the VIOLET RAYS into the tissue and reaches the blood. 
This process is of great importance and will be found described in a 
later chapter. 

FIFTH: VIOLET RAYS produce a cellular massage. Our 

body is composed of cells. The cellular massage is produced by the 
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contractile effect on each individual 
rell. Thin effect Is caused by the os¬ 
cillations of the VIOLET KAV HIGH 
FHKyi K't'V (TKHK.VT. ft has on 
account, of Ita great Influence upon 
the phyalcal energies of the cella a 
great, effect, on nu¬ 
trition aa la shown 
In another chapter 
of this booklet. 


t/crir-ral IVxly Massage. 

SIXTH: \ IOLKT RAYS are pleasant to everybody even to the 
moat sensitive persons. They do not cause any pain or muscular 

contraction or disagreeable sen¬ 
sation of any sort. The reason 
for this Is that our sensory nerv¬ 
ous system cannot respond to the 
marvelously fast oscillations of 
the VIOLET ll.\Y HIGH FRE- 
yi K.Vry CT'RREXT. 

It is equally true that our 
eyes are not capable of seeing 
all light rays that exist, as tor 
instance, the infra-red or heat 
rays or the L'ltra-Violet or chem¬ 
ical rays, and that our ears can 
not hear sound waves of 100 
high a pitch. It is thus that oa> 
sensory nerves do not compt" 
hend the electrical vibrations 

the HIGH FKKyl'KN rV 1 # 

RENT and in consequent ^ 
pleasing sensation is £* reD 
the Violet Ray treatment- 
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NO SHOCKS—NO PAIN 

Shocks as they are well known from so-called medical batteries 
are impossible with the VIOLET RAY HIGH FREQUENCY CUR¬ 
RENT. The VIOLET RAY HIGH FREQUENCY CURRENT can be 
applied to the most sensitive parts and organs of the body, as for 
instance, the eyes. There is not the least danger connected with the 
use of the VIRAYO instrument, nor are habits developed by the 
constant use of it. 


THE VIRAYO ATOMIZES ELECTRIC 

CURRENT 

The VIRAYO HIGH FREQUENCY GENERATOR is an electri¬ 
cal transforming device. It converts the thick flow of electric cur¬ 
rent into a discharge of mist-like electric energy. Just as a thick 
and forceful stream of water coming from a hydrant is changed 
into a fine spray for sprinkling flower gardens, so is the heavy elec¬ 
tric current as it comes from the lamp or wall socket in your house 
too heavy and strong to apply to your sensitive nerves and cells until 
it is converted into VIOLET RAYS. 

The VIRAIO instrument is the modern scientific means of sup¬ 
plying the nerves and cells of our body with atomized radiant elec¬ 
trical energy. It feeds your nerves with vitalizing electricity. 

general benefit of the 

VIOLET RAY 

T he energies and capabilities which manifest themselves in the 
IOLET RA1 HIGH FREQUENCY CURRENT are apparent and re- 
ognized In all medical authorities. Their value in acute and 
j ron ' c conditions in more than 200 different human ailments has 
ecome so marked that the mere acquaintance with the results ob- 
ained b> others prompts the desire to employ them by all. Violet 
a>s reinvigorate the nervous system. They stimulate physiological 
“” Cll “ ns of the bod > r to perform their natural duties. We have in 
f , 1 RAVs the closest approach to artificial vital force that so 

ar as been produced. Treatments with the VIRAYO at home or 
at e doctor’s office are pleasing, agreeable and most exhilarating. 
e> gne us youth, beauty, health and strength. 

11 


(C) Jeff Behary 2020 






THE MUSCLES OF thf 
BODY 



This illustration shows 
the outer muscles of the 
front. They are the reddish, 
meaty parts of the body. 
They are made up of a vast 
number of bundles of little 
fibres. Through these 
fibres run the fine threads 
of nerves and tiny blood 
vessels called capillaries 
The fluid called Lymph is 
also circulating through 
them. 

The Lymph and tbe 
Blood brings the nutri • 
to the muscles to hut ^ 
them up. It also carries a * a - 
the waste-matter. 

VIRAYO appli cati0D? ' 
crease the blood 
the treated area an' 0 ; 
aid in the develop 111 
muscles. 


the 


u-*e 


Instructions for 

of the VIRAYO for P h ; 


conwiB^ 


development are „c\T 
in the VIRAYO 
SIEST BOOK. 
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VIRAYO TREATMENTS 


tind then Influence upon the Vhtsl Functions 

of your Body 



A normal state of vital functions is absolutely necessary for the 
continuation of the sound condition of our body which is called 

health. 

The smallest li’-ing units which modern medical science knows 
are the cells. Our body is composed of cells. There are millions 

and millions of 
them. They form 
the different 
parts and organs 
of the body. 

Every sin¬ 
gle cell in the 
body, small as it 
is, has life. It 
actually lives. It 
breathes as it 
takes in oxygen 
from the blood. 
It eats as it 
takes its nour¬ 
ishment from 
the chemical 
constituents o f 


Relieving a Headache. 


the blood. It rids itself of waste material which is washed away also 
by the blood. These physical properties of the cells are called cell- 
life, and their normal activities are vital to our health. They are 
acted upon by VIRAYO in a most beneficial way. They respond to 
the stimulating effect of the HI(iH FREQUENCY oscillations. 

These oscillations expend upon each individual cell a contractile 
effect called cellular massage. The strength and vitality of each in¬ 
dividual cell is increased by cellular massage. 

By restoring the vitality or increasing the efficiency of the 
cells the oscillations of the VIOLET RAY restore the organs of the 
body to their normal power. This is reflected in improved health 
and greater physical vitality. 

Cellular Massage can only be accomplished by electricity itself. 
Massage by hands and by mechanical means of so-called vibrators 
can not contribute to the energies of the cells; they simply act upon 
nature's internal resources which often are at a low ebb. In fact 


they make a demand upon the already weakened energies of the cells. 
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Electricity in the form of VIRAYO treat 
es the e 
late through 


'•ein- 

8tim u . 


-.- - nients, however 

forces the energies of the cells without any reaction. They 
late through their cellular massage without causing depression* 

In a condition of profound exhaustion, and in acute or eh 
diseases this property of VIRAYO treatments is valuable t r . 0IUc 
VIRAYO treatments supplement and strength 

y producing a vitalizing effect. fn all 

00(1 Circulation and 

its circula- 


measure. 

cell functions thereby producing a vitalizing effect. 

Healthy cell life much depends on the 
feet properties of the blood. 

VIRAYO treatments act upon the blood itself and i 
tion through the entire system 


per- 


IMPROVES THE BLOOD 

The blood stream conveys the required nutriment to all cells in 
all parts of the body. Pure blood makes us immune to disease. It 
is only when the blood is impure that we are in danger from dis¬ 
ease. VIRAYO treatments ozonize and purify the blood. Ozone 
or concentrated oxygen can be told by its odor as soon as the treat¬ 
ment with the VIRAYO begins. Whenever the VIOLET RAY HIGH 
FREQUENCY CURRENT passes through the air it produces the life 
giving ozone. 

Ozone is nature s marvelous germicide. It attacks germs and 
bacteria. Particles of this antiseptic or germ destroying ozone are 
drhen through the skin into the blood and then carried through the 
entire system by the blood. This process is called ozonization. 

Ozonization of the blood by VIRAYO applications shows besides 
its decided germicidal action an increase in the number of red blood 
corpuscles. These are solid particles which show a strong affinity 
or oxygen. When they decrease in their number we become 
anaemic, the usual symptoms of which are paleness, weakness, gc n * 
eral loss of vitality. 

tn f Anaemia is a dangerous state of the blood which opens the door 
“-I 50 - 1 tr °ubles and disease. AVe can successfully counteract 
great SU )normal state of the blood by VIRAYO treatments. It 18 * 
ft ”"'" 1 of ‘he VIOLET bay FREQUENCY CURRENT 

other hi 6 l ) S clear impeded channels of absorption and ena 
Mission ° foo<is to re ach their destination and fulfill their P r(,p 

the bhj!i ,' dSe ' 1 cond >tions you can restore the iniptiiretl <|U» I,,U> ‘ 
“•■tot °“ rmal statc hy increasing the bacteria-kill' n - ^ 

sistance and f 0< < — lllr ° Ug ^ ozon ‘ z,, tlon. You increase your ut ‘ 
ortify yourself against infections. 
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It ha* been e-.ttmi.ted front medical at at let ice that nine-tenth* of 
all acute disease* remit from initial poverty of the blood and Im 
proper circulation. 

If the movement of the blood la Interfered with a local or gen- 
eral disturbance in your health la the result. 


NO BETTER HELP 



Application for Itlieiiiiiatlain of Knee. 


There la no other and better agent 
known for producing Immediate and direct 
effect upon circulation than YIKAYO treat¬ 
ments. When you apply the VIOLKT HAY 
to any part of your body an increase of the 
blood supply is the quick result. An active 
flow of blood through the vessels of the 
treated part causes a refreshing, healthy 
warmth and glow within a few seconds. 

The blood ves¬ 
sels themselves are 
beneficially i n - 
fluenced by the 
V I R A Y O treat¬ 
ments as the HI(iH 
PKKQt'KXCY CUR- 
It K X T S tend to 
strengthen the walls 
of the veins, arter¬ 
ies and capillaries 
and relieve them of 
undue pressure. 

Another pro¬ 
cedure going on 
within your body 
and of great im¬ 
portance is the 
chemical exchange 


steadily taking place in living tissue. 


All activity depends on the proper assimilation and distribution 
oi Hie chemical compound which you take In in the form of food, 
i he chemical combustion of food strengthens us. It replaces the 
minute portions which are wearing away or which are destroyed in 
• he course of normal activity. 


i r. 
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promotes metabolism 

Chemical combustion furnishes us with new energy and main 
tains an equilibrium necessary in order to live. This capability 0 f 
your body to distribute and assimilate foods properly and to re-ar¬ 
range the smallest particles of living matter is called “metabolism.’’ 

Your being well, your health, depends upon your metabolism 
Improper metabolism causes diabetes, characterized by the presence 
of sugar in the blood and urine. It causes gout, characterized by the 
presence of insoluble uric acid in the tissues. It causes obesity and 
many other diseases. 

YIRAYO treatments act most beneficially upon metabolism in 
whatever form the treatments may be taken. They accelerate the 
organic changes and the combustion which takes place within your 
cells. 

Ailments which are due to slackening of nutrition (faulty 
metabolism) are therefore relieved by YIRAYO TREATMENTS. 

They promote metabolism in its completeness and also help to 
eliminate more thoroughly waste. 

They assist the sweat glands, the kidneys and the liver in their 
proper activity. 

Metabolism is indeed very closely connected with digestion. 
Impaired digestion known as dyspepsia, indigestion, catarrh of the 
stomach and other diseases of the digestive tract respond to 
' IRAYO treatments and are treated under separate headings. 

\ IRAYO treatments have also a marked effect upon respiration. 
Whenever the instrument is set in operation the ozone developed 
during the application causes an immediate tendency to take a deep 
and full breath. You will breathe with more than ordinary satis¬ 
faction during or after a YIRAYO treatment. This increased activ- 
>4 in the process of respiration will cause you to take a greater 
amount of oxygen into your lungs by breathing. 

The general effect of YIRAYO treatments upon all the vital 

unctions of your body is a strong tonic action. They stimulate with¬ 
out reaction. 

a DntJ't' <U * ( * <IHr ^' V to energy which the body must keep U! ' 
cesses n f la u m an< * "hmh may be used as needed in all the P ri 
Ses of vital functions. 

HELPS the nervous system 

nerves it iq' . 1111 '*° ns of your body are more or less controlb* 1 * 
will increase tl 16 ? 16 ^ imi)orta nt to know that YIRAYO trcatn" 1 
unctional power of your nervous system. 
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The nervous system consists chiefly of the brain, the spinal 
cord and branches of these two. Nerves go to every part of the 
body. The one purpose of the nerves is to carry sensations such as 
feeling and so on from the body to the brain. The other to transmit 
impulses as for instance motion from the brain to parts or organs 
of the body. 

The nerves also supersede the work of the blood vessels in re¬ 
building the cells and removing waste. However, their action is ac¬ 
complished unconsciously. The nerves of sense are directly con¬ 
nected from the brain itself with the eyes, ears, nose and tongue. 

From the spinal cord which is concealed within the vertebrae 
or bones of the spine the nerves branch out at each side. They do 
not run straight to the various parts or organs of the body but unite 
in groups and form the centers of reflexes or the 
sympathetic systems. By treating the different 
nerve centers with the VIRAYO you can ex< 
an influence upon the organ controlled by the 
(See Page 49.) 

RELIEVES AND CURES 

It is one of the most striking effects tl 
the VIOLET RAY HIGH FREQUENCY CL 
RENT will almost immediately relieve and lat 
permanently cure cases of long 
standing nervous dyspepsia and con¬ 
stipation if applied over the abdo¬ 
men. 

People whose hands and feet had 
been cold and numb for months re¬ 
act immediately to VIRAYO treat¬ 
ments. The flesh and nails become 
pink again, sensation returns and a 
pleasant glow fills the entire body. 

VIRAYO treatments have a soothing tonic effect on the com¬ 
plete nervous system. They exert a calming influence upon the 
excitability of your nerves. The results of these effects can read¬ 
ily be observed in the response of glands which your nerves con¬ 
trol. It may be noted in secretion, in metabolism and in the 
perspiration which ensues by application to certain parts of the 
body. 

VIRAYO treatments carry into the nervous system a poten¬ 
tial energy which reinforces the vitality of your nerves. 

VIOLET RAYS present an electrical food to your nerves. 

All nerves including the spinal cord, exhibit an electric cur- 
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rent as has been demonstrated by science. In the brain itself 
electromotive changes during its activity, in fact all processe^ 
nature are identified with electrical manifestations. " s of 

RESULTS OF V1RAYO TREATMENTS 

When you apply the VIRAYO directly or indirectly, either 
as a sedative or as a stimulant you obtain a powerful tonic to ,il 
nerves. 

It tones nerve centers and the nerve endings and all „,. rv 
functions, the muscular fibres and blood vessels and capillarie 
and tlie foree of the heart. 

It gives an ozonizing tonic to the blood and increases the 
number of red corpuscles in the blood. 

It is a promoter of the metabolic exchanges, a tonic to the 
energies of respiration, a destroyer of uric acid, a tonic to the 
completion of combustion in the tissues and the production of 
heat energy and the maintenance of normal temperature. 

It is a tonic to the secretion of glands and the excretory func¬ 
tions of all organs of the body and to the skin, and a tonic to ap¬ 
petite. 

It fills J„u with the radiant energy which increases your 
vitality—your efficiency. 

•t is a natural foe of disease. 

GENERAL EFFECT OF VIRAYO 

applications 

the vital fo^ 0 ' ' IRA\ O treatments are lasting. Wherever 

treatment wnT i°! human S} ' stem is depleted, the VIKA'° 
suits. ' ot £ rea t help and produce definite curative re- 

not Produce^n 11 U k 31 effect of medicines VIRAYO treatments do 
need for treatm ’ effects ‘ They do not develop habits. The 
ti0 * «Pon m7tZnl de - CreaSe inst ~ d of increase. By their - u 
eral s timm at j on ! Sm ; nutr ition and circulation and by their S< ! - 
ficieney 0 ( ^ UIn Ua | functions they increase the enduring 















THE NERVOUS 
SYSTEM 



The Nervous System ii 
eludes the Brain, the Spin; 
Cord and the Branches c 
these two. These branche 
go to all parts and organ 
of the body. Note how th 
nei\es leave at each side be 
tween every pair of the ver 
tebrae or bones of th< 
Spine. They unite in group: 
along each side of the Spin 
al Column forming 
Centers of Reflex. 

VIKAYO treatments tor 
up the Nerve (’enters. 
Nerve Endings and all N'erv 
Functions. They soothe dii 
turbances of the nervou 
system and help it to regai 
its lost balance. 

For details see the V| 

KAYO Treatment Kook. 
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The beneficial effects which result from vm 

_— — — ' iRAlfo 

treatments are: r efresh i ng slee p, soot hing 



TREATMENT BOOK 

The treatment book which contains charts and full 
tions is furnished with each instrument. It gives detailed 
formation about the use of the different applicators, it tells 
exactly how and where to apply the Violet Hay. 


VIRAYO TREATMENTS AND TISSUE 
RESISTANCE 

creaseVJL imp ° rtant result of VIRAYO treatments is the in- 
bodv Tt ■ 6 n ° rmal resisting power of the healthy tissue of your 
the out«?ifil nCr fi aSeS ‘° ur tissue resistance against exposure and all 
as you kee *** Uences "^ich cause infection and disease. As long 
etc., are prLtfcadv ,SSUe Pcsis * ance at normal, your organs, blood. 

VIR4YO ‘ P ro °f against sickness and disease, 
your tissue r 1S & pre ' ent * ve as we ll as a cure of sickness. When 
store its nnrmT' 31116 falls below- normal you can promptly re- 
"’henever 3 energies VIRAYO treatments, 

treatments should aUaC ^ some sort threatens you, VIRAlO 
ness used immediately to prevent serious sick- 

vikav IMPL1C1TY of OPERATION 

re ceiv e the Y |n B I? 1 P n 1,Cati0ns are extremely simple. The minute you 
Can Un derstand its 1 y ° U Can use il for its good effects. A child 
° Conn cct it and mani PUlation. Full instructions for the use, 

" to operate it go with each outfit. 

20 
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PREVEN TIVE VIRAYO TREATMENTS 

A vigorous tonic dosage of VIRAYO current applied to the nerve 
centers of the spine does wonders as a preventive. A strong spray 
should also be applied over 
the abdomen, over the re¬ 
gion of the stomach and 
the liver. Finish this pre¬ 
ventive treatment with a 
stimulating application 
over the chest and take 
ozone Inhalations for a few 
minutes with the Western 
Coil Co. Ozone Generator. 

It is surprising liow 
quick the benefits of such 
an application become no¬ 
ticeable, in fact there is no 
other agent known which 
will so decisively and 
quickly reinvigorate your 
system and restore your 
resistance power to nor¬ 
mal. I)o not be afraid of 
overdoing this treatment; 
it can be repeated any time 
according to the state of 
feeling. 



X* 


-/My 


ft 


Painful Shoulder is Quickly Relieved. 


DESIGNED FOR HOME USE 

The VIRAYO has been especially designed for home use. It is 
the product of over four years of hard work and experimentation. 

It is a reliable article, perfect in all details of construction. It is 
the most efficient Violet Ray Machine made today, capable of actu- 
a lly giving the current output necessary to obtain satisfying results. 

Many thousands of them are on the market. They are used in 
Hospitals. The construction of the machine is so simple that any¬ 
one can operate it. A little knob at the back end of the instrument 
controls the current. You can obtain any desired strength of the 
Violet Ray, from a mild, soothing glow to a powerful stimulating 
spray of high frequency sparks. Simply turn the knob. To increase 
the current turn to the right, to decrease turn to the left. The 
VIRAYO attaches to any electric light socket, either alternating or 
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direct current. It is made for any voltage. The simpii city an( , 
of operation, its readiness at all times, permit any one to obtain 
gratifying results within a surprisingly short time. m ° st 

HOME TREATMENTS 

It is exceedingly important to realize that you can take treat 
ments right at your own home. With the aid of our directions and 
the treatment book it is a simple matter to take and give Violet R 
applications. You need not be an electrical expert to understand the 
operation of the instrument. Nor will you need a great medical 
knowledge for the proper use of the Violet Ray. Just use common 
sense and follow our instructions. 


IN THE COUNTRY 

and other places where there is no electric current, our battery out¬ 
fit is meeting with the biggest success. This outfit receives its power 
from a battery contained within the box. It is very compact and sim¬ 
ple to operate. The battery is powerful and lasts for a long time. If 
run down after many months it is easily renewed at a small cost. 
The outfit does not have to be returned to us for renewal. You are 
in a position to do the changing yourself. This battery outfit has 
proied to be a great help to doctors who desire to give treatments in 
onies where there is no electric .current. All applicators can suc- 
ul> be use( l in connection with this battery outfit. 

DIFFERENT effects obtainable by 
VIRAYO TREATMENTS 

their w-fv A ( \ 0 J reatments can exert different effects according to 

ay of ad mimstration. 

>’°ur entire bo 1^' <an se d»t*ve or quieting. You can tharg^ 
can eleetrifv v tbe 'dolet Ray high frequency current. 

b >' sedative tre^^ completely. You can calm painful sen satin 
u °nal i n itg ™ ents : besides sedative action is strongly const 1 
n crvo Us ailment C _ Se(, ative treatments are of great benefit "i 
Produce locally t he >’ tranquillize your nerves. Sedation 
Part to be treated v eeping the applicator in close contact " 
e r\ous troubles are quickly and most bene 


can 

rith 


the 
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influence by the sedative Virayo current. A 
general electrification treatment refreshes the 
entire nervous s> Mem. 

SKtX>\l> — They can be stimulative. Stimu¬ 
lation is produced whenever an electrode is 
somewhat lifted during the application. 


Nothing To Equal It 
For Indigestion. 

interposed dry resistance, that is the clothing or towel, any desired 
effect is obtainable. From a handkerchief to a doubled Turkish 
towel can be used for this purpose. The use of any kind of clothes 
injures a uniformity in spark length which cannot be obtained in 
any other way. Powdering the skin with talcum powder often suf- 
-ces to create the desired dry resistance. This will at the same time 
^11 ■» an easy sliding of the applicator. A slight perspiration results 
from the treatment. If the application of talcum powder is not de- 
sirab;e the use of W. C. Co. Lubricant is recommended. 

stimulating treatments through clothing find a profound use 
*n rheumatism, lumbago, partial paralysis, etc. Slight stimulation 
*' a ^° sometimes desired in skin troubles where the blood circula- 
“ on impaired. A single layer of a handkerchief presents enough 
■^Ms.ance in such a case. Chronic rheumatic troubles however 
re< iuire the use of several layers, at least two of a turkish towel, 
sprays from the VIRAYO will cause a counter irritation. 
<*unter irritation relieves wonderfully quick pain?, of many sorts. 

15 often the very welcome means to kill the dreadful pain of a sud- 

23 



This stimulation is caused 
by the many small sparks call¬ 
ed the High Frequency Spray. 
They bombard the area which 
they cover causing a tingling 
but pleasant sensation. They 
have a beneficial heating effect 
too. Besides they generate 
ozone. Particles of this ozone 
are driven right into the tissues 
causing the ozonization of the 
blood. 

Stimulating VIRAYO 
treatments are best produced 
by application through the 
clothing or through a towel 
which has been put over the 
part to be treated. As the 
length of the stimulating spray 
depends on the thickness of the 
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den toothache. You will appreciate this pain relieving qua] , t . 
VIRAYO in sprains, bruises, etc. Counter irritating VlR A yo the 
cations are better, swifter, and more effective than plasters a ° . appB * 
ments. In fact they replace them entirely. Stimulating vir 1181 ’ 
treatments are long lasting in their effects. They are not like-* 0 
or a glass of wine because they are not followed by a reaction 
do not create any habits. 


not Kke dra gs 

They 


THE DIFFERENT WAYS OF TAKING 
TREATMENTS 

VIRAYO applications do not have to be of lone duration r 
paratively short treatments repeated at convenience are «. 
fective. ' ' rj ef ' 

FIRST Local applications. They are 
taken or given with anyone of the specific sur¬ 
face or orificial applicators made for the pur¬ 
pose. 

SECOND—General application. They are 

taken as so-called 
electrification treat¬ 
ment for the effect 
on your general 
condition. You 
charge your entire 

Treating an Rar -toi._, . ... body with electric 

an annii . ■ energy by holding 

dative ** ° T ^ ° ne ° F hands. The effect thus obtained is se- 

ing virayo * nd ' re<t a PPl*cation. The indirect method of apply- 
treatment current combines the local and general method of 
the instrument reqUireS tW ° people ‘ The Party to be treated holds 
draws with eith' Uh aUaChed applicator - The second party then 
frequency currum^ hand ’ fin Eer-tips or another electrode the high 
"a.v a combinati '°. the desired spot of the patient’s body. In this 
of th( **n treatment is accomplished as the electric cellular 

"hh the mechanist fr<<,uen< T current can l>e successfully combined 
indirect method i« n,ass age of the operators hands or fingers, ihi 
a Sreeable way of <<,nsi< iered as very effective. It presents a m0St 
a11 ot he ; se nsit mmiStering VioIet Ra y g to the eyes for instance 

11 °ut discomfort 1 '° orKans the body can be treated easil> an 
aris > moles, e tc tv, >> the indirect method. For the removal 0 
’ thG indira ct method is ideal. 
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THE VITAL ORGANS 



HiEh r ?r„ Ph!S10l ° EiC ‘ mediCal pro P« rtfes of the Violet Hav 

v^!\r e :r„7L rr r of senera ' «»■» •»* 

great aid , , • b ° d> ' ' ,KA '° applications represent a 

fM) p tan t " aPd ,ni P roVt ‘nient in the functions of these i,»- 
OUS nrnH rRan ‘"‘ They inci 'case the elimination of all poison- 
Z!T? S ' r ° m them - Th “ V then, in gL-ra.. 

^eat-KianV r°° d thr ° Ugh *" the capillaries - open the 
nation f relieve congestion and cause a general sen- 

Uavs ° Warmth and "ell-being. We obtain with Violet 
tain k Seneral systemic vitalization. which we can not ob- 
ain b >* any other agent. 
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Removing a Wart. 

ABOUT FULGURATION 

^s still another method of application for the Violet Ray 

t . ec n ica.ll> as Pulguration. By this process is meant the ap- 

molp« ^ ° • high frequenc y spray to diseased growths, warts, 
moles, naevt, etc., for the purpose of removal. 

ai of tissue^"] 118 resUlts by using the Fulguration method for remov- 
it the inriiro 1 therefore ideal. It is not painful and by applying 
indirect way no disagreeable sensation is telt. 

Herangenie NER VOUSNESS 

ent days of “husti°” '* i:,turbance °E the nervous system in the pres- 
something verv fi 0 i UIe coramon - We speak of nervousness a» 
nervousness. g sn F* 1 "' ^ ost °f all civilized men have a touch of 
ancl at pi a y wh - . ^ mer icans. Our intense striving at work 

nervous condition US ’ bas brought about the modern 

manitisisth ed so conveniently “AMERICA MTIS.” Amer- 

n s 0cial life n torm of Xeurast henia. Excitement in business 

"« are "«*•«« of our own self in regard to 

to blame for the causes of Neurasthenia- 
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NEURASTHENIA 

Neurasthenia also called nervous debility, nervous prostration, 
is a depression due to exhaustion of nerve energy, in fact all symp¬ 
toms resulting from some functional disorder of the nervous system 
with severe depression of the vital forces are combined under the 
comprehensive name of Neurasthenia. Neurasthenics have the ten¬ 
dency to fatigue easily, lack energy, have little power for work, feel 
pains of vague character, have an impaired memory, little sleep and 
no appetite, suffer from con¬ 
stipation, etc. Sometimes 
the whole body is affected; 
sometimes the indications 
are limited to a certain part 
as the brain, the abdomen, 
the sexual organs, etc. While 
Neurasthenia in its early 
stage does not appear as a 
disease grave enough to re¬ 
quire attention but merely 
as a nuisance, it should not 
be neglected. The con- 
quences of neglect are far 
reaching. A downward 
drifting health due to Neu- 
rathenia may mean physical 
wreckage, hypochondria, 
suicide or insanity in the 
end. The best cure for 
Neurasthenia is a series of 
early \ I KAYO treatments. Making the Touch of Lumbago 

Oeneral electrification is Disappear, 

helpful, but the administra¬ 
tion of the VIRAYO current 

to the chief nerve centers is more important. Spinal applications to 
the whole length of the spine from the middle of the shoulder down 
to the end of the spine act sedative-tonic. A few of such applications 
do wonders. They should be assisted by a short treatment over the 
abdomen and over the liver. If headaches accompany the symptoms 
t Neurasthenia treat the area where it occurs or any other seat of 

Pa>n. It any muscles or joints are affected by painful sensations they 
should also be included in the treatment. Each treatment for Neu- 
« r asthenia should be as thorough as possible. Ozone treatments with 

the \\. < . Co. Ozone Generator are of additional help in any nervous 
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,, should be said here that all drugs and so-called r» m ._ 
^ for nervousness do little good, if any at all With VIRato a> 
rations and Ozone treatments we can support nature with th , 
resources of a physiologic stimulus. 

NEURITIS 

Neuritis is an inflamed condition of the nerves. Any nerve can 
be affected. Pain and tenderness extend usually over the whole dis¬ 
eased nerve trunk. VIRAYO applications will cure neuritis posi¬ 
tively. A mild current should be used at first, and the electrode kept 
in close contact with the bodv moving it lightly without pressure 
over the affected area. 

In some cases an increase of the pain may be noted at the be¬ 
ginning of the treatment. However, this state is soon overcome. 
Then a more powerful spray in form of a stimulation can be applied. 

NEURALGIA 

Neuralgia is the definition of a pain caused by a starved nerve 
and its cry for food. VIRAYO treatments quickly relieve neuralgic 
pains. Neuralgia can ap¬ 
pear at very many and dif¬ 
ferent places and we know 
today of facial neuralgia, 
ovarian neuralgia, neural¬ 
gia of the large nerve of the 
thigh, between liip and knee, 
also known as sciatica, etc. 

MRAYO treatments stimu¬ 
late the blood circulation 
and in this manner supplv 
tbe nerves with new food. 



Treating the Vocal Chord, an excellent 


help for your voice. 

cann? 1 Dervous troubles VIRAYO applications offer help which 

srriv-- l ^ irom a n>' other natural source without harming or ag 

the J? he Condition of th e sufferer. The Violet Ray stimulate 
ure,.- tv, OI * organ to which it is applied and by its tonic 
the bod v re ^ aiding of worn tissue. Nerves reach to every par. L - 
be confine? 1 lheivfore in all nervous troubles Violet Rays should no 
the spine Seat ° f pain bm exl end to the great nerve cen 

ing that the ^ lireSaVe organs and the excretory organs. Conside- 

• toniach and other digestive organs including the i 

from 
iible 


tine* k i 

C have <» 


w e must Urni ' h the necessary nutrition for our nerves 
see that our digestion is as perfect as P° 
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We also must carefully avoid the accumulation of waste in our 
body. Toxins or waste matter will poison our nerve cells We 
can readily see that the cause of many nervous troubles is not to be 
found in the nervous system itself, but outside of it. The greatest 
beneficial influence which we receive from VIRAYO treatments is 
its tendency to promote metabolism as has been explained before at 
length. Perfect metabolism will give us perfect nerves and intelligent 
VIRAYO treatments are the best means which science has vet found 
to establish a sound metabolism. All nervousness can be overcome 
if we use VIRAYO treatments as first resort. 

Do not imagine that you are too nervous for VIRAYO treat¬ 
ments. Violet Rays are tranquilizing and soothing even to the most 
sensitive nervous system. There are no shocks or pains 


SCIATICA 


Sciatica is an affection of the great sciatic nerve trunk. Its 
cause is found in neuralgia and also sometimes in rheumatism. The 

sciatic nerves run down the thigh 
from hip to knee. They lie near the 
bones deep under the heavy muscles. 
Sometimes they become so inflamed 
and tender that even the slightest 
pressure causes an extreme pain. A 
counter irritating discharge applied 
through the clothing or over the 
painful area will bring quick relief. 

RHEUMATISM 

Rheumatic conditions in what¬ 
ever form they may appear are some 
of the most painful and annoying ail¬ 
ments. There are many theories 
evolved regarding their cause, but 
none of them is universally convinc¬ 
ing to all scientists. Uric acid in 
the blood and deposited in the tis¬ 
sues under certain conditions is with¬ 
out question responsible for many of 
the rheumatic troubles. 

ric acid also causes gout, and other ills. But no matter what 
the cause of rheumatism in all its phases may be we know that 
drugs will have little value in relieving it. One of the most common 
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forms or rheumatism is the kind called muscular, it often affect- 
the lumbar region of the back and is then called lumbago. 

If it attacks the cervical muscle it is commonly spoken of as 

Stiff Neck or Wry- Neck. 

Rheumatism can be acute or chronic. Acute rheumatism, r j, 0l| 
matic fever, inflammatory rheumatism, or whatever name the typj 
cal rheumatic attack may be called comes on very suddenly. i nas _ 
much as rheumatic conditions, even though they may be accompan¬ 
ied by fever are very seldom detrimental, they are likely to cause a 
weakening of the whole body or a deformation of some vital organ 
as for instance the heart. 



All the different forms of rheumatism, acute or chronic will re 
spend to VIRAYO treatments. Despite the tenderness of some rheu¬ 
matic parts or swollen joints, the Violet Ray does not hurt and is the 
best agent known today to relieve the suffering of the dreadful pains 

Lumbago, stiff nock, a painful shoul¬ 
der cease to exist almost instantly af¬ 
ter a VIRAYO application. In only a 
few minutes we can banish stiffness, 
aches and impeded movement. 

In Chronic rheumatic conditions 
full benefit can be had by repeated 
^ IRAYO applications. While relief 
will be felt already after the first 
treatment, a decisive cure can be ex- 
\ pected in the prolonged use of the 

\ iolet Ray. The Violet Ray, its ben¬ 
eficial heat, its slight but effective 
counter irritation, its stimulating ac¬ 
tion on blood circulation is a definite 

k swift and decisive curative remedy 

for all rheumatic conditions. Exu¬ 
dates are driven back into circula¬ 
tion, the impaired blood vessels lose 
their congestion and the pressures 
which give rise to pain will cease. 

^ ou will feel comfortable and well 
again after a few VIRAYO applica¬ 
tions. 

The best way to cure rheuma¬ 
tism is to treat the affected part fre¬ 
quently. The current should be mild 
in cases where severe tenderness of 
swollen joints prevent the use of 8 


Jl^lping . 

,vn **e ana 1 u,nful 
Kne e Mnv!.~ St0rl,1K 


cement. 
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sharp high frequency spray. In lumbago, stiff 
irritating application through the clothing or a turklah 

— , P h a ‘" “ hlCh '« «— '»• atraining^the T« ,! 7‘ 

appears during the treatment. Treatments over ih D 

up and down the spine in rheumatic and goutv conditi ** ° ,nen a , nd 

helpful. Uric acid and other poisons which cause the trouble and 

are accumulated in our ayatem are through the beneticial actton 
the high frequency current loos,.,,..,! Poor clrcu]at °"° f 

lated and aoon are the foreign aubatancea carried olt by a better clr 
cillation of the bloody The fact that VIRAYO applications eliminate 
waste ,n such remarkable degree la of important value The or,., e 
which ia driven Into the tiaaue and received by the I,loo. crease! 

i,s purl ' 5i "' ! . an<1 h «-'l>» to dissolve the waste matter until 

it is sent out of the body. 

PARALYSIS 

For muscular paralysis there is no more effective and more sat¬ 
isfactory treatment known than the VIRAYO. We know that the dif- 
rent members or 
the body are con¬ 
trolled by the brain. 

If by some injury 
or otherwise a pres¬ 
sure is exerted on 
the brain or on the 
spinal chord the 
nerves leading to 
certain parts are 
intertered with and 
as a result paraly- 
siH appears. Some¬ 
times complete loss 
of m °tion and feel¬ 
ing in a part of the 
body is resultant 
High frequency cur- 
" nts are of greater 
benefit in such 
‘ MM “* than any oth- 
*' r rpn,r dy known to 
lienee. VIRAYO 
applications to the 
Paralyzed part bring a rich flow of blood through the vessels. The 
muscles which have been idle and are wasting are stimulated and re- 
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built and vital force is driven into the deadened nerves. r>i.s 0o 
fort, numbness disappear quickly under the action of the Violet 
and the paralyzed part is quickly restored to usefulness. 

INFANTILE PARALYSIS 

In infantile paralysis, a disease which leaves almost in every 
case muscles feeble and weak, if not deformed, VIRAYO treatments 
have accomplished wonders. \ot only does the motion of paralyzed 
parts return more freely after a few applications but also the nius 
cles begin to grow. Conscientious use of the VIRAYO goes a long 
way to help restore the sometimes terribly deformed bodies of chil 
dren. 

GOITRE 

All forms of goitre respond successfully to VIRAYO treatments. 
It is surprising to learn that wherever other means have proved use¬ 
less in the cure of goitre, Violet Rays have established a permanent 
result. A high frequency spray through a towel is applied. 

OBESITY 

howpv^r °! <>beSity are StiH some what obscure. It is known 

help the flTt * that m a11 cases of ob esity our system fails to 
trition which T Gnt ° f f ° 0d t0 circulate Properly. Supplies of nu- 
out of the h l* 11 er ordinary healthy conditions are used up or sent 
tells us that th T? obese peo P le kept in store. Medical science 
not undergoing fu umenous elements of food in cases of obesity are 

not oxidized. Obes^tvT^^^ bUFning process in our body; they are 
tion. VIRAYO t er etore is to be looked upon as faulty nutri- 

fect nutrition bv UM , Ut> are ,nost effective in establishing a per- 
»nd blood vessel ,lu ‘‘ting every fibre in the tissue, every nerve 
tion for buildin<«- m * ! U,?;< tbe different organs to use the nutri- 
diet bv refraining frn! nerves and bones. Of course a healthy 
Nation mus t be “,® xcesses in over-eating is essential. Con- 

troatments over the wh 01 / e< T Under a11 cirmustances by VIRAYO 

a * Possible. General 1 ’ domen » stimulating all muscles as much 
r help - T hey assist ! reatmen ts over the whole body are a 

of f a f reat deal of wasr^ 6 * n its acl ivity of secretion. We can 
a t in the body i n aU matter b - v Perspiration. The great excess 

c* ‘ RAVo ^atments th ° besity must actually be burnt up. 

tuen * Uf hi°°d supulv » Si *fest and quickest means to in* 

1 HIul when this is done* C ° rtain area as for instance the abdo- 

" e l,,n he sure that through increased 
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activity of tho different organs a better distribution of nutriment and 
reduction of tbe unhealthy state have to follow as a natural 
sequence. 


INSOMNIA, THE INABILITY TO SLEEP 


Insomnia or sleeplessness can have very many causes. What¬ 
ever they may be they can efficiently be removed by YIRAYO treat¬ 
ments. Refreshing sleep is an absolute necessity for normal health. 
All the sleep producing drugs in the world cannot accomplish what 
a few minutes of VIRAYO applications to the back of the head and 
neck and the forehead will do. Ozone treatments also assist nature 
in a great measure to restore normal capacity to rest and to sleep. 
Narcotic drugs should never be taken as long as nature offers us a 
harmless remedy in the form of the Violet Ray, because all drugs 
create habits and prove dangerous in the long run. They cannot 
help but leave some depression on their victims. High frequency 
currents taken as a sedative in cases of sleeplessness act on the en¬ 
tire nervous system. They give a restful feeling because they are 
constitutional in their effect. A very prominent physician says: 
I have cured so many aggravated and severe cases of insomnia with 
high frequency current that I am inclined to believe there should be 
no failures. 


GOUT 


Many stout persons suffer from gout. It usually results from 
excessive living. The eating of rich food and drinking of much wine 
and liquors promote gout. Uric acid deposits at certain joints. It 
is quite a painful disease. The affected joint sometimes swells, 
looks red and is extremely sensitive. Proper diet is the best cure and 
preventive for Gout. VIRAYO applications to the affected part re¬ 
lieve gouty pain instantly and allow a free movement of the joint. 
At first a weak current will have to be used on account of the sensi¬ 
tiveness of the swollen part, later on as soon as the pain ceases, a 
heavier spray can be applied. The Violet Ray high frequency cur¬ 
rent certainly can accomplish wonders in a comparatively short time. 
The pain disappears quickly, an easy movement of the joint is pos¬ 
sible and if general treatments are given to the spine, stomach, kid¬ 
neys and liver, in addition to the local treatment, a quick general im¬ 
provement in health is the result. 


HEADACHES 


Headaches are probably the most common form of ills. I hey 
indicate some derangement in our system and very seldom are caused 
by trouble in the head itself. Any disorder, as for instance, consti- 
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A Marvel of Simplicity. 
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Guaranteed for One Year. 
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pation. indigestion. accumulation of poison, kidney trouble 
ntainos, oye^trains will cause a headache. Also excesses of 
kinds, overwork, worry, etc. njr 

Headaches can occur at different parts of the head as shown 
the accompanying illustration. While the pain in the head can pJs 
ily be relieved in most cases, it is also necessary to treat the umi. r 
lying cause for it. 

The disturbance causing it is mostly known to the sufTerer or 
can easily be found. VIRAYO applications to the area where the 
headache really is 
felt will relieve the 
ache in a short time. 

While this action 
relieves it should 
not be considered as 
a cure. It is neces¬ 
sary to find and 
treat the actual 
trouble itself. Of¬ 
ten it is only rest 
which our over¬ 
worked brain needs. 

A good night’s 
sleep will remedy 
the trouble. If, 
however, indiges¬ 
tion, liver and kid¬ 
ney inactivity, con¬ 
stipation are the 
real sources of 
headaches then this 
cause must be re¬ 
moved by proper 
V I R A Y O treat¬ 
ment. 

T he VIRAYO will 
relieve the pain in 
the head as well as 
the cause of it with- 
out the additional 
“ eed of medicines, 
leadache medicines 
represent only other 
Poisons which add- 

ace, th ° 8e alre *dy 

sys, mUlated in 0Ur 
8 y»tein do m o re 



WHERE HEADACHES OCCUR. 

Headaches at A or B are congestive or 
frontal. At A they may come from errors in 
refraction; frontal sinus disease or nasal dis¬ 
ease. Stomach diseases also frequently caus 
pain at A. Constipation A-B. Decay of from 
teeth A-B. Anemia; endometritis; 
disease, C. Middle ear disease; throat dis- 
ease; eye disease; decaved teeth, D-E. y* cn L 
disease; spinal irritation; nervousness. £• 
Ovarian reflex pains usually at C and • 
Neurasthenic headaches Involve the back 
the neck. 

According to X. M. Eherhart, 

M. D.. Ph. D.. 1). C. U 
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the W. i\ Co. Ozone (Jenorator are n valuable adjunct i, 
treatments anti they should be resorted to long |„,f orp ih.. Uy fpv,!r 
hay-fever attack approaches. The wonderful properties or * ' x,,ect,, d 
strengthen the entire organism and especially the organs ,,‘r Wl11 
tion to such an extent that the dreaded hay-fever win ," H,>ira ' 
chance to develop to a remarkable degree. no 

OZONE TREATMENTS 

They are accomplished and made possible by the use 
\V. C. Co. Ozone Generator. This is a glass instrument as shown'?* 
the illustration. It can be attached to the VIRAYO It is , 
the direct medication of all nasal, throat and bronchial 
This ozone generator converts the oxygen in the air into ozon! 
Ozone is a modification of oxygen (concentrated oxvgen) which h,. 
increased chemical actiivity; it is a colorless gas having a peculi" 
odor. It is produced whenever elec¬ 
trical discharges pass through air. _ 

Ozone exists in country districts 
more than in towns, while in crowd¬ 
ed thoroughfares it ceases to be re¬ 
cognizable. Ozone is a very intense 
oxidizer (Germicide). It attacks or¬ 
ganic substances such as germs, bac¬ 
teria. The oxidizing effect of ozone 

s ta" rCa ! y a hurnin S effect, for sub¬ 
stances burn be¬ 
cause oxygen 
combines with 
*°me of their ele- 
n, ents. Ozone is 
activ e in such a 
" a > that no heat 

accompanies the 

°*idation; t h e 
°zone particles 
combine with the 

°;? aniC 8ub8 ‘ance 
wl »en fiiw.i,. 

'o‘rT n ° 

? r hea t is there- 

0r< * Produced. 

Bacteria (, 

ganic substances n * <>f Kuinia) are little organisms composed of 

Process. ‘ <>«>ne acts on these organisms by a burning 

:;s 





1 aking an Ozone Treatment At Home. 
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nose AND THROAT AFFLICTIONS 

Colds, acute nasal catarrhs, inflammations of the 
chitis. Asthmatic conditions yield readily to VIRAYo Brr, n- 

Grip. Influenza are treated with success. ' ppll catio ng 

The tonsils cause us often much trouble because of 

tion. Tonsilitis as this condition is usually called is - lnfla mn, a - 

in childhood. It responds to external applications ^ fre 9«ent 

soreness of the throat begins to appear the VIRAYO ene 'er a 

- suouid be us^,} 

VIOLET RAYS AN AID TO BEAUTY 

Natural beauty depends on health. The Violet Rav* 
treatments assist by their tonic properties the general' health T*,! 
tend to Keep up a rosy and refreshed complexion. The daily aid of thl 

0n, ' r » »' VIR «0 

out expression to attractiveness, but also replaces paleness hv 
healthy bloom... Facial treatments with the VIRAYO will tnve * 

t th T t—: ,ook of , --“.s 

»,her L^oV ,**'? r,?SU " S * aidi « ^ th “ 
Pleasing wav the ■ Stimulate ln their characteristic mild and 

^use a ce^uVr m ' atl ° D near the SUrface of - TOUr **»- They 
ing effect. Thev km^ho UP ° D ^ tiSSUe ' They have a gentle heat¬ 
ed skin eruptions Th SmaH bacteria which often cause eczema 

current reaches the hir a ^ that tbe Violet Ra - V hi S h frequency 
antees great beneU ° ( an<3 tbe lymph vessels under the skin guar- 
dying surface tissu^ * S nutntion tbat is mostly needed by the 
blood circulation me- {jeiter sli * n nutrition accelerated by better 
improve the teTt.,„ new i jfe to your skin. Violet Ravs actually 

,i5S “ e b> ' vi,a,izi ''e nutrition. 

femoral ol blemish,! " * 1 d rfle ' IRAYO will be found ideal for the 
tmns are caused bv ' 38 blackheads - Pimples, etc. For these afflic- 
face - ‘ impr °Per circulation of the blood near the sur- 

•All 

^ t0r «ition of a natural iatologists us c nowadays Violet Rays for the 
er a r Uh0nt lhe VIRayo y -? thfUl com P lexio n. They cannot afford to 
the Crow ’s feet and «• 1 brin gs back the natural color. It oblit- 

tion 0 °r, and mout h andlunlT %Vh ‘ Ch mar lhe face ‘ LineS ab ° Ut 

dard rvf v * Wing U P of Cn in cbeeiis indicate a lack of nutri- 

* a,th with the vit- H rBan Keep your body up to the StaD ’ 
a lz, ng food of the VIRAYO and all marks 
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Of worry, age and raid¬ 
ing beauty will qutokly 
disappear. K # rial 
treatments are pleas¬ 
ant. They force a riel* 
s t r e a ill of l* I o o <1 
through the tissue and 
encourage nature to do 
its proper work. \\ e 
may eat plenty and 
good and still some¬ 
times look haggard 
and flabby. The rea¬ 
son for that is that the 
nutriment of the food 
is not used to build up 
the tissue in our face, 
neck, arms or bust. 



The Most Scientific Scalp Treatment for Fall¬ 
ing Hair, Dandruff, Gray Hair, Etc. 


The tiny blood-vessels and nerves neglect their duties. You 
can easily stimulate them and make them take up their work again 
by a few Y1RAYO applications. It is surprising to see how rosy 
your cheeks will look after a few minutes of VIRAYO treatment. 
And this is a natural, healthy color caused by your own good red 
blood. The VIRAYO is the only and best means to bring new life 
to tissues; it electrifies every cell, restores it to a healthy state and 
rejuvenates your appearance in all. A treatment once a day will 
prove sufficient to give you the natural charm which make all 
healthy looking people attractive. 

FACIAL BLEMISHES 

Or. L. Ducan Buckley, the well known skin specialist, reports 
in American Medicine: 

During the past year 1 have healed private patients by means 
"i high frequency methods, using only local electrodes and it has 
proved a very valuable treatment in many instances. 

WARTS 

I have found it very serviceable in the removal ol warts, which 
aie often very troublesome, especially when on the scalp. I he wart 
diies down, falls off. and the process ends without a scar. 
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POKTYVINK MARKS DISAPPEAR. 

The same physician speaks of a case in which Miss V 
old. had a brilliant purple portwine mark on the side of tv, 4 
near the ear. Various treatments for years had not dimin’ if 


near ^ —---— — nau not diminished 

area. The application of the High Frequency spray has been 
gratifying. The new tissue, replacing the old one. shows " m ° St 
pink which gradually whitens. 


If this form of electricity would accomplish only the satisfae 
tory removal of these disfigurements, which render so many lives un 
happy, it is a boon worth having. 
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THE circulatory 


SYSTEM 

A constant stream of blood 
is kept flowing to all parts 
and organs of the body. It 
carries the nutriment to 
them for their re-building 
and removes the waste-mat¬ 
ter. Through our entire life 
the procedure of wearing out 




and building up takes place 
continuously and If we see 
that our circulation Is per¬ 
fect and takes proper care of 
building and removing, we 
have the best possible protec¬ 
tion against disease and sick¬ 
ness. 

An imperfect, sluggish or 
clogged circulatory system 
is certain to show ill effects 
In the general health of any 
human being; it makes the 
blood impure, causes a weak¬ 
ening of the heart and Is 
apt to affect and put mostly 
any organ or part of the 
body into an impaired state. 

VIRAY’O treatments are 
the surest means to stimu¬ 
late and accelerate circula¬ 
tion. Of all the modern 
mean- tin-) are the moat 
efficient in thl» expert. At 
the same time they aid the 
blood itself by ozonlzatlon. 
purify it and remove any de¬ 
posits or impediments. They 
promote quick action in the 
re-building of broken-down 
tissue and removal of waste. 


See the TREATMENT- 
BOOK for details on this 
subject. 
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PHYSICAL STRENGTH 

Good health and physical strength go together. Where j 
one you will find the other. In the VIRAYO we have the best 
to obtain health and assist our physical strength. Women fin 
best friend in the VIRAYO. They can really accomplish with h -! 
home for what they otherwise pay high prices at commercial est T 
lishments. But men should just as much see that their persona*-' 
and looks be pleasant. It helps in every way. Let Violet p- 
lighten your darkened face. A bright, clean and fresh looking coun¬ 
tenance wins confidence and success. Look clean-cut. it counts much 
toward efficiency. Efficiency is the great thing in life. You mul 
keep fit by assisting nature and increasing your vitality Vitality 
yonr working capital. VIRAYO massages will cultivate your health" 
increase your vigor, help those forces of nature which produce 
energy, brain power, capability of thought, grasp of intellect Don't 
think you are too busy for VIRAYO treatment. You waste more 
time by working with a dull brain in a weak physical condition than 
is the he ™ 1 h DUteS ° f VIRAY0 a PPJications in the early morning. It 

can keen emh WiDS ° Ut ' ° nly an efficient bod >' and brain 

to this effect. determination. Let the VIRAYO help you 

pyorrhea 

•lay. Special^d^nt T Pyor . rhea ’ is effectively treated by the Violet 
ItAYO Applicators * PpIlcators are niade for this purpose. VI- 
tion to the affected*^ ger,llicida l’ at the same time promote nutri- 
a PPlications prove gU ° ls ' r)/ °ne treatments in addition to regular 
,hl * ■»■«« is rais'd ' P,U '- They ShOU!d be used as soon as 

T he kidaeys K e IDNEY TROUBLES 

are 0r gans of excretion* 11 f ' e, - v important task in our body. They 
mflamniation due to he . ,beil ,un ction is somehow impaired by 
ra ' e consequences an. 3 " <Gl<i ° r due to congestion or other causes 
VltAYo an l re sultant. 

by° 8 fK V . aluab,e way the rvt S indicate d in our instructions, aid in a 
th e ,ni' r . StiDlulat ion to theT l ° 3 normal state. They bring relief 
' es - er ' es and blood supply to the kidneys 

v iolet t 

Proves 8°J, he Urin e quickfv inf1uen ce. The very fact that al- 

Nob °dy wh 1Clentr - v their import' ippear s after a few applications alone 
0 suffers from kiri dnCe fiKhti ng this class of sickness. 

ney disorders can reallv afford to be 

44 




(C) Jeff Behary 2020 






VRay-O 


without the VlltAVO. It helps when oil,,., flll 

him' long been kI v«*n lip mm useless. " a y drugs, 

INDIGESTION, I)VSPEPSIA 

Wh.-n I ho stomach anil I,.tines fall to digest food . wp 

huIToi- palm, an,I uneasiness which aro know., to nearly everybody 
The causes of Indigestion nro many. Worry, nxolternent „„ r vous 
uniter, overeating and eating or drinking or r«o,| stuffs which 
<|„ not agree with ue. haate all lend t„ Indigestion. indigestion 
weakens our body In a reunirkuble degree. 

Our health Ih quickly undermined when the dlgeatlve organa 
fall to do the proper work. Violet Raya nre used with truly won¬ 
derful aucceaa lu treating liullgc»tlon and dyspepsia. When applied 

Koine tliui' after eating di¬ 
rect on the atotnach they 
"tart and Increaae circula¬ 
tion and 1)11 ua with a com¬ 
fortable warmth. They re¬ 
lieve ua of that, dlaagreeahle 
preaaure of heavlneaa. Ap- 
pllcntlona to the aplne ea- 
peclally the aectlon controll¬ 
ing the nerves of the stom¬ 
ach and the Intestines are 
very effective. We find here 
at. In most other ailments 
immediate relief from the 
Violet Rays. Heartburn, 
Kii.itrills and the feeling of 
gas pressure respond to the 
treatment without fall. The 
"lost stubborn cases show quick Improvement after a few doses of 
' lolet Ray. 



Stomach Treatment Through 
(•lass-plate. 


ABOUT THE LIVER 

1 he liver belongs to the digestive organs. It iiIho plays a role 
a the procedure of excretion. If for some reason or another It Is 
i own out of balance it upsets our general feeling in a remarkable 
j c«ree. Troubles In the function of the liver. In cases where It does 
1 1 <i t i«*H poorly, are helped In an easy and sure way by the \ IIIAYO. 
,f sonic serious disease, ns for Instance Inflammation, enlarge- 
'»n-nt, g„n stones, waxy liver or amyloid, Jaundice, atrophy, fatty de- 
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generation are recognized, treatments with the VIH.AVo 

ficient value to warrant their immediate employment. Qur' ° f 8Uf ' 


tion book tells how. Hardening of the liver is rather conm 
adays. This ailment is quickly relieved and also cured i/Vn "° W ' 
treatments are taken in time. 

It is probably not surprising for many people to learn h- 
inactive or clogged liver will cause the “blue**.” They S h ou r ** 30 
YIHAYO application. It’s most refreshing. Gloom and despond^ * 
disappear, everything looks bright again, hope and " * DCy 

return. enthusiasm 


LOCOMOTOR ATAXIA 

IxK-omotor Ataxia has been looked upon so far as Incurable. Re¬ 
cent \iolet Ray treatments have shown great results. The success 
obtained with the VI It A YO have been surprising to many physicians. 

If this affliction is far advanced, it might not yield very quick 
the con . S ° me im P roveni ent is quite sure. Persistence and 
In cas”s “ Se 0< the V,KAVO rewar " the ' D nearly 

The treaimen, for Locomotor Ataxia is not a difficult one. 

Pinal applications prove to be most effective. 

ANAEMIA 

to cause a lot of 

°f sickness easily t,lf *. bo(ly and makes us apt to catch any kind 
They tire easy Vt I*'*.™ 1 **’ P ersons look pale and have little energy. 
They are usually liU!e u PPetite and lack muscular strength. 
Kays increase the ')° Uh ant * su ^ er from headaches. The Violet 
^generative force °r' VSenatIon of the blood. They assist also the 
ulation. Theoxy S W the product,on °f new blood cells by stim- 
mcreased. i t is * en carryin g powers of the red blood corpuscles is 
has been mentioned !' lp * isfu ‘ ( * ^y fbe process of ozonizatiou which 
i°let R a y i s lore. I his particular characteristic of the 

Ozone inha an! most l®Portant. 
a " e ">"ppop l «sz,z:v he ° z “" e generator are an aid to all 
should therefore be omitted. 


be ,, r .„„ r( . DEAFNESS 

“ °" er « » a'plendid 'I Is al»o of nervou. orf, 

‘""‘liti.,.,* nearly ' h ce for relief. In deafness due to 
° per ce "t of all cases treated with 
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VIKAYO respond and are cured. A special applicator u , 

the treatment of the ear. PP Cator is mad * for 

ABOU I THE LUNGS—CONSUMPTION_ 

TUBERCULOSIS 

The lungs of our body are the organs of respiration, or breath¬ 
ing. Their chief duties are to purify our blood. They remove the 
carbon-dioxide from it and supply it instead with life-giving and 
tissue-building oxygen. Inasmuch as the process of breathing is 
of vital importance it is 
of value to learn that the 
VIKAYO will benefit by 
proper use the lungs in a 
remarkable manner. Con¬ 
gestion can be easily re¬ 
moved. pain relieved, in¬ 
flammation reduced. The 
whole system of respira¬ 
tion. that is the breathing 
apparatus, can be aided in 
its work. 


CONSUMPTION 

(I’htisis. Tuberculosis) 

°f the lungs is curable if 
treated in its early stages. 

As well known this grave 
disease will attack espec- 
* a -l> underfed people. 

*hose system is already 
Wakened. The VIKAYO 
n °t °oly aids by promot¬ 
es nutrition, but tones 
U P the whole nervous 
s >stem. starts a better 
peculation and assists 
Mature in excretion. The 
Kays are truly a 
nderful aid in tuber- 
rulosis; their benefit is 

Pnized by 90 per cent of the medical profession. I* used in eon 
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A Backache yields to a few minutes’ 
Application. 
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Nerves to Lungs. 


Nerves to Heart. 


Nerves to Stomach. 


Nerves to Bowels. 


Nerves to Sexual Organs. 


1 n e Spinal 
Th Ne rve Centers 

Brain x . 1 18 440 ^xten«i r * The 

i ' r ° f n it t." ,on of the 

wr c r 8 i"-^°v ai1 ^ 
c^r a i s d *^ t sirt 5 J ri ^ ATo 

'hr eorrret ,,p to 

" r *e«l to the ,!J. ' re * 1 ®" U rr 

*« '•* re K r, r n B "" ‘herrb, r.,,*. 

»»<• Perform "tBIr 

found' 1 ! !r d t h e” V1R » v° ns can be 
Hook which sol* Vith Trr ” ,n >'-“' 
KAIO outfit. uh eVe r> VI- 


Nerves to Liver. 

Nerves to Kidneys. 
Nerves to Bladder. 


Nerves to Legs. 


Nerves to Rectum. 
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BLADDER TROUBLES 

It is remarkable how quick bladder troubles can be re] . 
and cured by the V1KAYO. Inflammation ceases under the influence 

of the Violet Ray. i n ca ““ 
where the continued demand of 
emptying the bladder annoys 
the sufferer permanently, the 
VIRAVO is of utmost service 
The passing of urine at night, 
a trouble which is often found 
among children can be treated 
and helped. 


BACKACHE 

Sore muscles in the back are 
instantly relieved by the VIII- 
AYO. There can be a number 
of causes for backache, and it 
is always advisable to find out 
definitely where the trouble 
really lies. Weakness of the 
bladder or sexual organs, lum¬ 
bago, rheumatic pains in the 
muscles of the back, kidney 
trouble all contribute to back¬ 
ache. The VIKAYO will not 
only relieve the pains but en¬ 
able you to treat the cause suc¬ 
cessfully. 



' ..«•»— 

Application through 
the Clothes. 


"■ .,^,? RUG addictions 

toTiT Vira >'° applicatVon'’ ,,a,>,t ' s, use of morphine or opium, the 

str he Spine and oth^r counte >act these afflictions. Treatments 
dition' 011 b ° 0k give the Ruff^ ° f the body according to our m- 
to a normal state e,er relief and tend to restore their con- 
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PILES (HEMORpj-jQjj^g) 

People who have suffered for years from 
find relief have been quickly helped and cured'bv' 1 ^ ^ COUld not 
with the special applicator. ' recta * applications 

Hemorrhoids, or piles, are a form of blood tumor. Th 
usually caused by an enlargement of the Thev are 

Constipation, sitting on hard places for long stretch rectum . 

fitting clothes which impair the blood circulation i ^ h tlme ' Ught 
tend to cause these rectal troubles. Sometimes I'u abdome n. 
protrude and then show great sensitiveness Thev eniorrh °ids 
pain and discomfort. Some bleed, some itch, some achf * ° f 
bo relieved . nd mostly perm.ueully cured by proper use of the 
ul applicator. Headaches and nervous irritabilitv resultinu ,Z, 
this class of disease are cured at the same time. 


ECZEMA 

Cases of Eczema yield quickly to the Violet Ray. Eczema have 
always been treated with most favorable results. Some other skin 
troubles such as Psoriasis, Ringworm, Shingles, Herpes. Hives, 
Scabies. Mile-crust, Itch. ( liilhlnines. Red Noses are removed bv the 

VIRAYO. 


EYE DISEASES 

Diseases of the eves, as Iritis, Rcdinitis, Atrophy of the Optic 
*ir\e, < onjunctivitis. Trachoma, Glaucoma, Incipient ('atari-act, 
Para I j sis of Ocular Muscles, Intra-ocular Hemorrhage have been 
successfully treated by the Violet Ray High Frequency current. 
Proper instructions are given in our treatment book. 


PROSTATIC TROUBLES 

sir ^ 1 <>s D»tic troubles caused by inflammation of the prostate gland 
a Vast improvement through the use of Violet Rays. A special 
PP icatoi is made for the treatment of the prostate. 

• ^ Xac t instructions regarding the treatment of this disease aie 
h en ln 0UI ' treatment book. Chronic forms of prostatic diseases 
cj Y been cured successfully by means of the Virayo. The benefi- 
q f ‘ at »ng effect, together with the influence of the High h re- 
cy current itself give a wonderful relief within a short time. 
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SCALP TREATMENTS 

Dandruff, falling hair, gray hair, baldness, itching *c a i p ^ 

are very successfully helped by Violet Itays. There is no question 
that the VIRAYO represents the most scientific method of treating 

the scalp. Their benefi¬ 
cial value is beyond all 
doubt. 

They produce a normal 
and healthy scalp, revit¬ 
alize impoverished hair, 
restore its natural lustre 
and fullness. They bring 
n ".ew hair by causing 
additional nourishment 
to flow to the dormant 
papilla. 

In baldness the Violet 
Ray proves to be of a 
very welcome and effect¬ 
ive assistance to restore 
the natural growth of 
hair. The results are 
very satisfactory. Con¬ 
scientious use of the 
have here as in - , . VIRAYO and patience 

Gray hair h - i - ° e instances surprised many people, 
most cases. 6 0 re ^ ore< * to its original color and beauty in 

^1P Applications °a r r: h : la,1 :\ t00muc h by saying that VIRAYO 
stimulate and ** ( n - re hable means at the present time to 

SSlst natural growth of hair. 

FATIGUE 

^ CHU o 

ter 01 w hich chare ter niUbC * es as well as our nerves. No mat- 
^'"mlation cf the Violet It-. ' b ~ We ca - cv ercooe it by the pleasant 
science today which <»,, ' ibere is in fact no other agent known 

A '° treatment. w n - Dr °duce the same result as the proper 
lattA If f atigue i 3 (au .. Can °' ercom e the worn-out feeling of the 
Ca «sL*h : be reni °ved with \ lh< f accuniulat ion of waste matter, the 
short v y ° Verwork - rest anrt he , help of the VIRAYO. If fatigue is 
ela< l awJb ’ ° treatuien t befnr * eep are absolutely necessary, but a 
d en mg j n lhe morni ^ g retirin g insures sound sleep and * 
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LIST OF DISEASES 


AND AILMENTS foh which virayo TREATMENTS 
recommended by pkomixkxt medical ACTHOmilKS 


, , n e Rosacea (Red Nose). 

?, ne Vulgaris (Pimples), 
v tinonivcosis (Ray Kunsus). 
Adenitis. Cervical (Tuberculosis of 
Glands). 

Adhesions. 

Albuminuria (Nephritis: Bright's 
Disease). 

Alcoholism 

Alopecia (Loss of Hair). 

Amenorrhea. 

Anemia and Chlorosis. 

Aneurism. 

Appendicitis. Catarrhal. 
Arteriosclerosis and High Blood 
Pressure. 

Articular Rheumatism. 

Ataxia (Locomotor Ataxia). 
Asthenopia. 

Asthma. 

Atonic Dilatation of the Stomach. 
Atrophic Rhinitis (Ozena). 

Atrophy of the Optic Nerve. 
Baldness (Alopecia). 

Barber’s Itch. 

Bladder Disease (Cystitis. 

Bladder. Papilloma of. 

Blepharitis. 

Blindness from Intra-Ocular 
Hemorrhage. 

Boils (Furunculosis). 

Brachial Neuritis (Neuritis). 

Brain Fate. 

Bronchial Asthma (Asthma). 
Bronchitis. 

Callouses. 

Cancer (Carcinoma). 

Camtis (Grav Hair) 

-arbuncle. 

Carcinoma. 

-atarrh of Bowels (Colitis and 
,, Enteritis). 

" S Ozena)° f X ° Se (Xasal Catarrh. 

— of "°mb (Endometritis. 

-> V, ervicit is). 

-ellulitis. 

Elands ) A< ^ en ' t ' s Tuberculosis of 
^ervicitis.' 

-hanc roid 

Chilblains. 

Chlorof?« ( . Moles - Moth-Patches). 
Chorea ,Anem,a and Chlorosis) 

CicT> n - c Ulcers. 

co,on ' 

nCe ’ 

Corns i 0 °D a city. 

Corvla Cal louses). 
c >s'titj s 


Diabetes. 

Diarrhea. 

Druer Addictions. 

Dupuytrens Contraction. 

D\ speps.a. 

E'racbe. 

Ear Diseases. 

Eczema. 

Endometritis. 

Enlarged Prostate (Prostatic 
D.sease). 

Enteritis. 

Epididymitis. 

Epilepsy. 

Epithelioma. 

Erosions of the Cervix Uteri. 
Exophthalmic Goitre (Goitre). 
Eve Diseases. 

Facial Blemishes. 

Favus. 

Fissure (Anal). 

Flabby Breasts. 

Frontal Sinusitis. 

Furunculosis. 

Gastritis. 

Genito-urinarv Diseases. 
Glaucoma. 

Gleet. 

Goitre. 

Gonorrhea. 

Gout. 

Gray Hair. 

Grippe. 

Hair. Falling. 

Hay Fever. 

Headaches. 

Heart Disease. 

Hemorrhoids. 

Hyperesthetic Rhinitis- 
Herpes Zoster (Shingles). 
Hysteria. 

I mpetigo. 

Impotence. . _ . . 

Incontinence of Urine (Enures.s). 
Infantile Paralysis. 

Influenza (Grippe). 

Insomnia (Sleeplessness >. 
Intestinal Indigestion. 
Intra-ocular Hemorrhages. 

Iritis. 

Keloid. 

Laryngitis. 

Leucorrhea. 

Leukemia. 

Lichen Planus. 

L'chen rubra. 

L'ihemia (Gout). 

Lumbago. 

Mastoiditis (Mastoid abcess). 
Menorrhagia (Metrorrhagia). 


Mofluscum Contagiosum. 
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Muscular Rheumatism. 

Mvxedema. 

Vasal Diseases. 

Nephritis (Albuminuria). 

Nervous Debility (Neurasthenia). 
Neuralgia. 

Neuritis. 

Obesity. 

Opacity of Cornea (Corneal 
Opacity). 


Orchitis. 

Dtitis. 

Ozena. 

Paralysis. 

Paralysis Agitans. 

Paralysis of Sphincter Ani. 
Pelvic Abcess. 

Pelvic Adhesions. 

Pelvic Exudates. 

Periostitis. 

Pharyngitis. 

Phlebitis. 

Piles (Hemorrhoids). 

Pity riasis. 

Pleurisy. 

Pneumonia. 

Post-fracture Conditions, 
lost-operative Conditions. 
Proctitis. 


I rostatic Disease 
Pruritis (Itching 
Pruritis ani. 
Pruritis vulvae. 
Psoriasis. 

Purpura rheumat 
I yorrhea alveola, 
Disease.) 
P.vosalplnx. 
Reynaud s Diseas 
Jtectal Diseases. 
Penal Diseases 


< Higg s 


Retinitis. 

Rheu mat ism. 

Rigg's Disease. 

Ringworm (Tinea). 

Rodent Ulcer. 

Sciatica. 

Scars (Cicatrices). 

Seborrhea. 

Seminal Emissions. 

Sinusitis. 

Skin Diseases. 

Sore Threat (Pharyngitis and 
Laryngitis). a 

Sprains. 

Sterility. 

St tfsm) e . Ck (T ° rtic0llis ’ Rheuma- 

Stricture of the Urethra 
Sub-involution. 

Suppuration. 

Sycosis. 

Sy novitis. 

Iabes Dorsalis (Locomotor Ataxia) 
Tic Doloreaux. -^utxiaj. 

Tinnitus Aurium. 

Tonsillitis. 

Tonsillotomy. 

Torticollis. 

Trachoma. 


Tuberculosis of Glands. 
Tuberculosis of the Peritoneum. 
I leers (Chronic Ulcers). 
Tuberculosis (Pulmonary). 
Urethritis. 

Uric Acid Conditions. 

Lrticaria (Hives). 

Uterine Diseases. 

Vaginitis. 

Varciocele. 

Varicose Ulcers. 

Warts. 

Writer’s Cramp. 

Wry Neck. 


Tj 


e tails of these diseases and their treat- 
^ hie rreatment Book which 
accompanies every Virayo Outfit. 
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VIRAYO OUTFIT NO. 1 



FOI! ALTERNATING OR DIRECT CURRENT. 

Includes the Yirayo Applicator for surface treatment (No. 1), hand¬ 
some cloth-lined carrying case and treatment book . . . ..$25.00 



FOR alternating or direct CURRENT. 

UlC,U<h * th * Virayo Surface Applicator No. 1, Scalp Applicator No. 
**’ ,,an dsome cloth-lined carrying case and treatment 

book ' . 


$27.00 
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VIRAYO OUTFIT NO. 3 



OK ALTERNATING OR DIRECT CURRENT. 

includes the Virayo, Surface Applicator No i < i . 

«. Eye or Com Aimlir-.t,... v , - • E Scalp Applicator No. 

some cloth-lined c „ . vi «r ^°‘ * 0 ’ >IetBl Hand,e *»• hand- 
3 ng case and treatment book . . . .$28.75 


o 



VIRAYO OUTFIT NO. 4 



•mind 


, OU Ai..TE ie\a T iv ,. 

•"•“S th,- Virayo, Surf ' ^ ,>,KK< T CURRENT. 

^z Vnrn Xo ' ’’ s< ' a,,, Api,,i 

..^eTo' PP,iCat - No 8 , * Sfc « »*"<»“ *< 

•oth-linp,, Ca| ’ “Ikuration Applicato 

n« case and treatment bool 


5 6 
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l‘()Iv ALT ERXATIXG OR DIRECT CURRENT 
Includes the Virayo, Surface Applicator Xo. 1. Plain Vaginal Appli¬ 
cator Xo. IX, Plain Xasal Applicator Xo. 19, Figuration Ap¬ 
plicator Xo. 2:i, Plain Urethral Applicator Xo. 17, Metal Appli¬ 
cator Xo. 2X, handsome cloth-lined carrying case and treatment 


VIRAYO PHYSICIANS’ OUTFIT NO. 6 



POR ALTERXATIXG OR DIRECT CURREXT. 

uTi * 

,s Outfit contains Insulated Orificia! Applicators exclusively. 
These are more efficient in action and are preferably used m all 
In Orifloial treatments. 

les the \ irayo. Surface Applicator Xo. 1, Metal Handle Xo. —X. 
Insulated Urethra! Appicator No. Insulated Prostatic Appli- 
J‘ ator X ‘>- 34, Fulguration Applicator Xo. 23. handsome «loth- 

- oirrying case and treatment ... 00 

,,le insulated Urethral Applicator can also he used tor m- 
Ur, ial throat work ami the Insulated Prostatic AppUcator for 

'••Rinal treatments. 57 
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VIKAYO BA'I TERY OU'I FIT NQ. 7 




,an U ‘ us ^ 1 *n botuew and in the country where no elec- 
trif power is available, it runs from its own battery. THE 

°M ' K * f IKNT AX1) IMIKPK.VDKXT BATTKIiY OI T- 
HT >IAJ)K TODAY. 

b l folet-Kaj Oen*-rator, Special li after) - , hamhoine rkitlr 
,, . ,arr> ‘ n K Surface Applicator .Vo. I and Treatment 

.. 

VIRAYO APPLICATORS 
JR 1 KEATMENT OF PYORRHEA 


N "* 41 - fiental 


d Pplicator, straight bulb . ^..*1.75 


‘o. 42 


^ntal 


applicator, hollow- bulb, develop* Ciicb 


X.,. 




r ^ntal 




PPlicator. ball shaped bulb 

»>8 


ozone. 81-75 


81 . 7 -* 
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VRavO 


W. C. CO. OZONE GENERATOR 

The W. C. Co. Ozone Generator converts the 
into ozone. Ozone is a modification of oxvce ° Xygen in the air 
gen) which has increased chemical activity it ^ ' concentra ted oxy- 

ing a peculiar odor. It is produced whenever^ectHcar^ ^ hav ' 
pass through air. rica ^ ^scharges 

As ozone is more chemically active than oxveen it * 
effect in oxygenating the blood in the lune-s tv , * greater 

hilarating effect on the human system. It ] s largely 0 ??™* “ 
of ozone in country air that makes that air so exhilara LTnl 
oxygen of the a.r supports animal life; oxygen is absorbed by tte 
blood as .t passes through the lungs and carried to all parts of he 
body where it oxntrzes or burns up the tissues, removing ,mpuHties 

tv c c„ H ;C b r 0z °° e Generator ca ” be easily attached to any 
W. C. Co. High I requency Generator. The Generator is pushed 



m 

o 

cK 

m a co 





, 

j 

V _ ) 



The uenerator is 

into the instrument handle, after filling 
the inhalant chamber one-fifth with in¬ 
halant solution, then the current is turned 
on. The left hand is then put around the 
ozone chamber while the other hand ac¬ 
tuates the pressure bulb at convenience. 
The nostrils are placed close over or tight 
against the nose-piece and the ozone is 
forced down through the nose into the 
lungs by pressing the bulb. The inhaling 
of the ozone should be deep and the air 
completely exhaled before taking another 
stroke. Inhalation may also be made 
through the mouth exchanging the nose- 
piece for the mouth piece. 

The inhalant solution con¬ 
tained in the upper chamber 
of the generator washes the 
ozone as it bubbles through 
it allowing particles of it to 
be carried along in the form 
of vapor. This inhalant so¬ 
lution is a splendid com¬ 
bination of essential oils 
which have a very soothing 
effect upon the membranes, 
assist healing. 


Giust ra t| 0u Showing De tails 

of Construction. 

They 

• Continued On Following Page.) 


oft 
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VR&yO 


W . CO. OZONK UKNNKATOIC. 



the Vi,ay ° High Generator. Used 


N, »- 55 



»•>. \ llt \\ () 

st°ickin r e ea l mentS - ^^il ith aU orificial applicators and 
' 4 °z. bottle (Ung applicator and prevents 

. 


$0.50 


60 


(C) Jeff Behary 2020 




















VRavO 


LIS I OF VIRAYO APPLICATORS 

All Violet Hay Vacuum Applicators are made or „ 
of soda-glass. This glass possesses great mech- beHt ^ rad ‘ ; 

chemical composition Is of such nature that it a ,,ICaI Htrf;n «th. its 
so-called chemical rays. These rays, created wlthf" th”* abHOrb the 
visible to the human eye, hut penetrate the «od- ", 1 . tUbe ' are ln_ 
most beneficial influence upon the living tissue an,J exert a 

the end of the stem are a protection against dum-ig,." Cap * at 

The applicators are most easily attached to the Vi,-*,, , 
pie insertion. >rayo by sim- 

They can be cleaned with soap and water or sterilized 

The following illustrations show a number of those VIoIp, p 
A pplicators which are most frequently used. 1 Kay 

The complete W. < . Co. Klectrode catalogue j H forwarded upon 
request free of charge. 1 ur,on 

When ordering applicators separately please allow for postage 



Vo ' *• Standard surface applicator 

•••is applicator goes with every outfit fr«*e of charge 


*0.7 


•Vo. 2. 



8raa.ll surface applicator *0.7ft 



Vo. 


**• Small surface 
wi, hln cavity and 
chin, etc. 


0 ^ 

applicator, hollow shaped, generates ozone 
fits nicely over certain parts as cheek-bones. 


Cl 
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VRayO 


LIST OF VIKAYO APPLICATORS 



Mo. I. Hm it 11 condenaer applicator, dellvera a Mining current, uhc ( | 
whenever deep region* nro to bo reached 




No. .V Ur*. condenaer applicator, deliver, a very strong current. 
••»|M*cinlly recommended for treating rheumatl.m. lumbago. 

IMC. 

9&00 




glJSO 
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VRav-O 


list of virayo applicators 


f / 


W. C.Co. 




No. 8. External throat applicator, also excellent for neck. $1 «,<> 


W.C.Co 



No. 10. Single eye applicator . * () 



U. Double eve applicator 


$1.50 


No. jo. 



Spinal applicator .. 


N'o. 


J 


Plain vacuum applicator, good for many uses, a:- tor in 
v dnce for treatment of the vocal chord, over the ovaries, as 
n dle for indirect applications .. 

63 
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No. 27 r 

• isolated 


S "“' Keui 


ear a PPHcator 


$ 1.72 



handl 



indirect treatment. .£1.00 
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LIST of vikayo applica'i OKS 





Uptal knob for application of high frequency currents with 
X ° tra“c sensation, for spinal applications to cause reflex action 
and to locate motor-points. 



.No. S 4 . Insulated prostatic electrode . $1.75 



V ' er S £??? electrode ’ nia(,e in three different diamet- 

4 ' .. 



(r 



*hlch i K ' t0 the hard ,-ubhr fre Quency Inatrumen 

h "*"■ ■■•».««% Th " -.ct,„; 

. Ku "‘ tub ‘»K. 1 h three feet 

OB 
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ORDER BLANK 


191 . 


WESTERN COIL COMPANY 

Racine, Wis. 


Gentlemen: 


Please send to 


bv Express, Parcel Post 
thc blowing articles. 


f '' r " Wch I enclose $.. 

Name.. 

Address 
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How to Use the Violet Ray Machine 


To Electric 
Light Socket 


Current 

Controlling 

Knob 


Electrode 


Pictui 

varict 


Electrode 

Socket 


■ Piet 


^Jnscrew Base 
H ererof-Rern 
Broken Electrode 


UrC * This illustration shows very clearlv th*- 7 7 -- 

make it easier for you to follow" he'dire^ionsgiXin?' R * y Machinc ' 


This will 


II you have purchased the outfit with 
i^ lS P^^ .cont rol box proceed-^ follows: 

Insert the electrode you want to use in the 
socket in the handle. Then insert the plug in 
your electric light socket. (Be sure that you 
connect your outfit to the voltage for which 
it_was intended.) Treatment should be started 
’ * m ild discharge (knob on control box 




tumcd well to - tTSPIePO and increased gradually" 
by turning the knob slowly to the right. There 
is a discharge of current when the electrode 
is brought in contact with the body and when 
it is removed after treatment. For this reason 


- ^ h3Ve lhe dischar ^ low andmaka- 

conracrwith the electrode quickly both when 
beginning and finishing treatment. Be sure 
you remove metal objects from your clothing 
(hair pms. metal buttons, etc.) before starting 
a treatment. s 

U you have purchased the outht with 
_^^_^^Ir<^_mecha»»lstn In the handle. 

siniply insert the desired electrode in the socket 


OUl V SMW --- 

of the handle and insert the plug in your 
electric light socket. Turn the knob at the end 
of the handle to the right to turn on the current 
and proceed as already explained. 


Methods of Applying the Violet Ray 


l 1^ LOCAL APPLICATIONS: 

A local application is the treating of one 
specific part of the body. If there are pains 
in the shoulder, the electrode should be ap¬ 
plied directly to the painful part. After a 
few minutes of treatment the part being treated 
will become slightly reddened. This is caused 
k>y the blood that is sent in response to the 
stimulation secured from the treatment. 

2. GENERAL APPLICATIONS: ' 
General applications are recommended for all 
nervous troubles. By holding »he electrode in 
the hand the entire body is saturated with elec¬ 
trical energy which gives a quieting effect. 


3. INDIRECT APPLICATIONS: 

Indirect application is a combination of 
local and general treatment and requires two 
people. The person to be treated holds the 
electrode firmly in one hand, so that the 
Violet Ray will pass into the body. The sec¬ 
ond person by touching with the hand, finger 
tips or another electrode, the part of the 
patient’s body to be treated can draw the 
violet ray to this spot. This concentrated 
stimulation is very beneficial. 

Indirect treatment not only benefits one 
specific part but also the entire body by saturat¬ 
ing it with electrical energy. 
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The Electrodes 




COMB 

ELECTRODE 


GENERAL 

ELECTRODE 

r v J -jt 



THROAT V 
ELECTRODE 






METAL ELECTRODE 



SPINE 
ELECTRODE 



■ EYE! 
ELECTRODE 


Picture 2 This shows the various electrodes which are furnished with your Violet ***' **^1?*^ 
variety of appliances has been furnished in order that you might give treatments w.th the greatest ease. 


If you have purchased the outfit with the 
separate control box there are three electrodes 
included in your set, the general electrode, 
the throat electrode and the comb electrode. 

If you have purchased the Violet Ray Ma¬ 
chine with the entire mechanism in the handle, 
you have three electrodes in addition to those 
mentioned above; the spine electrode, the eye 
electrode and the metal electrode. 

1. GENERAL ELECTRODE: This elec¬ 

trode is for general use on the entire body. You 
will find it can be used for the majority of 
treat ments. __ 

2. COMB ELECTRODE: This electrode 
is designed so that it can be pulled easily 
through the hair. The thousands of tiny elec¬ 
tric sparks that find contact on the head as a 
result of this treatment gently massage the 
nerves and blood vessels of the scalp. It in- 

\ the flow of nourishment to the roots of 

’tft g vig t rr - TTiSir a Sl i aiT ffil&Tjr ftn&pmT 

preserve the natural color of the hair. 

3. THROAT ELECTRODE: This elec¬ 
trode is designed to fit over the neck. You will 
find it helpful in treating ailments of the neck 


4. THE SPINE ELECTRODE: This elec¬ 
trode is so designed that the two points which 
find contact with the body fit over the spinal 
column and in this way make treatment more 
convenient. 

5. METAL ELECTRODE: This appliance 

deliver a strong current 23 d ts 
general treatment. The patient can hoT 
electrode without any muscular contraction. J 

6 EYE ELECTRODE: This electrode is sol 
constructed that it fits closely over the eye. 
It is used for the treatment of eye complaints 

and for stimulating 

These electrodes can be washed with soap 
and water without harm to them. Keep them 
clean to obtain the best results. 

The electrodes will bum out in time like an 
electric light bulb. You will find the various 

Should you accidentally break an electrode 
while it is in the socket it can be removed easily 
by unscrewing the base of the handle and taking 
out the socket. You will then be able to push 
out the broker parts of thr electrode. This 
does away with the expense of a repair man. 




S u gg es ti° ns for Treating Various Ailments 


The following information has been taken 
from cases where physicians or clinics have 
obtained excellent results. The information 
given will prove helpful in treating the various 
ailments. After using the Violet Ray a short 
time you will learn the best method of treating 
your particular case. It must be remembered 
that no two people respond to any treatment 
in exactly the same way. Only by actual trial 
can one be certain of the benefits to be obtained. 
In general, any malady that yields to heat 
treatment will be helped by Violet Ray ap¬ 
plications. 


Remember the three methods and the two 
effects that can be obtained. Do not use the 
Violet Ray on the hair or body in connection 
with any tonic containing a high percentage of 
alcohol. This machine is not a cure-all but has 
been found helpful in the treatment of the fol¬ 
lowing conditions. 

Acne: (pimples):—General application with 
the general electrode over the affected area. 

Abscess:—For abscesses the use of the gener •! 
electrode has been found to be the most bene¬ 
ficial. Keep the electrode in contact with the 
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Suggestions for Treating Various Ailments (Cont.) 


skin. Apply any antiseptic lubricant to the _ 
electrode before using. 

Asthma:- Apply general electrode over the 
chest and throat glands for about five minutes 
using a strong current. A long period of daily 
treatment may be necessary in chronic cases. 
Bruises: Use general electrode over the area 
affected. Treat from five to ten minutes using 
a strong or medium current. 

Bunions:—Use general electrode in direct con- 
tact with the skin. Treat for about five min- 


the comb back and forth over the entire scalp 
for about five minutes every day. Do not u -,e 

the Violet Ray I m mediately alter applying 
any preparations containing more than 
tffitty per cent alcohol. Be sure the ha< r Is 
dry. 

Gout: — Apply the general electrode to the 
spine to stimulate the system. Then apply the 
same -electrode to the painful area, with a 
medium current. Keep the electrode in contact 
with Jie skin but move it about. Pain mav be 


utes using a medium current. 

Bnrns:—Apply electrode in close contact with 

the burned area, using a mild curixnt. Give 
short treatments two or three times a day. 
Brain Fag:—Use the gene-ral electrode over 
the forehead ar.d eyes. Also treat the back of 
the head and neck, using a strong current and 
keeping the electrode in direct contact with the 
skin. Treat the spine also. 

sun Muscles:— Use the general electrode to 
massage the muscles after strenuous exercise 
when stiffness occurs. Use a medium to strong 
current. Give five to ten minute treatments. 
The heat and direct contact of the electrode 

— ■ * I- : shoald bring reb—•. 

Blockheads: —Apply talcum powder to the 
skinl Using the general electrode give a mild 
treatment or medium treatment for about five 
minutes. 

Bronchitis:— Give treatment as suggested for 
Asthma. 

Cntarrah Nasal: Apply the general elec¬ 
trode over the surface of the nose. Use a mild 
current and treat from two to five minutes. 
Eczema: - By use of the general electrode ex¬ 
cellent results have been obtained by using 
as much current as the patient can stand. 

- Another beneficial way of treating is to apply 


noticed at first but relief should follow the 
treat. nen t- 

He aJii cites:—Headaches in the front and rear 

pans of the head can be relieved by using 
the general electrode over the seat of the pain. 
Keep the electrode in loose contact with the 
skin and treat until relief comes. This usually 
takes from five to ten minutes. 

Insr-tr.uia:—Use the general electrode, keep¬ 
ing it in light contact w*ith the back of the head 
and neck, going down the spine for about five 
minutes just before retiring. 

Lumbago: — Apply the strong current through 
the clothing using as strong a current as you 
—csn-»:an?h Keep moving the rfcccnxiv. uiwunti. 
After continued treatment the pain should be 
relieved. 

Neuralgia: —To obtain a hurried relief of 
neuralgia use the general electrode. Pass back 
and forth in light contact with the skin giving 
ten minute treatments as needed. 

Neuritis:—Use the general electrode and apply 
it to the seat of the pain or to the entire body, 
depending upon conditions. Start with a light 
current and gradually increase it. Give about 
five minute treatments. 

Rheumatism:— Apply the general electrode 
over the area of pain for ten or fifteen minutes 


MIC WM TO oe rremea an 

this with the electrode. . ., „ 

Ites:— Follow the suggestions tor *ne 

treatment of chilblains. , ^ 

Failing Hair: Treat with comb electrode. 
Use a mild treatment ar first and 

increase it with' successive treatments. Pass 




The Spine:—The spine is one of the most im¬ 
portant parts of your body. Nerves from all 
important organs in the body are attached to 
it. Therefore it will prove beneficial m any 

als" to go over the spine with the 


general or spine electrode. 


Points to Remember 


Do not use your Violet Ray outbt when 
the hands or body are wet. 

Take good care of the connecting cords of 
your Violet Ray Machine. Keep them dryand 
free from knots and twists. When signs of 
wear appear have the cords replaced. 

It is advisable to hold the kaadle°ftf« 
machine at the end away from th- -leetrode. 
Should the current be turned on, the current 
will jump from the tip of the handle to the 
hands, if they are near at the eno at which the 
electrodes arc inserted. 


The Violet Ray should not be used when any 
tonic or medicant, containing a high percent¬ 
age of alcohol has been applied to the body or 

Be sure that the current is always turned off 
when the instrument is not in use. 

There is nothing to oil on your Violet Kay 

Machine. Tl.e only care necessary is to keep 

it clean and dry. ...... 

Start any treatment with a mud discharge 
and increase it gradually to the required 
strength. This will insure painless treatment. 
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ONE CAUSE FOR ALL DISEASE 
AND WEAKNESS 


11 human ailments, with the exception of highly infectious 
and contagious diseases, are traceable to one cause: Imperfect cir¬ 
culation and impoverished blood. 

During our youth, when we take plenty of exercise, enjoy 
sound sleep, our blood is rich and we are insured of a copious 
supply to every part of our body. 

Gradually, as we grow older, we pursue a more sedate mode 
of living and our circulation slows down at the same time. The 
flow of blood through our veins is slower and our whole body 
suffers. 

When our body is in this condition, germs find fertile field 
to lodge and multiply. 

For this reason, weak and run-down persons become easy 
prey to almost any disease to which they are exposed. 

How to Remedy This Condition 

It is reasonable to assume that by increasing the flow of 
blood through the body, the reverse of this process will be true 
and the congestion and disorder can be relieved. 

A systematic course in physical culture will, in time, renovate 
the body completely. Few of us are able to devote necessary time 
to such course. By means of Violet Ray treatment, every func¬ 
tional activity of the body can be speeded up and the blood 
made to run through the veins with renewed vigor. 

Concentration 

An important feature of this treatment is that it can be con¬ 
centrated to any particular organ that requires special treatment. 
It brings a vigorous surge of rich, warm blood to any part, thereby 
washing away the silt of disease, strengthening and nourishing 
the tissues, and giving vigor and vitality to any part treated. 

3 
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Cellular Message 


Every vibration of the violet ray causes the cells of the 
body to vibrate. This vibration gives the effect of a massage, 
and as its frequency is so high that it is insensible to us, its effect 
is rapid and powerful. 

It imparts new life to each individual cell and enables it 
to more readily absorb the nutriment from the blood stream, 
thereby building new tissue. In short, it tends to revive and 
invigorate every bodily tissue by rejuvenating each individual cell 
of which it is composed. 


Summary Effect of Violet Ray 
T REATMENT 

When daily treatments are given with Violet 
Rays the following effects are observed: 

Return of Sleep. 

Increase of strength and vital energy. 

Increase in cheerfulness and power for work. 

Improvement in appetite, digestion, etc. 

Increase of blood supply to the point of applica¬ 
tion. 

General increase of local nutrition and progressive 
improvement in the general functions. 

Increase of secretions. 

Soothing effect on the nervous system. 

Increase of oxygen in the blood. (Ozone being 
driven directly through the skin into the tissues, 
accomplishing "ozonization" of the blood.) 
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Vwr Yol Shcllt L'sh Violet Rv.s 

Vjcurt Raw should be used bv everrone experiencing sickness 
cr admenr ct any kind. The baling properties of Violet Ravs 
—> i-t -dd. and thev accomplsh wbac drug? and medicine never 
- 3- Xbe regular mtrocucrrcc of a vicairzmg shower of diffused 

eiecirxitv mco your system is exactly what is needed to make it 
runcncG proper! v and effkkntlv To be healthy, use violet raw. 

to keep healthy, use violet ravs. 

There are three distinctly different ways of applving violet 

tats. j V " 

firs: Soochtrq Eire cf. 

This soothing or sedative effect is administered bv means 
or the glass applicator. io secure this effect the applicator is 
applied directly to the bare dun. You can calm painrul sensation 
sensation bv sedative treatment: these treatments are of great 
benefit to all nervous ailment. Nervous troubles are quicklv and 
most beneficially mdnenced bv the sedative currents. A general 
electrification treatment refreshes the entire nervous system. 


Second: Stimulating Toric srd Irtcigoca t ion 

Stimulation and mvigocation is produced whenever an elec¬ 
trode is somewhat lifted during its application or used through 

cloth oc clo thin g. 

This stimulation is caused by the manv small sparks called 
the High Frequency Sprav. They bombard the area which thev 
cover causing a tingling but pleasant sensation. Tbev have a 
beneficial heating effect, too. Eesides thev generate ozone. Par¬ 
ticles of this ozone are driven right into the tissues, causing 
azomzatioa of the blood. Specks are also germ-killing and have 
a great power over infection. 

Stimulating treatments are best produced by application 
through the clothing or through a towel which has been put over 
the part to be treated. As the length of the stimulating sprav 
depends on the thickness of the interposed dry resistance, that is 
the Joching or towel, any desired effect is obtainable. Anything 
irem a handkerchief to a doubled Turkish towel can be used tor 
this purpose. The use of any kind of doth insures a uniformity 
in spark length which cannot be obtained in anv other way. 
, *■ enng the skin with talcum powder often suffices to create 
the dotted dry resistance. This will, at the same time, allow 
f‘_ s ‘ ,d,ng of tl* applxatot. A slight perspiration results 

h *-. I’” 1 - - £?“ ,s nJtCr '‘I- » thi application of talcum 

powder ts not des,table, use of lubricant is recommended. 










Stimulating treatments through clothing find a profound 
use in rheumatism. lumbago, partial paralysis, etc. Slight stimu 
lation is also sometimes desired in skin troubles where the blood 
circulation is impaired. A single layer of a handkerchief presents 
enough resistance in such a case. Chronic rheumatic troubles, 
however, may require the use of several layers or a Turkish towel. 

Long sparks from the applicator will cause a counter irrita¬ 
tion. Counter iritation relieves wonderfully quickly pains of 
many sorts. 

It is often the very welcome means to kill the pain of a 
toothache. You will appreciate this pain-relieving quality of the 
Violet Ray also in sprains, strains, bruises, etc. Counter irritating 
applications are better, swifter, and more effective than plasters 
and liniments. In fact, they replace them entirely. Stimulating 
treatments are long lasting in their effects. They arc not like 
drugs or a glass of wine because they are not followed by a reaction. 
They do not create any habits. 

Third: Internal Antiseptic. 

The effect of inhaling ozone is much the same as that of 
inhaling copious quantities of pure air. It purifies and enriches 
the blood, invigorates the body, and causes pure oxygen to be 
taken up in large quantities in the blood stream. 

Ozone inhalation is of particular benefit in the treatment of 
respiratory disorders. Taken into the lungs, it immediately 
attacks the disease cells and causes them to be oxidized and thrown 
off with the exhaled air. This treatment has been found to be of 
great benefit in cases of bronchitis, colds on the lungs, tuberculosis 
and similar troubles. 

Pain Relieving 

Rheumatism 

The blood deposits poisons when the circulation becomes 
sluggish, usually at the joints and we feel a slight pain. Con¬ 
tinued deposits cause the joints to swell and inflammation to set in. 
This is called articular rheumatism. The same condition causes 
pain in the muscles and we have muscular rheumatism. 

Violet Rays restore circulation and drive oxygen into the 
blood, thereby bringing back to a normal condition the afflicted 
part. 

T he Condcnsor Electrode is found most beneficial and should 
be taken twice daily with a medium strength current. The very 
first treatment brings a warm, glowing tinge to the skin and 
relief is apparent. 
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Neuritis 

This may be treated in a similar manner as rheumatism, only 
with a milder current. 

Lumbago 

This is treated like rheumatism, preferably through the cloth¬ 
ing. and with a strong current and with the condensor electrode. 

twice a day. 

Headaches — Insomnia—Brain Fag , 

When the blood collects in pools throughout the body, it 
becomes stagnant. One of the most troublesome of these is the 
cavity in the skull where it directly affects the brain. This causes 
headaches, brain fag and insomnia. Everyone knows that pro¬ 
longed mental effort will bring about a congestion in the brain 
that dulls our power of thought. When this is demanded over 
a long period of time, circulation is impaired, the nerves irritated 
and the familiar, dull headache, results. The general treatment 
is to use the surface electrode and apply it to the different parts 
of the head, thereby relieving the congestion. 



Hair — Scalp—Skm , , 

The hair roots are fed. just as every other part of the body 

is through the blood. For treatment of the scalp we have a 
special comb applicator which pulls easily through the hair and 
conforms to the shape of the head. Millions of tiny electric 
sparks carry pure ozone to the small capillaries through which the 
blood flows in the scalp. These tiny capillaries are gently mas¬ 
saged. and nourishment is brought to the roots of the hair. 1 he 
very first treatment brings a long, glowing, healthy feeling to the 
scalp, and with few successive treatments, itching will stop, hair 
will cease falling, and dandruff disappear. In many cases, gray 
hair will even be restored to its natural color. By stimulating 
the scalp apparently dead hair will quickly take on a natura 
glossy and healthy appearance. 


The Violet Ray applied to the face, brings fresh, rich oxygen¬ 
laden blood, which cleanses the pores, dissolves poisons and other 
waste matter and assists nature to produce a natural, glowing, 
healthy condition or complexion. One short treatment every 
evening and every morning will w r ork wonders on the complexion. 


Run-Down Condition f 

General -weakness, tiredness, loss of weight, lack or appetite, 
usually indicate anemia or impoverished blood and poor circula¬ 
tion. Violet Ray stands alone as the most potent treatment 
known to science in giving quick relief to such disorders. 


t 
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This treatment is taken with the general body applicator over 
the entire body for five minute, twice daily, using a medium cur¬ 
rent. The metal applicator is also very beneficial and should be 
held firmly in the hands for ten minutes, twice daily, with a 
strong current which massages the body with a stimulating cellular 
massage. Ozone inhalations give very beneficial results. 

Dyspepsia, Constipation and Digestive Disorders 

This treatment consists in getting the blood into circulation 
so that it will find its way to the lungs to be properly purified. 
Then the digestive organs must be stimulated to function prop¬ 
erly. so they will rid themselves of the accumulation of bodily 
waste. Its great advantage over medical treatment is that it can 
be applied directly to the seat of trouble. 

For the relief of indigestion and constipation, the current 
should be first applied to the abdomen. The applicator should be 
held in loose contact with the skin, so that a mildly stimulating 
effect is obtained. This, in turn, will speed up circulation, 
stimulate the muscles of the abdominal wall and relieve the con¬ 
gested organs. Treatment of the spinal nerve centers should 
follow the above treatment. 

Strengthening the Reproductive System 

The various weaknesses that afflict these organs in both men 
and women spring from the same general causes as most other 
bodily weaknesses, and must be treated accordingly. 

Correcting Female Complaints 

It is true that the sexual system, particularly in women, is 
very delicately adjusted, and, consequently, any disorder affecting 
other parts of the body may have an influence on this system. 
Women suffering from anaemia, obesity, digestive disturbances 
and nervous disorders will, in nine cases out of ten. suffer from 
female troubles also. Because of this, they usually resort to treat¬ 
ment with some nostrum that acts directly on the organs instead of 
getting at the fundamental cause of the trouble. 

In women, disorders of this kind may be classified into three 
groups: The first group includes those caused by weakness of 
the parts or of the supporting ligaments and tissues. The second 
group includes nervous complaints and the third those resulting 
from internal infections. Into the first class may be placed all 
displacements and similar troubles that are so common and dis¬ 
tressing. The second, or nervous disorders, may be regarded as 
functional disorders that contribute to the development of the first 
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group. The third includes inflammations of all kinds in the 
pelvic region and manifest themselves through the several organs. 
Usually the symptoms indicate a complication of disorders falling 
into at least two of these classes. 

Violet Ray treatment gives the most gratifying results in 
correctinng disorders of this kind, for the reason that by proper 
application and treatment, the effects are both constitutional and 
local, which insures rapid improvement. 

The third class of troubles mentioned—those caused by 
internal infections—are usually characterized by inflammation, 
pain and frequently by unnatural discharges. The treatment de¬ 
scribed in the preceding paragraph should be used, and in addition 
internal treatment with one of the vaginal electrodes, preferably 
the insulating electrode. This internal application acts not only 
as a local antiseptic, but relieves inflammations as well. Applica¬ 
tors for administering internal treatment will be found in the back 
of this booklet. The duration of this should not exceed five or 
six minutes. 

Treatment for Men 

With men. disorders of the reproductive organs seldom cause 
the physical distress as with women, but their influence on the 
mental condition of the man is frequently even more severe. Men 
become afflicted with these troubles largely through the same causes 
as women—lack of exercise, faulty nutrition, nervous conditions, 
etc. 1 hese are all too frequently aggravated by excessive use of 
tobacco, alcohol and sexual indiscretions. 

The same general tonic treatment prescribed for women 
should be taken by men also. In addition to this, great Benefit 
will be derived from daily treatment of the external organs lasting 
for from five to seven minutes. This should be given with a 
medium current, keeping the applicator in loose contact with the 
skin so that a stimulating tonic effect is obtained. 

Prostatic Trouble 

Prostatic trouble becomes apparent in nearly all men after 
they reach the age of thirty-five or forty. The prostate gland 
is a small gland completely surrounding the urethra at the mouth 
of the bladder. Poor circulation, faulty nutrition, etc., cause this 
gland to become inflamed and swollen, and pain and agony 
results. 

Hi -~ 


(C) Jeff Behary 2020 


For permanent, lasting results, no other treatment will give 
the practically certain relief that comes from the use of Violet 
Ravs Prominent physicians report the most beneficial results in 
nine out of ten cases. 

Treatment should be taken with either our special prostatic 
or insulated rectal applicators. By means of this, heat is brought 
in almost direct contact with the gland inside the body and relief 
is experienced at once. The circulation is improved, nutriment 
and oxygen are brought directly to the gland and the inflamma¬ 
tion and pain disappears as if by magic. 

External treatment shoud be taken over the entire lower 
spine. This stimulates and builds up the network of nerves 
running to and around the gland. A mild current should be 
used for about five minutes daily. 


IMPORTANT 

* • • • ■ » * . - 

ALWAYS insert applicator into the handle with a 
straight push and remove with a straight pull. 
NEVER TWIST. 

ALWAYS turn off switch at light socket when 
through using. The adjustment ksvob on the 
instrument is to regulate the strength of current 
—not to use as a switch. 

NEVER use the generator when in a bathtub or 
when connection is made from the body to the 
ground, by radiators, water pipes, lighting fix¬ 
tures, etc. 

NEVER use generator on the hair when using at the 
same time a hair tonic containing a large percent¬ 
age of alcohol. 

NEVER oil the generator. 

NEVER attempt to repair the generators. Should 
it get out of order notify us. We will not be 
responsible for instruments that have been taken 
apart by the user or by electrical repairmen 
other than our own. 



Marvel No. A 1 


The Marvel is a high-grade, low-priced, well-built, 
one-piece instrument intended for private use and is 
equipped with surface electrode. Space is provided in 
the case for other elctrodes if the customer wishes to 
buy them. 

The instrument is wound with our specially pre¬ 
pared impregnated wire, which makes it unnecessary 
to bake the secondary coil in wax. It is encased in our 
grip-tight indestructible handle and is equipped with 
se\en feet of high-grade cord and separable plug. 










Super Marvel No. 3 


The SUPER MARVEL represents the greatest 
value ever offered in a violet ray high-frequency gen¬ 
erator. The instrument is finely built throughout, is 
exceedingly well insulated and the secondary coil is 
wound with our specially prepared impregnated wire, 
which eliminates the possibility of wax running and 
lowering of efficiency which occurs in instruments where 
it is necessary to bake the secondary coil in wax. 

The machine is encased in our “grip-tight inde¬ 
structible handle, equipped with seven tcet of cord and 
separable plug. It is smaller in diameter than anv 
other high-grade one-piece machine on the market and 
being perfectly balanced, is very easy to hold. 

1 he violet ray discharge is powerful and highly 
diffused, without any disagreeable kick. The machine 
is packed in a beautiful silk lined carrying case and is 
equipped with three electrodes, the surface, comb and 
throat. 


Jeff Behary 2020 




Preparation for Treatmfxt 

S«rf<K< treatment* can be given in direct contact with the skin. and also 
through the clothing As any clothing represent* an interposed drv resistance 
a treat men: through tbe same would :anse small sparks It depends enmclT 
oo the desired effect, which way to treat. The MWmctu.ns given in this 
booklet refer to the proper technique If no sparks ate desired any clothing 
covering the part to be treated most be removed. 

Metallic objects as hairpins, corset steels chains, should be taken off it 
thev cannot be avoided in tbe treatment. 

For Milo Treatments 

Keep tbe applicator in close contact with the body at any part which 
requires a mild treatment. 

Start with the weakest current possible. Avoid the initial little d isch arge 
which occurs when vou bring tbe applicator dose to tbe body in making tbe 
contact. Make contact quickly and tbe initial discharge will not be annoying 
Do the same when tbe treatment is finished Remove tbe electrode quickly 
This will save you the little sparks you may otherwise feel By no means 
docs this little spark, when making contact with the applicator and when remov¬ 
ing it. hurt. If you think it does, it is imaginary. Just use common sense 
and a little judgment and you will find that even one-half inch of'High 
Frequency discharge does not cause any pain. 

Orjficial Treatments 

All orificial electrodes must be lubricated before insertion Thev shou.d 
be properly sterilized. It is wrong to believe that orificial treatments are pain¬ 
ful There is. in fact, no other sensation than that of a beneficial warmth dar¬ 
ing tbe application Orificial treatments bouid not last over five minutes It is 
also advisable to move the electrode during the treatment just slightly so 
as to avoid its sticking to the mucous membrane Orificial treatments require 
for safety's sake and for better results, always two people, patient and operator 
Always turn the current on after insertion of the applicator and turn the current 
off before removing the same Use metal electrode No. $6 in the machine and 
apply to tbe metal cap of the orificial applicator to prevent breaking glass within 
tbe orifice. 

Take Care of Glass Applicators 

Cleanliness is of great importance. Inasmuch as the Violet Rav itself 

is germicidal in character, all applicators should, nevertheless, be kept clean so 
that no infection can be spread wherever several people may use the same Violet 
Ray Instrument. The wiping off of the electrodes on a towel or just rinsing in 
water is not enough. Use warm water and soap at least to guard against 
troubles In cases of skm and scalp diseases, be exceptionally careful. All 
glass electrodes stand heating and can be boiled in water. If you intend to 
use some antiseptic solution for immersing the electrode be sure that the mixture 
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is sirens enough. Benctol. Lysol and other solutions ate used especially with 
all official electrodes. Rinse these sterilized electrodes in warm wafer before 
asing them. 

Directions for Operation 

] Insert the Glass Applicator into the handle of machine. 

Attach the plug to the lamp socket. 

Turn the current on: first, electric light switch: second, knob switch on 
machine. 

4 Turn the adjusting knob switch to the right to increase, or left to 

diminish the Violet Ray discharge. 

5 In orificial treatments, the electrode should be first inserted into the orifice 

without inserting it in the instrument. Then place Electrode No. S6 
in the instrument. Hold this metal electrode against the metal cap 
of the orificial electrode. Use lubricant on all orificial electrodes. 
(For physicians.) 

6 In the indirect treatment, the party to be treated should hold the instru¬ 

ment. with metal Electrode No. S6 held in the other hand. The 
current should then be turned on and some second party, with either 
hand, fingertips or another applicator, draw the current to the desired 
spot of the patient’s body. This method can be used for body 
massage, facial massage and scalp treatment. 

Do not attempt to repair instrument, if the necessity arises, write 
to the factory, advising of your difficulties and we will inform you 
what to do. 

£. Do not use any violet ray instrument in connection with hair tonic con¬ 
taining alcohol. 

9. Any treatment should be started with a mild current and gradually increased 
to the required strength. 

10 When a treatment is completed, do not forget to turn off the current at 
the switch, or. to be on the safe side, remove plug from the electric 
light socket. Damage arising from carelessness is not covered in our 
guarantee. 

11. The standard winding for this instrument is 110 volts. If voltage is 
higher or low-er than 15 per cent, special windings or series resistances 
must be used to prevent damage. We will supply all necessary 
information upon request. 

Take care of the connecting cords. They should be kept dry and free 
from knots and twists and must be repaired when signs of wear 
arc apparent. 

13. Should you break the glass Electrode off in the machine accidentally. 

simply take a pair of long nose pliers and pull out the broken part, 
after disconnecting plug from current. 

--—---- - 15 ■ 
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Marvel Special No* 5 

Marvel Special No. 5 B 

Same as above with cautery, instead or condenser electrode 


The MARVEL-SPECIAL is equipped with a 
double vibrating spring and tension bar which permits 
the finest regulation from a very low to a highly power¬ 
ful diffused spark, without any disagreeable kick. 

This instrument is equipped with surface, comb, 
throat, condenser and metal electrodes. The condenser 
electrode is used where a very powerful penetrating ray 
is desired, such as. in the treatment of rheumatism, etc., 
and the metal electrode is used for indirect treatments. 
The outfit can be furnished with a fulguration electrode 
instead of the condenser for beauty parlor use and is 
then known as the MARVEL-SPECIAL No. 5B. 
















Marvel Ozone No. 7 


The MARVEL-OZONE represents the last word 
in violet ray construction. It is wound with our spe¬ 
cially impregnated wire which eliminates heating, run¬ 
ning of wax and consequent lowering of efficiency which 
occurs in instruments where the secondary coil is baked 
in wax. 

This instrument is encased in our “grip-tight” inde¬ 
structible handle and is highly insulated. Nothing but 
the very finest material is used. The workmanship is 
the finest that can be commanded and the outfit is with¬ 
out comparison. 

This ozone instrument is equipped with all the 

most popular electrodes and a complete ozone attach¬ 
ment. 

Especially for physician or family use. 

It is equipped with surface, comb, throat, metal 
ozone generator complete with inhalent. Packed in a 
stunning silk-lmcd case. 
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Violet Ray Treatments 

I he following are suggestions for the treatment of disease 
with Violet Ray which have been taken from cases where physi¬ 
cians have obtained excellent results. Not all cases can be cured 
with Violet Ray treatment alone, but in many cases it has been 
found very beneficial where medical treatments have failed entirely. 




Abscesses 

Keep electrode No. SI in contact with 
the skin. Move it ««ntly ov«r the 
whole affected oreo for 3—5 miniate.. 
The current must be .very mild. If ap¬ 
plied to a developing abscess, its growth 
can be arrested. 

Acne (Pimples) 

Treat the entire surface for about 6 
minute with Electrode No. SI. Where 
pustules are forming raise the electrode 
slightly to give a small spark tor a 
short time. If many pustules are pres¬ 
ent treat through a thin towel or folded 
handkerchief. This has somewhat of a 
cauterizing effect and will soon cause 
the pimples to ripen and disappear. 
When the treatment through an inter¬ 
posed dry resistance, as a towel or hand¬ 
kerchief seems disagreeable, apply the 
applicator No. SI direct, but powder the 
skin with talcum powder. This usually 
suffices to create a dry surface and at 
the same time prevents the sticking 
of the applicator to a damp skin. 


Arteriosclerosis (Hardening of 
the Arteries. High Blood 
Pressure) 

Daily treatments of about 5 minutes' 
duration will serve to lower the blood 
pressure. High Frequency currents have 
the power of making calcareous deposits 
soluble. Electricity seeks the path of 
least resistance, which, in the body, are 
the veins, as they contain the con- 
ductible carbonates and impurities which 
are most in need of purifying action. 
Apply electrode No. SI or No. S2 over 
the body generally, using a medium 
current strength. 

Asthma 

Apply electrode No. SI over the chest 
and No. S5 to throat glands for about 
6 minutes. Use a strong current if it 
can be tolerated. Also use the Ozone 
Generator (in back of book). If treat¬ 
ment is taken when attack is near, much 
relief can be had and sometimes the 
attack can be entirely averted. 


Alopecia (Falling Hair) 

Use a weak current at first, and in¬ 
crease to a medium strength Inter on. 
with electrode ^o. S3. Pass the comb 
back and forth over the entire scalp 
for about 4 minutes every day. Use 
the same treatment for baldness due 
to sickness and for gray hair in order 
to restore it to its natural color. Do 
not use \ iolet Ray immediately after 
using hair tonic. 


Ataxia 

The current should be as strong as 
it can be tolerated for this treatment. 
Apply with electrode No. S4 or (SI) 
to the entire spine over buttocks, abdo 
men and back legs. Daily treatments 
lasting about 10 minutes are necessary 
at first. They can be gradually decreased 
with the progressing improvement to 
about two a week. 

Backache 


Anaemia 

General applications to the naked sur¬ 
face of the body, which should be dried 
anu powdered with talcum powder, over 
the chest, abdomen. back and spine, cov¬ 
ering the whole ns thorough as possible 
increase the oxygenation of the blood! 

_J^° SI electrode for 4_6 

minutes. The regenerative forces for 
the production of new blood cells are 
stimulated to greater activity by the 
High frequency current. The oxyiicn 
-rrying properties of the red blood cor 
puscles are Increased. Ozone inhalation 
with the Ozone Generator is very helr> 
fu! (Ozone Generator in back of book ) 




Treat sore muscles in back through 
bath towel with Electrode No SI and 
cover the entire painful area. This will 
relieve all pain. As backache may have 
different causes, as weakness of the 
bladder or sexual organs, lumbago, rheu¬ 
matism. kidney disease, it is of impor¬ 
tance to treat the cause also. 

Barbers Itch 

Trent the affected nrea daily with 
No. SI electrode for about 5 minutes. 
Small sparks over the whole surface and 
towards the edges are vary helpful 
I rentment through a handkerchief is 
advisable You cannot remove it in one 
treatment, therefore be patient. 
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Birth Marks 

Application* with No. SI electrode rs- 
pmtM at convenience and often, using 
• medium current will, II used with 
ludiiment. remove them. 

Bladder Disease (Cystisis) 

Treat with electrode No. SI or S2 
with a strong current the nren over the 
bladder for S minute# twice a day. 
The urine will clear fa#t. Relief i# usual¬ 
ly quick with strong current. 

Boils 

(See Furunculoaia). 

Bronchitis 

Short .sparks applied through « Turk¬ 
ish towel with electrode No. S2 over 
the cheat and back, sufficient to pro¬ 
duce a reddening of the skin, help won 
derfully. Use the Ozone Generator for 
inhalations. (See back of book.) 

Blackheads 

A mild to medium current applied 
with Applicator No. SI for 3—5 minutes 
at least once every day. This will soon 
remove blackheads. Use talcum powder 
or High Frequency lubricant over the 
area you intend to treat. 

Brain Fag 

Use applicator No. SI medium cur¬ 
rent over the forehead and eyes, back 
of head and neck and also down the 
spine for about 8 minutes. Relief is 
sure. OzoncV Inhabit ion for about 3 
minutes will greatly help the condition 
ond invigorate the whole system. (See 
Ozone Generator in back of book). 

Breast Development 

Cover the entire area to be developed 
in your treatment. Use electrode No. 
f' , I fo L!* bout 5 -7 minutes daily. Move 

l!* htly J over J “ c . h » ,dc < ,ro ™ ^e neck 
downward and also from arm pit to 

H*htly ,l upw£?d. r CaCh pr *'* in « 


Bunions 

M?.* °f ^18 electrode with 

current f »f about n minutes. 

the^.WJ^ e i, a . PP Cat ° r * n contact with 
entire mOVe '* •lowly over the 

entire painful area. it will relieve all 

Brights Disease 

A pp ly with electrode No. SI over 

rant r TSt°»r 0 » th ° a strong cur 

rent lor at least 7 minutes every dnv 

the n °4 t t.* d i, 1 ' 0 * thr albumen in 

the urine quickly disappears 


Bruises 

No. 3| electrode with mild or madlum 
current applied to the swollen or pain 
lul spot brings Immediate results A 
lew minutes contact and gentle moving, 
back and forth. Is sufficient. 

Burns 

A gentle current for a short time, 
say about 2 or ) minutes, taken 2 or 3 
times a day and applied with No. SI 
electrode does n lot of good and tends 
to relieve the pain. 

Callouses 

strong current with electrode 
No. SI or apply the fulguration elect 
rode No. S20 Spark the skin directly 
lor I or 2 minutes. Repeat as neces¬ 
sity requires. 

Cancer 

Mild forms of cancer are treated 
with a strong spark. Surgery is 
usually required in coniunction. Use 
electrode No. S20. Treatment should 
be taken only under supervision of 
physician. It is often used in con¬ 
nection with X Rays. 

Canker 

A medium current for one or two 
minutes should be applied with elect¬ 
rode No. SIO. No. 32 or any suitable 
dental electrode. 

Carbuncles 

Use applicator No. SI for 5—6 
minutes twice a day over the carbuncle, 
keeping it in contact with the same. 
A medium current strength is sufficient. 
Electrode No. 9 is also very convenient 

Catarrh-Nasal 

Rub electrode No. SI using a me¬ 
dium current, over the outer surface 
of nose nnd also the back of the neck, 
for about 5 minutes. Take Ozone 
Inhalation with the O zone Generator 
(see back of book). Electrode No. 
SS2 is successfully used in nostrils. 

Cataract 

Close e -lids and use electrode No. 
SI8 with , veak current for 4 minutes. 
Results are often surprising. 

Chilblains 

Treat the affected part with No. SI 
electrode for 6—8 minutes. Keep the 
applicator in contact and use a medium 
current. 

Cold Extremities 

Use a strong current with electrode 
No S2 for about 5 minutes over the 
entire part. Produce a reddening ol 
the skin, keeping the applicator in con 
tact but moving It. Repeat, If necca 
»ary, 3 times a day. 
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Colds in Head 

Apply No SI electrode over no*e. 
above «YM and the side* of face, U*« 
• mtdium • urrrnt about twice or 3 
lima* a day and taka also Ozone 
Inhalation* for several minute* with 
I hr Oronr Generator. (See bark of 
book). Ozone Inhalation* ar# vary 
beneficial In thl* caee. Physicians use 
al*o aucce**fu1ly electrode No. 552 »n 
nostrils. 

Colds in Lungs 

Treat the cheat and back in the 
•ame manner a* explained under 
Asthma. Take Ozone Inhalation* 
repeatedly for several minute*. (See 
back of book). 

Constipation 

Apply a strong current with No 
S2 over the entire abdominal area. 
Treat for at le«*t 6 minute*, keeping 
the electrode moving at all times. 
Physician* u*e electrode No. S32. 33. 
34. 35 and 36 to great advantage 

These electrodes should be lubricated 
before Insertion into the rectum. 5 
minutes of orificial treatment is suffi¬ 
cient. Use S6 in conjunctions with 
rectal electrodes. 


Consumption 

The party to receive the treatment 
must be stripped of all clothing to the 
waist line. The skin of the trunk of 
the body should be dried and powdered 
with talcum powder all over. Use 
electrode No. S2 and apply the High 
Frequency Current to the chest. Start 
with medium current strength and in¬ 
crease to heavy discharge by and by. 
Move the applicator also towards the 
throat. This starts the secretory 
glands to action and improves the 
nutrient blood-supply through the tis¬ 
sues Fill your lung* a* much as 
possible by deep breathing. Do this 
repeatedly. Move from cheat towards 
both sides of body and also gastric 
region. Then after 5—6 minutes of 
front application have the back treated. 
A strong current should be used over 
the shoulder blades, the spinal nerve 
centers and the kidneys. Ozone inhala- 
tion using the Ozone Generator (see 
back of book) is of the greatest 
importance. It is in tubercular con¬ 
ditions where Ozone Inhalations do the 
best work. 

Corns 


Take electrode No. SI or SIS and 
turn ii on its edge so that the spark 
passes from it* edge instead from its 
face and hold it about % in. from the 
f ? rn - Allow short spark* to pass into 
the corn for a few second* only. 
Kepeat this in a day or two. Applico 
tion* with No. SIS, which i* hollow 
shaped, direct over the corn in close 
contact for 2 or 3 minute* are very 
pain-relieving 


Deafness 

F-ai electrode No ftIO or preferebly 
•' ' give* excellent result*. tfse a tvd Id 
current for about 3 minute*, inserting 
the electrode deep into ear. If tbe 
heating effect become* too marked, 
interrupt treatment and repeat at con¬ 
venience. Treatment* twice dally are 
sufficient. Applications with No. SI to 
the back of the ear are also helpful. 

Diabetes 

If proper diet Is observed and 
application with No. 51 or No. 52 are 
made over the abdomen, result* are 
gratifying in a few week*. Apply a 
strong current for about 5 minute* 
through a thin towel twice every day. 

Dandruff 

Shampoo the acalp before treatment, 
dry it thoroughly and apply a medium 
current with applicator No. S3 using 
it in the same manner a* an ordinary 
comb. 3 to 5 minute* are sufficient. 
Repeat thi* treatment at interval* of 
of 2—3 day*. Do not u*e any hair 
tonic. 

Dyspepsia 

Use electrode No. St or preferably 
No S2 over the region of the stomach. 
Daily application* of 6 minute* will in 
most case* show considerable improve¬ 
ment. A strong current is necessary. 
Decrease treatment gradually, do not 
entirely xtop with them at once. 

Earache. Ear Diseases 

Insert electrode No. SIO and uxe a 
mild current for short periods of time. 
Applications to the back of the ear 
witn No. SI assist this treatment 
greatly. It may in some cases be 
necessary to take hourly applications. 
The circumstances have to dictate this 
necessity. If heating effect during 
treatment fs too marked. interrupt 
application and repeat it at conveni¬ 
ence. 

Eczema 

Lav a handkerchief or piece of thin 
cloth over the affected area and treat 
with electrode No. SI through the 
some with a mild current at first. 
Increase the current strength during 
the treatment if it can be tolerated. 
If the skin itches—lift the electrode 
slightly from the cloth. Tills will 
bring quick relief. Dally treatments 
lasting 3—5 minutes effect a cure In 
nearly all cases. 

Epilepsy 

Une electrode No. SI in contact over 
the brain and electrode No. S4 along 
the spine, moving it up and down. 
A medium discharge for S—7 minute* 
i* sufficient Repeat every other day 


io 
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Eve Diseases 

IriU*. RfdinlMt, Atrophy of the Optic 
Vervr. Conjunctivitis. Trachoma. 
OMUcoma, Incipient Catarract. Paral¬ 
ysis of Ocular Muscles, Intra-ocular 
Hemorrhage have been successfully 
treated by the Violet Ray High Fre¬ 
quency current. Close eyelids and 
apply a mild current with electrode No. 
SIS No. S3 9 for short periods, not 
exceeding 3 minutes at one time. 
Repeat as desirable. 

Falling Hair 

(See Alopecia) 

Felons 

Treat with No. SI electrode and a 
mild current in close contact daily 
from 4—6 minutes. 

Female Troubles 

Physicians use electrodes No. SI 3. 
S30 and No. S31. They should be 
lubricated before insertion. A medium 
current for 5 minutes is applied. 
Repeat treatment as circumstances 
require. During menstruation an exces¬ 
sive Sow of blood may result as High 
Frequency currents draw the blood. 
Turn the current on after insertion of 
electrode and turn the current off 
before removing the electrode to avoid 
unecessary sparking. (See technique.) 

Electrode No. S6 should always be 
used in conjunction with orificial elec¬ 
trodes. J 

Fistulas 

Use electrode No. SI4-33-35-36 as 
indicated. Lubricate before insertion 
F 1 *® rectum. Use a medium current 
lor about 5 minutes daily. 

titetrode No. S6 should always be 
JJJJJ “ conjuction with orificial elec- 

Flabby Breast 

suH??I y 0 f No k s \ el ® c * rode to whoI « 

rent f' i V*** 1 " ith med ^m cur¬ 
rent tor 4—6 minutes every day. 

Freckles 

..<S v No , °s',*' 3 .S' h f ' i ~- 

with a y *rorn 4—6 minutes 

.« £T“g£ c “ h '7;>- »r. 

. therefore be patient. 


Frost Bites 


current Wren^rth^allo Wilh i* medium 

‘o pasa to SiVig TS ® 8 ,hort >P«rks 
br "‘“* '•»“'>« re.ult. i„°. r h ~' c » 

Furunculosis 

N °- 51 

Jftfl.mmatlon :..... 


Goitre 

Manv cases yield to application with 
Electrode, using the strongest 
fT-L. 1 j*'j 0 *" b « tolerated. It css 
witK ,® recl by making contact 

J Sometimes H U 

through geuze. The later way 

lonw tk ,eCO ? lm * n<,4blt Do 001 trMt 

itay* r£23s 4 minul " •* • time .very 

until v lrU ® 1Iy not •PP«r«»t 

untu after the 1 Oth or 12th treatment. 

Gout 

a r « P wXh e !!fS^ ode No ‘ SI to painful 

Gray Hair 

. . na *Vcolor of hair can often 

rf r , C * t ? re ^. b y patient treatments with 

firnlrim* N ?* S3 ’ J 5 ** a£^2? 

sometimes 2 months are required for 
first results. Keep the acJFp cle£ 
a current of sufficient strength 
for good stimulation everv dav once 
or twice. 

Grippe (Influenza) 

Cover the spine and solar plexus with 
applications by No. SI electrode. Also 
t--e*t over the eyes and sides of nose, 
i reatments to spine and solar plexus 
should be made tnrough a turkish towel 
for 5—7 minutes and repeated twice a 
day if necessary. Intra-nasal applica¬ 
tions of short duration with Electrode 
No. S10 and a weak current are often 
given by physicians in addition to the 
mentioned treatment. 

Hay Fever 

Apply electrode No. SI over the nose 
and along spine with medium current 
for 5 minutes and No. SIO or No. S28 
in nostrils for short period of time. 
Applications should be of short duration 
but often repeated. It is advisable to 
anticipate the trouble and to begin treat¬ 
ments before attacks are expected or 
discomfort felt. Ozone treatments are 
of the greatest benefit. 

Headaches 

"They a r e from varying causes. If re¬ 
lief is not felt by applying No. SI elec- 
;{'°“ e *° the seat of the headache, cover 
the stomach and spine by treatment, 
using a medium current for 5—7 min- 
utes. 

Hives and Rash 

Use electrode No. SI with medium 
current strength to affected are. U® 
High Frequency Lubricant before annlv 

be* ** . e,ct '® d * 3—5 minutes should 

be sufficient. Repeat daily. C 
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Infantile Paralysis 

It this disc*** leave* muscle* feeble 
and weak High Frequency application* 
help wonderfully well to make them 
Stow attain Use No. SI electrode with 
medium or strong current for > —7 min¬ 
ute* Applv :n direct contact and move 
the' applicator over the entire area to oe 
developed 

Inflammations 

Can be reduced and relieved bv appli¬ 
cation with applicator No. SI. Move it 
slowly over the inflamed area, keeping it 
;n dose contact. Use a medium cur¬ 
rent strength for 5—6 minute*. 

Influenza 

(See Grippe ) 

Insomnia 

Cover the back of the head, neck and 
eyebrow* bv application with electrode 
No SI. A strong current is essential 
in treating this ailment. 5—7 minutes 
should be the average length of treat- 


Impotence 

The most beneficial way of treating 
this condition is by the use of the 
prostatic tube No. S-9. with plenty of 
spark Use surface electrode No. S-l. 
slightly raised oyer the area of the gen¬ 
ital and spine for 5—7 minutes daily. 
Special information on weakness of the 
organ* of sex is given elsewhere in this 
book. 

Leucorrhea 

Follow the directions given under fe¬ 
male troubles Also use electrode No. 
" | ?' ov,n 8 *1 U P and down the spine 

siowiy A strong current must be 
use., tor about 5—6 minutes every dav. 
Ihi» treatment should onlv be an adjunct 
r < Lr ed,C treatment and physician's 

UUir. 

Lumbago 

tr£?? C ?h th * - 0 *? 1 ?* is lo "ne'e Pain. 
ss he • 1reas with Electrode 

P'at S uea?mlm P c in is Celled Re 
Sntd c!,”ed " wh ««er pain appears 

Massage 

kWh^s? r!,sr.t % 


Mumps 


No Tr S? r * wo,,en ***“• Use Electrode 

Nervousness 

Treat spine, back of head and nccl 
Immediate results will be felt. n eck. 


Neuralgia 

Apply to teat of pain. rai*tn* 
klfctrode occasionally to produce spafk 

Neuritis 

The first few treatments usually in 
crease the pain after which relief is felt, 
and the current may be increased and 
a short spark given. Apply at the seat 
of pain. Use electrode SI. S2. 

Obesity 

Apply electrode No. SI to affected 
part* and treat consistently. Begin as 
indicated and increase current as strong 
*> tolerable. Fat will decrease and re¬ 
distribute. giving greater comfort. 

Pains 

-The pain - relieving quality of the High 
Frequency current is wonderful. Applv 
electrode No. SI to the seat of pain 
until relief is felt. Close contact is best 
Medium current strength and sometimes 
strong currents are advised 

Paralysis 

Apply No. SI electrode along the at 
fected muscles. A strong current is nec¬ 
essary. Keep the electrode moving. 
Treat for about 6 minutes at a time 
Lubricate the affected part so that the 
electrode slides easily Sparks through 
a turkish towel help quicklv. U'se this 
method every day. 

Phthisis 

(See Consumption.) 

Piles (Hemorrhoids and other 
rectal dicases') 

Are treated best with applicators No 
SI4. No. S35. No. S33. No. S34. No S36 
Lubricate electrode before insertion with 
High Frequency lubricant. Use a me 
dium current lor about 3 minutes not 
more than once a day. Electrode Sfc 
should always be used in conjunction 
with others. 

Pimples (Acne Vulgaris) 

(See Acne.) 

Pleurisy 

Use preferably electrode No S2. Cover 
the back and the chest by a vigorous 
treatment through a turkish towel until 
the skin becomes quite red. Keep the 
electrode moving and treat for about 
8 minutes. High Frequency i a .» n a< j 
junct only in cases of serious sickness 
and nobody should fail to consult tha 
Ptoper authority. 
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alogue* * trritnient a* given under 

ptfiJ R^ 01 ' 0 " that High Fre- 
Pleurisy ndiunet cun help grentl> 

qU 5 n «ftcn do wonders but in all Brave 
the consultation of an authori- 
fl^e physician should and must be 

resorted to. 

Poison Ivy 

Apply High Frequency lubricant first. 
Use 5o. SI or No. S2 electrode edge 
wise so as to cause plenty of «parkin* 
over the whole affected area. Lift the 
applicator here and there and treat "lth 
j strong current for 3—5 minutes. Re¬ 
lief is sure and surprising. 

Pyorrhea 

Applications with electrode No. SIO or 
S58 with a weak or medium current help 
greatly to re-establish a healthy condi¬ 
tion of the gums. A removal of deposits 
is necessory, however, by mechanical 
and surgical means in order to fight this 
disease. A dentist must be consulted. 
High Frequency treatments promote 
proper nutritional improvements and in 
addition to this have antiseptic and anti¬ 
toxic properties. 

Red Nose (Acne Rosecea) 

Use preferably electrode No. SI and 
apply only short periods, sav about 2 
minutes, small sparks by holding the 
electrode edgeways or lifting it sorae- 
what about an eighth of an inch. The 

The ec treat t0 C | e * lroy the enlarged veins, 
far at mU f n i 0t be carri « d too 

!£* r t £* «*•.!«“«■ h sh °»ld he repeated 
rest h , nditon Permits. Several days' 
be advisable. treatTnent * sometimes 

Rheumatism 

a ] 1 Sl /° n « <=«"«»*. have to be used in 

~ T ^. d Tr 

arc slower but nevertheless satisfactory. 
rh *. a «* Ct * d P a rt* should be treated 
until all pain ceases. Changing the po¬ 
sition of parts or extremities being 
rented will likely expose other parts 
requinng treatment. Put muscles on 
stretch and use High Frequency cur- 
a* *?? ou K h to dispell all discorn- 
»ort. Applicator No. S2 is especially 
recommended for these treatment*. Re- 
Pcat these applications as often a* pain 

SKE"- . 10 minutes’ use of the in- 
strument at one time is usually enough. 

Lm “f P J iC “ l ° r Cnn b ® uscd in dose 

T 0,t co * e ® require treatment 
through clothing or several layer* of u 
towel. 


Ringworm 

Use electrode No 51 and appir abort 
sparks for several minutes two or 
timr* every other dny. A medium <*J» 
rent is sufficient. Move th^ electron* 
so as to cover all the affected area. 

Scalp Treatment 

Dandruff, falling hair, gray hair, bald¬ 
ness. itching scalp, etc., are very suc¬ 
cessfully benefited by Violet Rays. There 
is no question that the Violet Ray rep¬ 
resents the most scientific method of 
treating the scalp. Its beneficial value 
is beyond all doubt. 

Violet Rays produce a normal _ and 
healthy scalp, revitalize impoverished 
hair, restore its natural lustre and full¬ 
ness. They bring in new hair bv caus¬ 
ing additional nourishment to flow to 
the dormant papilla. 

Use elctrode No. S3 every day one to 
three times for several minutes. Do not 
use any hair tonic. Violet Rays con¬ 
stitute the best hair tonic themselves. 

In baldness the Violet Ray proves to 
be of a very welcome and effective as¬ 
sistance to restore the natural growth 
of hair. The results are very satisfac¬ 
tory. Conscientious use of Violet Ray 
High Frequency Current and patience 
have here, as in many other instances, 
surprised many people. 

Cray hair has been restored to its 
original colo* - and beauty in many cases. 
We do not claim too much by saying 
that scalp applications with electrode 
No. S3 are the only reliable means at 
the present time to stimulate and assist 
natural growth of hair. 

Scars 

The object is to destroy the scar 
tissue so that new tissue may form. 
Use therefore a strong spark. Apply 
either electrode No. I edgeways, or still 
better use elctrode No. SIO with the 
necessary care. A few minutes, some¬ 
times only seconds will suffice in cer¬ 
tain cases where the scar is small and 
not too old Judgment should be used. 

Sciatica 

Is an affection of the gieat sciatic 
nerve trunk. Its cause i* found in 
neuralgia and also sometimes in rheu¬ 
matism. The sciatic nerves run down 
the thigh from hip to knee. They lie 
near the hones deep under the heavy 
muscles. Sometimes they become so in¬ 
flamed and tender that even the slight- 
st pressure causes an extreme pain. A 
counter-irritating discharge applied 
through the clothing or over the painful 
area with electrode No. SI or No S2 
wil bring quick relief. 

Skin Disease 

In all skin diseases the High Fr<-qurno 
spray (small sparks) is most success- 
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fully Applied Electrode No. SI U sufFi 
dent in nearly nil «•••■. It should b* 
passed rapidly back and forth over the 
. n rrA lor several minute*. If the 

• kin I. mol*t. talcum powder ehould be 
u.ed *o that the electrode will not *t»ck. 
Another ea.y method i* to spread gauze 
over the port to be treated. Thl* will 
enable the user of the Instrument to 
move the electrode smoothly and at 
the same time doe* not remove it far 
enough to cause an unpleasant spark. 

Where Itching is very marked longer 
and sharper sparks are best. Apply 
these only for shortperiods. Epitheli¬ 
oma. Lupus and Chronic Ulcers can be 
treated in the same manner. 

Stiff Neck and Joints 

Apply in the same manner os ex¬ 
plained under "Neuritis." Use a longer 
treatment if necessary. In cases of 
Torticollis (stiff neck! rub the No. SI 
electrode frequently along back of ear 
and down the neck on both sides for 
3—5 minutes. 

Sore Feet and Stone Bruises 

Applications with any suitable appli¬ 
cator in close contact with the skin 
bring quick relief. Use High Frequency 
lubricant and treat for several minutes. 

Sore Throat 

Electrode No. S5 is best suited for ex¬ 
ternal throat applications. High Fre 
quenev lubricant should be used and 
the electrode moved up and down the 
throat in close contact, covering all 
parts well for 5 or 0 minutes, with a 
medium or strong current; repeat 2 or 
3 times a day In some obstinate cases. 

Sprains 

Close contact applications with a sur¬ 
face applicator prove helpful. Use a 
medium current and in cases of long 
standing use small sparks or treatment 
.hrough towel. 4 or 5 minutes usually 
suffice. Repent as circumstances indi¬ 
cate. 

Tonsilitis 

L se No. S5 electrode and apply in the 
lame rnannw as explained under "Sore 
I nroat. Physicians use electrode No. 


finternally with fine success. Ocon- 
inhalation with Ozone Generator (see 
Meet rode Catalogue) assist greatly. 

T uberculosis 

(See Consumption.) 

Ulcers 

Apply a strong current with No. S2 or 
No. S5 electrode for 5 minutes in con- 
tnct. liftnig the applicator once in a 
while to produce sparks of at least one- 
quarter inch. Repeat this treatment 
every day. 


Warts 

Take electrode No. I, hold it about 
one eighth or three-sixteenths inch from 
warts and nllow sparks to pass from 
the edge of the glass. For the best re¬ 
sults use electrode No. S20. Let the 
Platinum point rest directly on too of 
the wart and use a weak current. Pass 
a stronger current through the deeper 
cruntulion. A few seconds are usually 
sufficient. Wait 2 or 3 days for results 
and repeat operation if necessary. 

Whooping Cough 

Apply' No. SI electrode in the same 
way as explained under “Asthma” and 
use also Ozone Inhalation with the 
Ozone Generator. (See Electrode Cnta 
logue.) 

Writers* Cramp 

Apply* No. SI electrode with medium 
current for about 6 minutes from finger 
tips along back of hand and arm to 
shoulder and spine. This treatment can 
also be mode through a towel if it can 
be tolerated. 

Wrinkles 

Are comomnly caused by using a given 
set of facial muscles more than nor 
mnlly. They can be removed by apply¬ 
ing Electrode No. SI right over them 
with a rotary', massaging movement 
High Freqnency current revitalizes tired 
muscles and arrests the blighting marks 
of time. 


For those who desire more exhaustive information on High- 
Frequency currents we recommend : 

N. M. Eberhart, M. D., Ph. D.,D. C. L., Manual of H. F. Cur* 
rents, $4.00. 

We have copies ot the above Manual in stock. 


(C) Jeff Behary 2020 



Violet Ray Electrodes 


No S-l Surface electrode 


No S-2 Large condenser electrode, deliver strong current for Rheu 

matism. Lumbago, etc. 


No S-3 Comb electrode for scalp 


No S-4 Spinal electrode 


No S-5 External throat electrode, also excellent for the neck, arms 
and limbs... 


No. S-< Metal handle used for giving indirect treatments 
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No. S-32 Insulated rectal, large diameter . . 
No S-3-4 Insulated rectal, medium diameter 


No. S-20 Fulguration electrode for removal of warts, moles, diseased 
growths, etc. 



No. S-^8 Hollow surface shaped, generates ozone within cavity and fits 
nicely over certain parts as cheekbones 


No c, 41 R cnta Ej ectr °de for Gum treatment. Right side of Jaw 

No k ema Electrode for Gum treatment, left side of Jaw. . 

No S 44 r ^| cctr ode for Gum treatment inside of Jaw. . . 

No l A i eclrode for front Gum treatment . 

No I'll P™ 31 ^ e “ rode for inside Jaw. 

No S-4 6 Insulated Electrode covers small 



No. S-49 Dental Abscess Electrode 
No. 50 Insulated Urethral Electrode 
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OZONE 

GENERATOR 



This iissituinent (rotttin tnotmous quantities o i 
Ozone which is purified hy passing through the inhalant 
which ta provided. A piece of cotton is saturated with 
this mhatant and placed in the receptacle. Squeezing the 
rubber bulb forces the Orone bubbles through this mix 
tine and it inhaled in the form of a vapor 

It should be inserted the same at any other elec 
ttode. and the machine supported on a table. The hand 
must be in contact with the glass stem of the generator 
while in use. 

The Ozone permeates every cell in the lungs, destroy¬ 
ing any germ life and toothing the inflamed tissues. For 
Anemia. Hay Fever. Coughs. Catarrh. Asthma. Bronchi, 
tis. Insomnia. Nervous Debility and Tuberculosis of the 
Lungs, there^ is no better treatment. 

The treatment* are exceedingly agreeable and remind 
one of a trip to the pine woods. 

Price complete with all the attachments anJ one 
bottle of inhalant. 


No. S-28 Ozone generator, complete with 1 oz. bottle of inhalant. 

nose and mouth piece and bulb.. $10.00 

Inhalant ... | qa 

any bTnecded.** l ° tuxnish ' UP °” ‘ ,ppHcJt, ° n - 

antce.^?f T instruaion j 8 mil 8 from carelessness are not covered by our guar- 

Unless h P ro P<rtly followed the instrument will last indefinitely. 

standard voltage of llO^o'^n a ^i n,ac ^' ne * W >H be furnished to operate on 
ate on 220 volts and 32 vo Us. V ° Machi «* «n also be furnished to oper 
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Marvelite 

therapeutic lamps 



We cannot, too strongly, recommend the use of our 1 hera- 
peutic Lamps in connection with the violet ray treatment. ^ u 
rays developed by these lamps penetrate deep into the flesh, great \ 
stimulating glandular activity. The opening ot' the pores, due to 
the heat rays, give the high frequency current ready access to 
part in treatment. The combined actions of the heat, light and high 
frequency current, have a pronounced germicidal effect and is 
especially recommended for pimples, boils, eczema, barber s itch 
and such conditions which involve the skin. 

On the following pages we have illustrated two types ot 
lamps, both of which have been successfully used in connection 
with the violet ray. 

The lamp should be permanently fastened and is preferably 
mounted on one of our telescoping and collapsible stands. I Ins 
will hold the lamp absolutely rigid and in the desired position, 
leaving the operator or patient free to apply the violet rav machine. 
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Marvelite No. 99 
List Price $10.00 

The Marvelite No. 99 Therapeutic Lamp has been carefully 
designed, both mechanically and electrically and embodies many 
unique features. The entire lamp is made of one piece of alum¬ 
inum. insuring both lightness and unusual strength and rugged¬ 
ness. The reflector has been so designed to eliminate the customary 
focus point and insure a beam of parallel rays of uniform intensity 
over the -entire area. 

T he Marvelite No. 99 is equipped with 7 feet reinforced 
cord and one 260-watt carbon lamp. 

Marvelite Stand. .$6.00 
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Marvelite Junior No. 97 

(Red, White and Blue, 16 C. P. Lamp) 

List Price $7.00 


The Marvelite Junior. No. 97. ji>mplete with seven feet of 
reinforced cord and three 16-candle power lamps, red. white and 
blue. 

\ 

The Marvelite Junior Therapeutic Lamp is constructed of 
polished aluminum, extremely light in weight, making 
U an ‘deal lamp for beauty parlor work and home treatment. 

irom its therapeutic value, this lamp is of great assistance in 
hair drying, mud packs, oil shampoos, bleaching, etc. 

The Marvel,te Junior No. 98. same as No. 97. but equipped 

w,th one 100-watt carbon lamp. . IV j 


List Price $7.00 
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Violetta Model No. 


Manufactured by Chicago Electric Scientific Company, Chicago, Ill 


WARNING 


Contents: 

1 High Frequency 

Generator. Electrodes Nos. 

uU 

i r 





I i!| 

s 





. 



Do not use this high frequency generator while in the bath tub or while 
any part of the body is in contact with water or plumbing of any kind. 
Keep generator dry. 

Do not allow treatment to last more than ten minutes and not more 
than ten seconds in any one particular place. Keep electrode in con¬ 
stant motion during course of treatment. Never use electrode if it 
irritates the skin or tissue in any way. 

_ , ; ■ mm ; 

Do not use any solution on the hair or body containing alcohol or other 
inflammable substance prior to or while using high frequency violet 
ray. The electrical sparks emitted at the electrode might ignite a 
volatile, inflammable substance. 

Local application of high frequency currents are not to be used in 
(1) acute inflammatory processes such as acute non-draining cellulitis 
(inflammation), acute arthritis characterized by infection and acute 
pelvic infection. 
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(2) Any condition in which there is a tendency to * hemorrhage, such 
as gastric ulcer. 

(3) In those areas in which the appreciation of heat has been impaired 
or lost, as in certain peripheral nerve injuries. It is also not to be used 
in any serious disease or injury unless recommended by a physician, 
or for malignant or suspicious growths such as cancer, etc. 

Consult your physician for treatment of diseases. 

INSTRUCTIONS FOR USE OF THE VIOLETTA 
HIGH FREQUENCY GENERATOR 

The proper application of the Violetta is very simple, if the directions 
given below are strictly adhered to. 

(1) Insert the electrode in the nozzle of the generator. Do not push the 
electrode into the opening, but give it a twisting motion, thereby 
eliminating much pressure on its delicate glass structure. On re¬ 
moving the electrode, follow the same directions. 

(2) Insert the plug into the electric light socket, then turn the control 
knob on the other end of the generator. To the right applies an in¬ 
crease to the current. To the left decreases and shuts it off. Be sure 
current corresponds to voltage on nameplate. 

(3) Apply and remove electrode to and from the body with a quick 
motion. Thus applied and removed, the "spark" or slight tingle 
felt with a slew application, is eliminated. The electrode may also 
be applied to the body before the current is turned on and re¬ 
moved after it is turned off. 
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<10) When through using the appliance, be sure to turn off the current 
at the switch, or better still, detach the plug from the socket. The 
current is noi off the generator when the adjusting knob is turned 
completely to the left, or off. Although no current is passing 
into the electrode, yet the current is passing through the coils 
and they will become overheated. Damage resulting from this 
cause is only the result of carelessness and is not covered in our 
guarantee. The safest method is to unscrew the plug from the 
socket "then the machine is not in use. 

(11) Electrodes may be washed with soap and water and sterilized 
by the use of any recognized antiseptic solution. Be sure to re¬ 
move electrodes before washing in water. Do not boil electrodes 
in water or subject them to excessive changes of cold or heat. 

USE OF ELECTRODES \ 

The general electrode is used for the face and body and any surface 
application. It is constructed with a lead in wire which increases the 
intensity of the current to cover a wide range of applications. 

I 

The comb rake electrode is used for stimulating circulation of the scalp. 

The throat electrode is designed to fit over the neck and may be used 
to relieve congestion which so frequently arises after exposure to a 
draft from an open window or from an electric fan. 

The eye electrode is smaller than the general electrode and milder. 
It is designea to offer convenient applications about the eyes. Can 
also be used on the face. 

The metal electrode is designed to conduct the current directly from 
the generator to the body. (See paragraph 6). 

Electrodes may be purchased separately. 











Violetta Model No. 

Manufactured by Electro-Technic Products. 4602 Montrose Ave.. 
Chicago 41, Dl. 

Contents: 

I High Frequency Generator. Electrodes Nos . _ 


WARNING 

Do not use this high frequency generator while in the bath tub or 
while any part of the body is in contact with water or plumbing 
of any kind. Keep generator dry. 



Do not allow treatment to last more than ten minutes and not more 
than ten seconds in any one particular place. Keep electrode in con¬ 
stant motion during course of treatment. Never use electrode if it 
irritates the skin or tissue in any way. 

Do not use any solution on the hai^ or body containing alcohol or 
other inflammable substance prior to or while using high frequency 
violet ray. The electrical sparks emitted at the electrode might 
ignite a volatile, inflammable substance. 


Local application of high frequency currents are not to be used in 
(1) acute inflammatory processes such as acute non-draimng 
cellulitis (inflammation), acute arthritis characterized by infectio 
and acute pelvic infection. 
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INSTRUCTIONS FOR USE OF THE VIOLETTA 
HIGH FREQUENCY GENERATOR 

The proper application of the Voiletta is very simple, if the directions 
given below are strictly adhered to. 

(1) Insert the electrode in the nozzle of the generator. Do not push 
the electrode into the opening, but give it a twisting motion, 
thereby eliminating much pressure on its delicate glass struc¬ 
ture. On removing the electrode, follow the same directions. 

(2) Insert the plug into the electric light socket, then turn the con¬ 
trol knob on the other end of the generator. To the right applies 
an increase to the current. To the left decreases and shuts it off. 

Be sure current corresponds to voltage on nameplate. 

• • 

(3) Apply and remove electrode to and from the body with a quick 
motion. Thus applied and removed, the "spark" or slight tingle 
felt with a slow application, is eliminated. The electrode may 
also be applied to the body before the current is turned on 
and removed after it is turned off. 


f 

I 
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(4) The electrode should not be held still while in contact with the 
body, but should be moved slowly over the area being treated. 
Do not use pressure on the electrode. Simply move back and 
forth with a dusting-like motion. 

(5) Treatment may be through the clothing or directly upon the 
skin. If applied through the clothing, regulate the current with 
the knob at the end of the generator, to the thickness of the 
clothing and for comfort. Thick clothing or covering causes a 
longer "spark" and a counter-irritant effect. 

(6) In the indirect method of treatment, the person who is to receive 
the treatment holds the metal electrode in his hand while the 
electrode is inserted in the high frequency generator. A second 
person turns the current on the generator, then applies one of 
the glass electrodes to the area to be treated by holding in his 
hand the metal cap of the glass electrode. The second person 
actually draws the current from the body of the first. This 
method is generally used in very mild applications—particu¬ 
larly for persons who are extremely nervous. It may be used 
for body massage, facial massage and scalp treatment. 

(7) Do not operate instrument longer than ten minutes without 
twenty minutes intermission for cooling; otherwise, overheating 
of the coils may result in damage to the generator. 

(8) Do not use any tonic containing alcohol or other inflammable 
substance on the hair or any lubricant on the body containing 
same, in connection with the treatment as a spark from the 
generator might ignite any highly inflammable substance. 

(9) Start the treatment with a mild current and gradually increase. 
The further the knob is turned to the right, the stronger the 

current. 


>ji i*; i l 
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(10) When through using the appliance, be sure tv^n off the cur¬ 
rent at the switch, or better still, detach the pi. f Xv he socket. 
The current is not off the generator when the dj: mg knob is 
turned completely to the left, or off. Although .o current is 
passing into the electrode, yet the current is parsing through 
the coils and they will become overheated. Damage resulting 
from this cause is only the result of carelessness and is not 
covered in our guarantee. The safest method is to unscrew the 
plug from the socket when the machine is not in use. 

(11) Electrodes may be washed with soap and water and sterilized 
by the use of any recognized antiseptic sedition. Be sure to re¬ 
move electrodes before washing in water. o not boil electrodes 
in water or subject them to excessive changes of cold or heat. 


USE OF ELECTRODES 

The general electrode is used for the face and body and ony surface 
application. It is constructed with a lead in wire which increases 
the intensity of the current to cover a wide range of applications. 
The comb rake electrode is used for stimulating circulation of the 
scalp. 

The throat electrode is designed to fit over the neck and may be used 
to relieve congestion which so frequently arises after exposure to 
a draft from an open window or from an electric fan. 

The eye electrode is sm- ' tx than the general electrode and milder. 
It is designed to offer ^venient applications about the eyes. Can 
also be used on the je. 

The metal electrode is designed to conduct the current directly from 
the generator to the body. (See paragraph 6). 

Electrodes may be purchased separately. 
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No. 411 ThU outiu Include* 
the Violetta generator and the 
No. 1 general electrode. 

Price S13.30 

Packed In a »ub*'.antial case 
approximately 12z€x3. 




Cesco dtiqlv fyisvyuLona^ 

(JJ2& Violet Ray Equipment 

Made by Electro-Tochnic Products * 4602 Montrose Avenue * Chicago, III. 


The Advanced 

VIOLETTA KITS 


professional equipment especially developed to 
give therapeutic aid to the beauty practitioner 


For some time students of beauty culture have recognized a need 
for scientific electrical aid in treatments of the skin or the scalp. 
These advanced Violetta high frequency violet ray outfits have 
been developed for this practical purpose, and provide the thera¬ 
peutic values desired to aid in the correction of skin and scalp 
deficiencies. 

Applied over the body, the action of the electrodes stimulates 
the circulation of the blood. It brings nourishment to the hair 
follicles if used as a scalp treatment, or, if used for general 
body or facial work, the stimulating qualities of the rays carry 
the food values in the blood stream to feed the epidermis cells 
on the surface of the body. 

You will also find that patrons receive a very bene¬ 
ficial reaction from this high frequency treatment, as the 
H. F. current is mildly stimulating to the nervous system 
—leaving a pleasant afterglow and a sense of relaxation. 
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NO. 413 A practical, general purpeee kit that 
include* the Violetta generator with the No. I general 
electrode, the No. 3 comb electrode and the No. S throat 
eloctrode. 

Price $16.10 

Packed in a eateen lined caee with enop lock* and 
handle, wuh Individual compartment* !or electrode*. 
Si** approximately 12x9x3. 


Safe, easy operation 

qivoA, JLjjoiL ajmpIsdjL psuacsL mind 


A precision, scientific electrical instru¬ 
ment, the generator of the Violetta set and 
the accessories used with it are approved 
fay leading laboratories. 

The generator has been perfectly bal¬ 
anced 60 that it handles without effort, and 
the ribbed hand grip offers the double ad¬ 
vantage of providing both ventilation and a 
firm hold for the fingers. 

An exclusive patented arrangement of the 
vibrator mechanism thoroughly insulates 
the adjusting knob and screw—a shock proof 
feature every operator will appreciate. Spe¬ 
cial Cesco construction also keeps the con¬ 
tact points in perfect alignment, so that 
adjustment of the flow of current is smooth 
and completely controlled at all times. 

Violetta kits are made by the Electro- 
Technic Products Company, makers of tech¬ 
nical electrical instruments for the profes¬ 
sions and for industry, with a back-ground 
of years of successful experience. 



No. 414 This deluxe professional kit oilors a very com¬ 
plete set of accessories for the treatment of many common condi¬ 
tions, It includes the Violetta generator and the following eloc- 
trodee: No. 1 general. No. 2 condenser electrode fox concentrating 
treatments. No. 3 comb electrode for scalp and the No 20 full 
duration electrode for the removal of warts, corns and callouses. 

Price $20.90 

Packed in sateen lined cose with snap locks and handle lor 
carrying. Individual compartments for all electrodes. Size, ap¬ 
proximately 13six9Ux3V4. 
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The CESCO 

High Frequency Generator 
Vacuum Tester 



"TAUNT Ffc.NDtWG 

| HE CESCO high frequency generator is being used extensively by the largest lamp, 
radio tube, X-Ray and Neon sign Manufacturers in the country. In fact it is indis¬ 
pensable wherever exhausting of medium or highly evacuated glass containers is required. 
It may be carried from one room to another, weighing only lVi pounds, 2 inches in 
diameter and 10 inches long. 

The CESCO high frequency generator may be attached to any light socket. No 
batteries or transformers are necessary. The entire mechanism is contained in the molded 
bakelite handle. The mechanism consists essentially of an interrupter coil vibrating 
spark gap. condenser and Tesla or resonator coil. .The regulation of the intensity of 
the out-put current is provided for by an adjusting knob at the end of the instrument. 
A one inch spark of high intensity and high frequency is delivered at the metal terminal. 
Any metallic object or ground may be employed for the second terminal to complete 
the circuit. 

The CESCO high frequency generator replaces the ordinary spark coil and batteries 
in nearly every case of laboratory, commercial and educational use. Owing to the nature 
of the high frequency current, there is no danger of receiving a severe shock, accidently 
from this instrument, as from other high potential coils and transformers. It may be 
readily handled without fear or apprehension. 

While this high frequency generator was primarily designed for testing vacuums 
and locating microscopical leaks in glass containers and pumping systems, owing to 
its portability and low cost a number of new uses have been found. It is an indis¬ 
pensable part of equipment for any technical, scientific laboratory or school. 

The following are some of the applications of the generator. 

Determining the degree of vacuum by various colored discharges. 

Caseous contents of certain types of vacuum and radio tubes. 

Locating microscopical leaks in glass seals and evacuating systems. 

Educational use: -- — 

Conductivity of electric currents in a partial vacuum. 

Illumination of neon glow tubes. 

Effect of different vacuums on the color of the electrical discharge. 

Generation of ozone by electrical discharges. 

Phenomenon of corona discharges. 

The non response of the nervous system to high frequencies, etc. 

EXTREMELY USEFUL FOR TESTINC RUBBER. CLASS A OTHER 
NON-METALUC LININGS OF VATS. TANKS. ETC 

ELECTRO-TECHNIC PRODUCTS 


4602 MONTROSE AVENUE 


CHICAGO 41, ILL. 


This foster is also useful es a violet ray generator when used in connection with the electrodes shown on other side. 
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This Book 

is compiled from reliable 
Information. Tbe statements 
contained herein are con¬ 
servative and based on tbe 
big best authorities. 


THE VIOLET RAY 

is not claimed to be a cure- 
all, but its action is systemic 
as well as local and there¬ 
fore it is benefical in a wide 
range of diseases. 

Renulijfe Electric Co. 

Floor Marquette Bldg. 
Detroit, Micklg an 




Health—A Priceless Asset 

To sav health is priceless may seem an over-cst.mate 
of its value to those who have never felt its lack. But let 
health be once lost and even the most miserly would Rive 
the wealth of kings, if they had it. to recover this pre¬ 
cious thing. K 

i-ortunatcly. wc arc living in the day of modem 
science—that wonder-working hand-maid of nature 
and our lot. no matter how hard, holds bright hope of 
relief a-- compared to the darkness and suffering of the 
days of old. 

It is now well known that nature herself, is a most 
wonderful physician. She welcomes, appreciates and 
responds quickly to any intelligent aid extended. 

A method of treatment therefore, which actually 
works with nature, assisting in re-establishing correct 
and normal relation between functions of the body and 
working toward that result without disturbing any 
sound and healthy conditions which already exist, 
and without causing harmful after-effects—is really 
the only safe road to the recovery of health. 

Drugs arc far from ideal. So often their use leads 
only to disappointment—or worse. 

We believe cvcrv person suffering from any ailment 
for which Violet Ray Treatment is recommended is 
entirely justified in expecting relief and permanent 
benefits from the use of our Rcnulife Violet Ray- 
High Frequency Generators. These instrument^ 
render simple, safe and effective (even in the hands of 
the most inexperienced person), this great corrective 
agent. 

The mighty forces of electricity are harnessed in a 
health-giving administration, as pleasant and as safe 
as sunshine—yet powerfully effective. This scientific 
modification of electric current works always with 
nature, never in opposition. 

We believe that wc may be pardoned for taking pride 
in having designed and produced a Violet Ray appara¬ 
tus for self-treatment, procurable at a price within the 
reach of all—an instrument that makes possible per¬ 
sistent daily application. This continuous treatment, 
in many chronic cases, is more sure of results than less 
often applications which might be given by a specialist 
employing the most expensive apparatus. 

We are glad to have had a part in what we consider 
(and our opinion is confirmed by the statements of 
hundreds of appreciative people), a most valuable 
contribution to the general health, by having made 
available to people in their homes, this scientific, sen¬ 
sible and effective method of maintaining and regaining 
Priceless Health. 


Renulife Electric Company 

Originators and Manufacturer! of 
Rcnulife Violet Raq Generators 


Copyright 1019 Hcnulllc Electric <x>, Inc 





High Frequency Violet Ray Simply Exnl - 

High Frequency electric current ha P ' a, ned 
ferent effect on the human bodyThan ■£? cntir 'I> d,f 
ing results produced bv ordirinrJ^ tbc cr ude. Xyr 
shock, pain nor muscular contr’actlon'f' ^ Cre is no 
qucncy application. This is due Hifih 

has been made in thc current bv c^dnr, 0 ^" 8 ' *hkh 
scr '".° f ^r cCin JL c °i |s and other ^ 1 ^ i, , 1 ? g ' t through 
the \ lolct Ray Generator. The W ^ ,c h niake un 
brought into thc house for lighting tr^" 1 that ^ 

nX^fl ctc1 ^ modificd - virrr-w 

reduced to a low measure, while thr^L ° m Pcrag c « 
is tremendously increased and the^^ SS Vi rc or v °ltagc 
exceedingly high The result^Sh£U£ft tion ra ^ 
applied to thc human body our ^ Currcn '« 

to thc elcctnc waves because of thei^S^ ,nj *nsib! c 
of movement. Thc H.gh Frequence- fP^ty 

yct pcnctrativ e and effective P, “ sant 

ment caIl«?'t^^'efec^n^' ,b ^ 1 a ^hi^h 1 thc*Hi l"*** 

The Physiological Action of Violet Ray 

•y£C32 SS'S the b, “ i ~™» 

relation, but the evidence ofks exSce ^ h “ 
mg as thc world's knowledge increases. Some have cone 
so far as to declare that "electricity is life^ 8 
High Frequency current—Violet Ray—works in 

!SmSmS^h IOthCbc 7 cf £ of ,ifcce,t *' Wonderful 
have recently been made showing that 

fh>s ^r 8 “A 10n rcs Ppnds in an astonishing manner to 
this force. Garde.is have been charged with High Fre- 
cunrcnt ' causing the germinating life in thc 
seed to spnng up with a rapidity of growth and luxu¬ 
riant development most remarkable. Processes for thc 
employment of High Frequency in plant culture are 
now perfected for commercial use. 

The physiological action of Violet Ray applied 
“t ro ugh the glass vacuum electrode may be summarised: 
Benefits all nutritive processes; the oxygena¬ 
tion of blood and tissue and increased elimina¬ 
tion. 1 o these primary results is attributed the great 
potency of the Violet Ray as an agent for relieving and 
eradicating human ills and restoring normal, healthy 
functioning of disordered parts. 

There is no painful sensation produced when thc 
vacuum tube is held firmly in the hand or directly in 
ccntact with the skin of the body. Some heat is notice¬ 
able. When removing the tube away from thc point 
of contact a stimulating spark is produced. 

Summary of Vacuum Tube Effects 

I. Increase blood supply to a given area. 
l. Increase oxygen in the blood. 

J. Increase elimination of waste products 

4 Increase bodily heat without a corresponding nse in tem¬ 
perature. 

*. Locally germicidal. . 

0. Mild sparks stimulate or soothe according to lengtn 
character of application 
7. Strong sparks are caustic. 

<*•_Sparks to the spine increase the arterial tension. i he 

These effects while essentially local, are not necessarily tfv , 
current traverses the body in oil directions I rum the I**" 
but IS. of course, most intense and pronounced at tnc ou 
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Violet Ray High Frequency for 
Following Ailments 


Abxencs 

Anemia 

Asthma 

Arteriosclerosis 

[baldness 

Blockheads 

Brain F or 

Bronchitis 

Bunions 

Bruises 

Ciatnirh 

Circulatory Disorders 
Colds 
Chilblains 
Dandruff 
Deafness and Car 
Diseases 


Eczema Obesity 

Enlarged Prostate Pain in Abdomen and 

Facial Neuralgia Chest 

Falling I lair Paralysis 

Female Complaint l^ilcs 

Goitre Pimples 

Gout FN'orrhea 

Hemorrhoids Rheumatism 

Hay Fever Scon- 

Infantile Paralysis Sciatica 

Insomnia Skin Diseases 

Lameness Sore 'Ihroat and throat 

Locomotoi Ataxia diseases 

Lumbago Sprains 

Nervous Affections Toothache 

Neuralgia Weak Byes 

Neuritis Wrinkles 

Warts and Moles 


Made Safe for Home Treatment 

The Renulife Violet Ray High Frequency Gene¬ 
rator is so designed that anyone may take treatments 
right in his or her own home for any of the above dis¬ 
eases. with the aid of our charts and directions, which 
are written by experts. 

It is absolutely harmless and may be used upon the 
most delicate invalid or child without the least fear of 
injury. It is impossible to obtain a shock and there 
can be no possible harmful results. 

Most Compact and Convenient 

The Renulife Generators are the most compact, 
efficient and lowest priced Violet Ray generators on 
the market. They deliver a current of exceedingly 
high voltage and frequency, so necessary in electrical 
treatments. The length and strength of sparkorstrength 
of current is controlled by a convenient knob placed on 
top of the generator. 

Renulife generators are so designed that the operator 
does not have to carry the entire weight of the instru¬ 
ment in the hand when giving or taking treatments, as 
the handle is separate from the case of generator. This 
handle is light in weight and treatment may be given 
by a small child: there is absolutely no fear of a shock 
or disagreeable spark. 

As will be seen by the illustrations the generators are 
very handsome in appearance. They arc a most valu¬ 
able addition to any home and will deliver the currents 
necessary for ell classes of work. 

Improved and Patented Features 

Embodied in Renulife Generators are several im¬ 
proved features of construction affording added sim¬ 
plicity. convenience, durability and effectiveness to 
our instruments. The advantages of these patented 
features arc not available with any other generators 
on the market. 







Some Uses of Renulife Violet Ray 

We do not Attempt in this booklet to give full 5pcc , fl 
d,rcctions for apply.n K the Violet Roy treatment u ' 
briefly describe some of the many uses. The treat me,, 
chart and directions for operating accompanying each 
instrument takes up in detail just how to accomplish 
best results in treating each of the ailments enumerated 


Rheumatism 

Rheumatism of whatever kind is almost sure of ccr 
tain relief by treatment with the Renulife Generator 
T his may sound unreasonable to those who have suf 
fered the tortures of rheuma¬ 
tism. but it is true. We have 
known instances where after 
a single treatment of the 
Renulife Generator a suf¬ 
ferer has walked out and for¬ 
gotten the cane with which 
he hobbled into the office 
A thorough treatment has 
never been known not to 
give relief and in some eases 
every trace of the disease has 
disappeared in a very few 
treatments. 

In a few moments the in¬ 
flammation is taken out and 
the pain relieved. In severe eases which have been 
dragging along for years a series of treatments is gen¬ 
erally required. 

Neuritis 

Neuritis is an inflamed condition of the nerves, the 
pain simulating the pain of Rheumatism or Neuralgia. 
Any nerve may be involved. Brachial Neuritis is a 
common form. One high authority has stated that 
no matter what nerve is involved, the High Frequency 
current is curative in all eases. 




This is a disease which grips 
you in the small of the back. 
It is in reality rheumatism of 
the back. No matter how 
severe the pain the Renulife 
Generator will give relief in 
the very first treatment and 
normal conditions completely 
restored. 

You apply through y° ur 
clothing togetthe stimulating 
effect that brings circulation 
quickly to the part causing 
discomfort. 
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Neuralgia 

The old definition of neuralgia: "The cry of a starved 
nerve for blood holds to the present day. and the High 
Frequency Violet Ray current will certainly s Ur rlv 
this want. Starved nerve" implies that the nutrition 
fed to the nerves through the blood is below n . rmal 
By using the Violet Ray current the oxygen and nutri¬ 
tion in the blood arc increased and the nerves 
nourished and restored to normal. 


arc 


Sciatica 

Sciatica is in reality simply neuralgia of the Sciatic 
nerves. The same thing can be said of sciatica as of 
neuralgia or neuritis. In a few treatments the irritated 
nerves arc soothed and the pain disappears like magic. 

Statements of Renulife Users 

Headache and Nerve* — Received a Model R Generator and I 
am very pleased with it. My headache left me and my nerves are 
much quieter. 

Rheumatism Beaten—A few years ago I was a sufferer of the 
samo ailment. Rheumatism, and I was cured with one of your out- 
fits, so you see I have great confidence in them. 

Walked Out Well—Have just relieved one of our friends of 
Sciatic Rheumatism: walked in a cripple, walked out as well as 
any one else. 

Returned to Health—Your Generators are all that you claim 
them to be and then some. 1 have proven that to my neighbors 
by curing mv wife from rheumatism. Three months ago she could 
not walk and liad to be carried, today she does all of her housework 
and shopping—thanks to your Generators. 

Rheumatism Conqueror—Treated another gentleman for 
Rheumatism today, with good results. Had been home from work 
for three weeks. 'Hio other ease was seven weeks; with five treat¬ 
ments they art" doing fine, have no more pain aDd can do their work. 

One we had was of four months' standing; one treatment seems to 
have fixed this case alright. 

Good Results —Received Generator and have had good results 
from it for backache and rheumatism. 

For Sciatica—In regard to Model E Generator which I have used 
for eight treatments for Sciatica. 1 am more than pleased with it. 
Received more relief in this short time than 1 have from anything 
else in the last eighteen months, doping myself with many other 
patent medicines and liniments. 


Nervous Diseases 



The Renulife Generator does to the nerves just 
what the name implies. It re¬ 
news the life of the nerves. 

By treating the spinal column 
with High Frequency Violet 
Ray current the entire sym¬ 
pathetic nervous system is 
given a cellular massage which 
can only be obtained by this 
method of treatment by elec¬ 
tricity. The most severe cases 
of Insomnia. Brain Fag. Neu¬ 
rasthenia or Nervous Break¬ 
down yield in a remarkubly 
short time to this wonderful 
little agent which is within the 
reach of every one; numcly the 
Renulife Generator. 
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Headaches 



Treatment with the R„ 
life Generators will in ninct U - 
mne out of one hundred ca^ 
Rive instant relief. 

The Violet Ray stimul 
the circulation, enables the blood 
to throw off the poisons which 
arc at the root of the disturb¬ 
ance. and improves the general 
physical condition, so the head¬ 
ache is automatically relieved 


Where Headaches Occur 



Headaches at A or B arc con¬ 
gestive or frontal Eye trouble, 
or frontal sinus or nasal disease 
may cause the ache at A. Also 
such pain may come from dis¬ 
ordered stomach. A-B. from 
constipation. C. anemia or blad¬ 
der disease. D. E. from disorders 
of middle car. or of throat, eyes 
or teeth. E. nervousness, spinal 
irritation or female trouble. 


Paralysis 


Paralysis is merely a symptom of certain loan of 
injury which causes the complete or pan.al 
function of the muscle fiber. Excellent tesute J 
obtained by the application of High FreQuency on 
rent. The more obstinate eases may require 
treatments to attain the best results. 


Goitre 



Excellent results ha '***^ 

recorded^ ' Frequency 

dissolve and 

pi Td“£rs ** 

they have had pot 

cases of goitre * 1 Treat- 

yield to the Violet Ra> 

merit- trofc 

its external ^ ( hc 

is so shaped us to fir amut** 
throat. 
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Constipation 

Constipation has been called the mother of diseases 
Certainly it is responsible for more ills than most people 
suspect. Nervousness. Headache. Backache. Pimples on 
the Face, and a host of other ailments can be traced 
directly to constipation. 

Treatments of t he abdomen with the Violet Ray Gen¬ 
erator stimulate the bowels to do their intended work 
and there is no unnatural process whatever. You will 
notice results very quickly when you begin to apply the 

Rcnulifc Generator. 

Indigestion 

Everyone knows the pangs of indigestion, the burn¬ 
ing. aching, scalding pain wc call heartburn. 

By the application of the Violet Ray current the 
pain and discomfort arc removed, the flow of gastric 
juices is promoted and the natural action of the stom¬ 
ach or bowel is stimulated and assisted. 

Eczema and Skin Diseases 

Those suffering with Eczema and Skin Diseases have 
long given up hope of curing themselves of their dread 
ailment by means of salves, ointments, etc., as they do 
nothing more than soothe for the time being. High Fre¬ 
quency Electricity is recommended by Physicians and 
used by Specialists as the only relief for these diseases 
of the skin. 


Statement of Renulife User 

I had a stroke of pandyaU two yearn ngo and spent thousands 
of dollars seeking a cure but without results. In fact 1 have 
derived more benefit from your Violet Kays in three weeks than 
all other treatments combined. 1 feel almost certain of a com¬ 
plete cure. My arm and hand are as good as ever and I can walk 
comfortably and without a cane. I am feeling fine in eve O' way. 
Three weeks ag > I was ready for the junk pile. 1 cannot eaprrss 
sufficient thanks to you for my wonderful improvement. Any 
service I might redder you. kindly advise as it will be a pleasure 
to me. 




Catarrhal Deafness 


In deafness resulting from 
catarrh the application of High 
Frequency current will yield 
remarkable results when applied 
directly in the car by means of 
our car electrode. In a few 
treatments the ringing in the 
ears, which almost without ex¬ 
ception accompanies t he deafness 
caused by catarrh, will in most 
cases stop and in continued 
treatments the hearing will be 
bettered to a great extent. 

The warmth from electrode is 
pleasant, while the high fre¬ 
quency current overcomes the 
congestion. 
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Prostatic Diseases 

The results following the Violet Ray High F 
qucncy treatment of nil forms of prostatic disease 
extraordinary'; physicians report 90 per cent oW* 
all cases with no cases in which very percept ibleiJP 
provement was not recorded. 


Warts and Moles 

No longer need you have that feeling of discomfort ■ 
the presence of others hv the fact that your hands ^ 
face are covered with ugly looking wartsormoles. Treat¬ 
ment with the Renulife Generator removes them 
and leaves no scar. 


Anemia and Poor Circulation 

The primary action of High Frequency Violet Rav 
Electricity as generated by the Renulife Generator 
is to increase the circulation of the blood; when the 
vacuum electrodes are applied, there is soon produced 
a redness or hyperemia with all the resultant benefits 
of nutrition. 

It is this building up of the circulation which is so 
extremely beneficial in all cases of Anemia. Chlorisis. 
Arteriosclerosis, etc. 

Besides the increased circulation we also have by- 
actual count an increased number of white blood cor¬ 
puscles. which are the most active agents in destroying 
all disease germs which threaten us with all forms of 
disease. 


Statements of Renulife Users 

M. D. Having Great Success—I am having Brest success in 

the treatment of weak eyes. 

Eyes Improving—I have had the machine one woek and am 

«eU pleased with it and my eye* are improving. 


Weak Eyes 





The first treatment of Violet 
Ray High Frequency Electricity’ 
will leave a pleasant, delight • 
restful, sensation in the eves. • 
cases of weakening of the OP° 
nerves, inflammation or eye st™J” 
arc benefited in a remar -a 
short time so that the u ^ r 

the Renulife Generator rcp u 

it a*» a thing of magic. 


results are accompli^ 

torment of the circulation 






e 
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Scalp and Hair Treatment 


Practically every disease of the scalp, such as Dan¬ 
druff. Itching Scalp. Falling Hair. Grey Hair. etc., can 
be traced directly to the improper circulation of the 
blood flowing through the scalp. 

If we were to starve ourselves we could not live; con¬ 
sequently when the blood carrying the Oxygen and 
nutrition to the scalp becomes clogged or congested, 
the scalp does not receive its food. It is natural that 
it should die. This it actually does do and results in the 
above mentioned diseases. 

When the Violet Ray is applied to the scalp through 
the electrode, its primary’ action is to increase the circu¬ 
lation of the blood. Besides increased circulation it 
increases the supply of Oxygen or nutrition in the blood. 
Thus the parts which were slowly starving to death arc 
built up. nourished and restored to normal. 

Falling Hair. Dandruff and Itching Scalp are re¬ 
lieved after a very’ few treatments. Results arc manifest 
right after the first treatment. The hair takes on a life¬ 
like. glossy appearance. Dandruff and Falling Hair 
cease and there is no more unpleasant itching. It takes 
longer to restore the natural color to Grey Hair, but a 
little persistence will do it and many of the testimonials 
on file at our office from users in every part of the 
country testify as to the wonderful results obtained in 
treating diseases of the scalp. 

The rake comb electrode No. 2. is for scalp treat¬ 
ment. 


Statements of Renulife Users 



malic finger joints. 



my bonl and improved my hair considerably. 


for scalp afflictions 


Treat yourself 


and quality of 
your hair 


or to improve 
the health 














Beauty 

Iho largest and best known Beauty Parlors with 
branches in every large city in the United States havr 
adopted the Violet Rnv as essential equipment 
Our Renulife Violet Ray Generators designed for 
self treatments, virtually bring to your home all 

advantages of the modern beautv 
shop. I n fact you arc enabled to 
effect even more gratifying re 
suits than arc possible through 
an occasional treatment at the 
hands of an expert because daily 

J vou may make use of this won'. 

derful agency which works with 
Nature to refresh and restore. 

,h^ C Ji°! Ct J* 87 ,' S a rplied 

' through the surface electrode as 

_a massage. When the Face. 

11 | Chin. Neck and Bust arc treated 

with the Violet Ray, the blood 
I] is brought to the surface, the 

soft muscles arc gently mas- 
■ saged. the lines fill out. the 

wrinkles disappear and the bloom of Health is renewed 
The Violet Ray treatment is delightfully pleasant 
and is the most effective method ever discovered to 
retain a youthful appearance and to gain Beauty. It 
will remove blemishes, warts, moles, wrinkles, crows’ 
feet, pouches under the eyes, blackheads and sagging 
lines of the face and chin. A single treatment will con¬ 
vince you that it is a crime against yourself to be w ith- 
out a Renulife Generator when all marks and lines 
can be so quickly removed. 

Besides the treatment directly to face with surface 
electrode, which treatment you can readily give your¬ 
self. you will find it very beneficial to hold in hand 
general electrode or preferably the metal electrode, 
while another person massages your face with the 
hands. l~his draws the stimulating sparks to the sur¬ 
face thus massaged. 




A Statement of 
Renulife User 

Warts, 
Moles. Etc. 

1 bought 
two of your 
machines, 
sold one and 
used one. In 
some cases I 
have used it 
for massag¬ 
ing and for 

removing 
warts, moles 
and sot *} e 
birth marks 
and none 
have ever 
come back- 
The Comb 
CU-rmfk t* 


10 
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Location of Vital Organs 




7. Neck and Throat. 

8. Lungs. 

9. Heart. 

10. Stomach. 


11. Spleen. 

12. Kidneys. 

13. Bowels. 

14. Liver. 

15. Loins. 


Violet Ray applied at these vital scats is effective in 
restoring normal functioning. 


* 


How Violet Ray Benefits 

The Violet Ray is a thorough treatment: the irresist¬ 
ible. revitalizing powers of the Violet Ray being earned 
at once to every nerve cell, fiber and part of the body, 
even the heart" is saturated. It increases the oxygen 
in the blood, enriching and purifying it. and giving 
added vitality and strength and so eliminates thc 
poisonous waste products to which much disease i- du 
k exercises without effort or the weakening waste of 
energy The Violet Ray reaches and treats the cause 
of the diseases whether known or not and so strikes at 
the very root of the disturbance. 

The Renulife Violet Rav High Frc 3 u *™v ^ 
rent produces a cellular massage 
the contraction of muscles the .nd.vjdua cells 

arc stimulated by the osc,ll , al ' on m ° I ^vOTent in 
current. This causes a niarked 
nutrition and general health. The be - 
confined to the local area or part but is con 
tutional in results. 


Treat through 
Clothing 
to produce the 
Stimulating 
Spark 



tl 
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Pains and Aches 



Aches nnd pains nre messages from some troublcc 
organ, muscle or nerve It is a call for relief. It 

he tl>c stomach is in distress with 
an overtaxing load, or the bowel- 
congested, or the nervous syv 
tem in general reacting against 
some abuse. Ihc pain or ach< 
may be localized, whtlc the cause 
originated in a remote functiona 
rclution. 

A pain in an arm is likely tt 
be the local manifestation of « 
blood stream laden with poison 
which has also affected th< 
nerves— and the result is Rheumatism. 


The Violet Ray is the most potent pain and ache 
cradicator. because while it breaks up local congestions 
stimulating circulation, at the same time it acts dircctlj 
on the blood. A baptism of ozone purifies the blood 
relieving nerve pressure, pains and aches vanish. 


Treatment at Nerve Centers 



•*<••! Mn« of % si tow* 

° ,m * ° r 


In applying the 
Violet Ray to th< 
spinal nerve center; 
communicating with 
the parts under treat 
ment. beneficial re¬ 
sults are secured. II 
indigestion is present 
in addition to direct 
treatment of stomach 
region, there shoulc 
be a thorough goinf 
over of middle bacl 
at 4. And in like 
manner the propet 
nerve center shoulc 
be treated, as well a; 
local application, foi 
relief in any orgor 
or part. (See Chart 
herewith.) 

This indirect ap¬ 
plication will prov« 
of much benefit it 
treating organic dts 
orders. 
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Electricity and Life 

From the Elcctr al Experimenter. May. 1917. 

The Construction < f High Frequency Apparatus for 
Medical and Lecture Use. 

By Frederick Finch Strong, M. D. 

Lecturer on Electro-Therapeutics. Tufts 
Medical School. Boston. 






In the March number of the Electrical Experimenter 
the author pointed out that high frequency currents, 
when properly tuned, acted as "\Hal Boosters." in¬ 
creasing all the functions of the body and helping it to 
resist and throw off disease. This vitalising effect is 
not due to the mere liberation of heat in the tissues, for 
it is produced by the very high voltage ("Tesla") cur¬ 
rents as well as by the heavy amperage ("D'Arsonval") 
currents from which the thermic effects arc usually 
obtained. 


When the writer demonstrated the first therapeutic 
Tesla Coil and the first Vacuum Electrode—(in 1896 
before a Boston Medical Society)—and suggested that 
the method was destined to come into general use as a 
vitalising agent, he was laughed at by his colleagues: 
vet today there is scarcely a well-equipped physician's 
office in this country or in Europe that does not contain 
some form of therapeutic high frequency apparatus 
Even the barber shops of the present time have their 
small "Violet Ray" outfits: and they arc not by any 
means "fakes" for they produce real results, such as 
the relief of headache, neuralgia, skin diseases, ct cetera. 


Unlike many other forms of electricity, these currents 
may be administered to patients with perfect safety. 
In twenty years' experience in Electro-Therapeutics 
the author has never known of harmful results from the 
use of Tesla currents applied through a vacuum elec¬ 
trode. The writer is a firm believer in the use of the 
Tesla currents in the home—if each member of the 
family could receive ten-minute daily treatments from a 
small’high frequency apparatus, the general standard 
of health would be greatly increased. This has been 
demonstrated in hundreds of cases. 

The author has interviewed a number of more promi¬ 
nent authorities on medical electricity and they a£ r< -'- 
as to the vitalizing effects resulting from the daily high 
frequency treatments. 


- 


There is no quackery or uncer¬ 
tainty about the High Frequency 
current. It is not claimed to be a 
"cure-all." Its effects arc system¬ 
atic as well as local, and therefore 
it treats fundamentally. A thorough 
cell massage is given with a health¬ 
ful. stimu lat ing effect. 1 1 is a potent 
aid in restoring to normal the phy¬ 
sical condition that may have been 
impaired from most any cause. The 
results obtained are almost unis cr- 
sally beneficial and never harmful. 
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Or one os a Therapeutic Agent 

(Quoted from Hith Authorities) 


"Ozone acts os n powerful nntisep. 
tic with diseased mucous surfaces, con¬ 
sequently its beneficial action is quick¬ 
ly apparent in the treatment of bron¬ 
chial and laryngeal affections, catarrh 
hay fever and all diseases of the res¬ 
piratory organs. When inhaled it has¬ 
tens the oxidation of the blood, in¬ 
creases the red blood corpuscles, and 
by producing a feeling of well being 
in the patient is of the greatest value 
in neurasthenia, melancholia, hysteria, 
psychologic impotence and other 
neuroses. ' 

CHAS. S. NEIS\VANGER. M D. 

"Indications. In one sense of the 
word, since oxygen is so essential, it 
might easily be claimed that ozone 
was indicated in any bodily ailment, 
and I am of the opinion that its in¬ 
halation would be beneficial to the 
extent that pure air would be desir¬ 
able. but there arc some diseases in 
w hich it is of particular benefit. Among 



these arc anemia: all diseases of the 


respiratory’ organs, including tubercu¬ 
losis: infectious diseases: and all condi¬ 
tions where there is imperfect oxidation 
and impaired nutrition. An ozone 


inrni* Vine Kl»i*n rlrnvwicfrafrH tO be 


The ’ 
erntor 

of our model*: lumuhe* 
oeooc for inhaling 



NOBLE M. EBERHART. M. D. 

Ph. D. D. C. L. 


Pr.ee $9 50. 


Physiological Action 


Ozone increases the oxygenation of the blood and 
tissues, incrc. 
the number 



that a decrease in white 
blood corpuscles is pro¬ 
duced if they are above 
normal. Germ are de¬ 
stroyed by it and it has 
been shown capable of so 
thoroughly disinfecting 
.sewage that the filtered 
water was pronounced 
suitable for drinking put* 
poses. It is distinctly de¬ 



odorant 


Dr. J T. Gibson says in 
Advanced Therapeutics: 


"In advanced cases with 
cavities ond much ex¬ 
pectoration. I think there 
is no meuns of so muen 
use as inhalation of ozone. 
It empties the lungs ot 
detritus and pus. revivuy- 
ing the blood, disinfecting 



Physiological Action—Continued 

the parts of the lungs reached, and after the first irrita¬ 
tion of its use has passed off. there is nothing that gives 
the lungs the sense of rest and quiet as docs this agent. 

I have seen the quantity of sputum lessened to a most 
remarkable degree, and fever disappear, and all 
symptoms improve by the use of ozone inhalations." 

Anemia and Chlorosis 

In a paper read before the American Pediatric Society. 
Boston. Dr. A. Caille reports the favorable influence of 
ozone in a number of eases of chlorosis and anemia as 

H well as other diseases, and in his conclusion, says: "In 

chlorosis and anemia, ozone inhalations arc exceedingly 
valuable from a therapeutical standpoint, and give 
better and prompter results than any other form of 

I medication." 

Ozone From the Renulife Generator 

Ozone is simply a concentrated form of Oxygen 
Without Oxygen we cannot live. When we breathe we 
fill the lungs full of pure air or oxygen. This oxygen 
passes through the walls of the lungs, at the same 
time passing through and purifying the blood, which is 
flowing through the walls of the lungs and which comes 
there from every part of the body to be purified. 

It is the lack of pure air to purify our blood that 
causes us to be overcome with disease. Being cooped 
up in an office or factory all day long is responsible 
for most of our diseases and particularly diseases of 
the respiratory organs. 

The Renulife Ozone Generators deliver Ozone 
in large quantities for inhalation purposes. The Ozone 
penetrates every cell in the lungs, purifying the blood 
destroying disease germs and soothing the inflamed 
tissues. For Asthma. Catarrh. Hay Fever. Coughs. 
Colds. Bronchitis. Tuberculosis, etc., there is no better 
treatment known. 

Our Ozone inhaler attachment No. 25 is designed 
so as to fit the handle of any of our Generators. Ihc 
High Frequency current conducted through this 
attachment creates ozone in quantities, confines it and 
filters it through an oil so that one may inhale it with 
maximum bene¬ 
fits. 

V In our Type 

C instrument an 
Ozone Gener¬ 
ator of very effi¬ 
cient design has 
been built right 
in the case. This 
is equipped with 
a mask fitting 
over the mouth 
and nostrils for 

1. inhalation pur¬ 

poses. 


is 
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KEEP WELlJ 



Renulife Violet Ray Generators, Most 
Efficient, Compact, Durable— 

Lowest Priced 

i 

I he hundreds of testimonials we arc receiving from 1 

satisfied users prove to us conclusively that we have 
achieved our aim; that of placing within the reach of 
everyone the means of renewing or restoring the Health 
to normal. T o date the greatest drawhack has been the 
enormous cost of the instruments, making treatments 
only possible for those who could afford to spend a small 
fortune in renewing their Health. Hospitals and 
Specialists have used large instruments for years, being 
forced to charge large payments for their treatments. 

In placing our generators on the market, we have placed 
the most efficient health builder known to science at a 
price that is within the reach of everyone. 
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The Statements of Renulife Users 
published in this book arc taken from letters 
written to us. They are the unsolicited 
expressions of people made w ithout intent 
of giving public testimony. Original letters 
in our file. 


Best Ever 

I (hint it I* one of the best little machine* that was cvcr ln _ 
vented. 


Like Charm 

A neighbor lady was suffering from lumbago and could not move, 
and my wife brought over the Generator and in less than >m minutes 
the lady was greatly relieved. The Generator worked like a charm 
The news spread about. 


Appreciate It 

At my birth I was token with instruments, and a nerve in my 
face was injured so that when I laughed my mouth was crooked 
Since I used your machine, my mouth no longer looks that way 
when I laugh. It has helped the nerve in some way. and I am 
pleased about it. 

My fnend. too. finds she sleeps now. whereas before she never 
slept more than three hours all night. She is much pleased with her 
machine. 


Beats All 

Your Generator is just the thing for me That tired feeling has 
left me and I feel like myself again. You sold one to my son. Emet. 
and I'm surprised what it is doing for me Bests oil dope 1 took 
and 1 con tell you I took some in my lifetime. 


As Represented 

I received my Violet Ray Generator over two weeks ago. and 
found it in perfect condition, and am satisfied with it. I must 
also state that Model E is as good os it lias been represented by 
your catalog- 


instant Relief 

Obtained almost instast relief for my hay fever. 


Nervousness 

I received your Model "E" Generator in good condition, and am 
very much pleased with it. It has relieved me of the nervousness 
and alro it has helped me o great deal in using it for the treatment of 
rheumatism I am very much pleased with your Violet Ray 
Generator, and although having used it but a short time, feel sure 
it has already done some good. 


For Eyes 

I have had the machine one week and am well pleased with it. 
and my eyes are improving. 


Cures Neuritis; Relieved Throat 

I wish to advise you thot after using one of your Renulife Violet 
Ray Generators for a short time that I am completely cured ol 
Neuritis. It has also assisted wonderfully in relieving my thruat 
before singing 


Catarrhal Deafness and Ringing in the Eurs 

I had a catarrhal condition in one ear that caused a ncuinc 
oe ringing sound and have had four or five treatments siin 
ear tube, with very great benefit. 






For Singers 

After taking one treatment fmm your generator on my throat 
f,„in<i Immediate relict and was able to work. 


Nervous Breakdown 

l nm taking thi» meant to inforni you what n wonderful Instru¬ 
ment you are offering the public The following Is an experience 
1 had with n case w ncrvHWbfcakdou-n and fainting. 

In less than one minute this lady was remarking how good she was 
feeling and in twenty minutes looked as if nothing h«J happened, 
in fact said she felt better than she had for some time. I believe 
it would be a favor to inform the public of this experience and 
should convince any skeptical persons ns to the merits of this 
machine. 


Varicose Veins 

I have hod wmc experience w ith a Violet Rnv machine as treat- 
ment for Varicose Veins and worked wonderfully. 


Dandruff, Falling Hair 

After using your Violet Roy for u short time I wish to tell you 
that it has completely cured me of falling hair and dandruff. My 
wife, who has suffered with headaches for years, has also been cured. 


All We Say of It 

I received O K. the Model E generator. I am using it and find 
it all you say of it. 


General Breakdown 

I was feeling sick all the time and I bought one of your gen¬ 
erators. I used it about one week and 1 was cured. 


Pyorrhea 

Noting the cure of “Pyorrhea" with your home treatment 
"Violet Rays" led me to give your treatment a trial. I am Irani; 
to state that the applications mnde thus far show a r.iprd improve¬ 
ment. I was annoyed by the formation of pus sac-' on my gums 
presumably from decayed teeth. The treatment is mild and pleas¬ 
ant and common sense would as in my case warrant the application 
which has made the expenditure profitoble in that particular curs, 
t am sure at profitable results in other directions. 


Rush It 

I used this machine on a musician one time and he suss order 
me one and order it quick." so you sec my rush. 


Feeling Better 


Will say we seem to be feeling much belter after using it. 


Goitre Treated 

One lady here had a double goitre for which she has been treatec 
successfully. 


Physician's Advice 

Every house should have a Rcnulifc Violet Ray jf 
Generator for the treatment of the Simpler uilrorn _ 1 Ir.iJ- 

Meuraleix. Nevini is Sore Throat. Kernels tn Nes'k. ( I, __ 

ache. Stiff Neck. Muscular Soreness. Rheumatism. 1 “™> |t , on 
in short, pain of all kinds. Growing pains . c, ’^7w,or £«ies. 

Pairts. and fatigue. A good thing to apply till the Is . 

then ask foe lumber inuructlons First rrmovccelluk»d 

and ornaments containing It. also metal s are bee ri-ult, 

•Pt'ly the Vailet Ray High l-resjuenty current. anJ exiw , 

m »* »n u Kcnulifc Cacncrator 





For that Tired, Worn Out, Run 
Down Feeling 

These strenuous days make heavy drafts on r** 
store of nervous energy. When in full vigor. we with- 
stand these debility effects and come back daily with 
strength renewed by nature. 

Some constitutions will stand twice the abuse that 
others will, but excess persisted in will break down th« 
roost perfect human structures. You notice a lessen 
mg of your animal spirit: you realize that there is s 
limit to your capacity for endurance: your appetite i: 
not so healthy: your back aches: you have dizzy spells 
when you stoop; you have pains in your chest an< 
shoulders: spots float before your eves: your food doc 
not digest; your bowels arc irregular; you do not gel 
rest from your sleep, but aw'aken tired; you are dul 
and without your old ambition: your vital force is 
low in fact you arc breaking down. Youth is givinj 
aw-ay to the ravage of wrong living. 

Fortunately taken in time nature will repair the 
damage, if you give her the right aid. 

Get your blood circulating properly again. Tone an< 
restore the quality of the blood, tissues and nerves 
With a Renulife Violet Ray you can stimulate ant 
revitalize your entire system, re-establish circulation, 
set all the vital functions in healthy, robust action. 

To those who have wasted the vivacious energy ol 
youth by excessive high living and those who find tht 
spark of vitality growing fainter, and to all those who 
feel that their vital forces arc slow of action and whe 
lack the fire and ambition of youth, the Renulift 
Violet Ray is the greatest boon available—offers jus! 
the way to health and strength. 


Statements of Renulife Users 

Certainly Pleased -Received your Generator Model "B " I am 
oertaimy pleaaed with it. It does wondm. It ia very handy to 
carry around. 

“ Ver X Eapenaivo On*—Wish to any that the Model 
k I* * ywy Rood little machine. I find the ni^Kino jg a a Rood 
through clothing as a very exprnaivo machine from which I have 
been taking treatments. 

Better than Expected — Your Model **B M arrived, as did extra 
rJcctrodes, and have proven themselves far beyond my anticipa¬ 
tion. 

Much Benefit —I am receiving much benefit from it. 

Soothing Pain Reliever —1 find it a eoothing pain reliever. 

Better Than for Yeare —I have used generator for three wreka 
ami can say 1 am feeling better than have been for yearn. 

Useful and Health Giving —Sometime ago I bought one of your | 
Kenulife Violet Ray Generators, ami I find it a very useful and 
health-giving machine. 

A Little Wonder —I would not pert with it for five time* the price, 
if Z could not get another one liko it. It is euro a little wonder. 

Proud of It —Last week I received the little generator ami I am 
very proud and satisfied with it- I feel better eince I used it. It n 
a wonderful little instrument- 1 thank you very heartily. 

Restored Health -Am glad to aoy that the little machine which j 
I am unmg ha* truly restored my health into good condition. 1 
highly recommend it. 
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Designed Especially for 
Beauty Parlor Use 

Attractive White Ivory 
hinished Cabinet 



Beauty Parlor Model G 

This instrument has been especially designed for 
Beauty Parlor and Barber Shop use. It is made to 
withstand continued usage and is equipped with 
coils, etc., to deliver the current best adapted for hair, 
scalp, massage and facial treatments. 

The case is beautifully finished in white enamel with 
all metal parts nickeled. An extra length of connec¬ 
tor cord facilitates the movements of the operator 
in giving treatments. Size 6' x 4J£' x 4K"- 

This handtome outfit complete with General 
Surface Electrode No. 1, Rake Comb Scalp Elec¬ 
trode No. 2 and Metal Saturator Electrode No. 3 
for indirect mateage. . $30.00 

Our Standard Generators are designed to operate 
on 100 to 120 volt, alternating or direct current. Gene¬ 
rators to operate on 32 volt lighting system or any 
voltage other than standard furnished at additional 
charge of $2.50. 


Wonderful Results—I am getting 

Generator, and it is worth many time# 


wonderful rrmnlim from your 
the price I gave for it 


Cr«t Relief—1 have had great relief “ p “ 

that ha. troubled me lor over twenty v*ar.-ao am re«d> 
the nrx.„ of th« High frequency Violet Ray. I have wrm 
two friends advising them to try it. 

Vary SatiefactoryHaving uamf ooa of 

Una put winter at Miami. Ha . I 6ml ihmk to bring ooe 

aak you to eeod me eome i’neo Lieu. a. I did not thrna to 

with me. 









A Small Portable Outfit 
Built in a Carrying Case 



Model F 

This instrument is slightly stronger than the Model E 
and is built in a self-contained carrying case, seal-grain 
kcratol covered, velvet lined, with electrode clips in 
lid for earn ing four electrodes. There arc no exposed 
metal parts on instrument. 

It is a most convenient outfit for earning about: 
handsome and efficient, size of case when closed 10' x 
4x 7'. Regularly equipped with No. 1 General 
Surface Electrode and No. 3 Metal Saturator Elec¬ 
trode. 

Price, complete as shown . S30.00 

Our Standard Generators are designed to operate 
on 100 to 120 volt, alternating or direct current. Gen¬ 
erators to operate on 32 volt lighting system or any 
voltage other than standard furnished at additional 
charge of $2.$0. 


Mui Rslisf— It is rivina rcx> vary satisfactory result*, and most 
rrlwf from pain of anything I have ever tried. 


Physician's Statement—I have been usina one of your Violet 
Hay Generators and have had wonderful rrsulu. and through tnr 
results one of my patients has asked me to send for one ot your 
Generators that elm might have one at her disposal all the tun«* 
She asked me to send for your model 


Pleased with Result* — May MV that my Generator wmw “* 
good condition and am highly pleased with the result* obtained 
from it* use. 


Works Fins—I received the model Generator O. K. It i* a 

hoe instrument, and work* fine. 
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A Larger Portable with 
Carrying Case Separate 



Model A 

This instrument delivers a current of exceptional 
high frequency and voltage, has increased condenser 
capacity. It is not made in self-contained case but 
separate earn ing case is included as shown. 

Sire of instrument. 8'x5'x 

Sire of case. 12' x 7' x 6'. 

The sides of the instrument are covered with black 
seal grain keratol and top plate is of rich mahogany 
finish, all metal parts highly nickeled. 

Carrying case is fitted with leather handle; case 
entirely covered with black seal grain keratol and 
lined with purple velvet. Ample space is provided for 
cord and handle and lid is fitted with three electrode 
holders. 

Price of Model A complete with No. 1 General 
Electrode and No. 3 Metal Saturator Electrode 
and Carrying Case.. . . $37.SO 

Our Standard Generators arc designed to operate 
on 100 to 120 volt, alternating or direct current. Gen¬ 
erators to operate on 32 volt lighting system or any 
voltage other than standard, furnished at additional 
charge of $2.50. 


Help* N'trm—I am pleaord with lie- grat-raUir, and find it a great 
benefit to my nrnnw, ami health in general 

Find It a Wonder — I have tried the maehine and 1 find it to he 
a wonder. I have ahown it to sewn] of the friend* and neigftbor* 
and they all arm to like it 
It has been worth the money already. 
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Built in Self-Contained 
Carrying Case 


Model B 

This Generator electrically is similar to our Mode! 

;± .‘l bU : C ln 5clf ' containcd carrying case of sub- 
stant'a!. handsome construction. Case is covered with 

^ Cr ?L°J^ and , is futcd w,th heavy nickeled 
comers and lock: lined with rich purple velvet The 

therH° f feo?* fU, r y JP 01 ^ 1 nlJJ hogany finish. In 
the lid arc holders for five Electrodes. 

Sire of case 12 r x 9' x byi*. 

This outfit is of the highest quality throughout and 
represents maximum value in a portable High Fre¬ 
quency Generator. Used extensively by professional 
people as well as in the home. 

Price complete, a* thown, including No. 1 Gen¬ 
eral Surface Electrode, No. 2 Rake Comb Scalp 
Electrode and No. 3 Metal Saturator Elec¬ 
trode ... S4S.00 

Our standard Generators arc designed to operate on 
100 to 120 volt, alternating or direct current. Genera¬ 
tors to operate on 32 volt lighting system or an v voltage 
other than standard furnished at additional charge of 

52.50. 
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A Most Complete Portable Violet Ray 
for Both Professional and Home Use 
Ozone Inhaler Built in 



Model C 

This model is sometimes called our Model DeLuxe. 

It is the utmost in Violet Ray outfits. It delivers two 
qualities of High Frequency Electricity and includes 
a self-contained Ozone Genera tor of high efficiency. By 
means of a three-way switch conveniently placed on the 
highly polished mahogany finish plate a current may be 
selected for internal treatments which is of exceptional 
smoothness and produces exactly the correct amount 
of heat; or a current for external treatments mav be 
selected with no further adjustment of the controlling 
knob, or the current mav be completely turned oil 
the Violet Ray. and the Ozone Generator put into 
operation for inhalation purposes. This instrument is 
ideal for physicians or for anyone desiring the maximum 
in home treatments. Both qualities of High frequency 
Violet Rav arc adjustable from very mild to strong, tne 
range in both being very wide. The Ozone is grocrati. 
in immense quantities and is filtered bv passing throu,. • 

pine needle oil before being inhaled. All metal par 

Highly nickeled. . 

Size of case 14 ' x 9' x 6# '.—lined with heavy purple 
velvet and covered with black seal grain keratol. 
fitted with heavy carrying handle, heavy 
nickel plated comers. 

Price complete at thown with No. 

Surface Electrode, No 3 Metal Saturator l 

No. 16 Eye Electrode. No. 7 ln * a J at ‘i* b Z t lc 
Electrode. No. 18 Condentor Electrode, one bott^ 
of Renulife High Frequency iin.menf, one * 
of Pine Needle Oil for Oxone Generator and 
copy of Dr. Eberhart’e High Frequen y c^s.OO 
1919 Edition ... 

Our standard Generators are designed 
on 100 to 120 volt, alternating <> r 5 **r«t curren ^ ^ 
erators to operate on 32 volt igh g^ additional 
voltage other than standard furnished at 
charge of $2.50. 
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For Homes Not Wired With 
Electric Current—Any model 
except “C" furnished to 
operate on Dry Cell Batteries 







Battery Generators 

^ c f urniJ, h any of our standard instruments with the 
exception of our Model C to operate on thirty ordinary 
dry cell batteries, rhe dry cells may be purchased 
from any local dealer or garage by the user of the in¬ 
strument for a very small outlay and are sufficient to 
operate any of these instruments for practically a year 
with ordinary use. After this time they would have to 
N: replaced with new dry cells. We furnish the instru¬ 
ment ready to attach to the dry cells and also furnish a 
diuc print with each, showing how to connect the cells 
an generator to obtain the best results. Instruments 
u , arc c aimc d to operate on six or eight dry cells 

\ C n P rovcn satisfactory and must be continuously 
W,th ncw ce,Is - 50 that we have found this 
rnct not e^y more satisfactory to the buyer but 
much cheaper to operate, and it also docs away with 
rcchar* 0 ^Vjmee of changing cells monthly or having them 

The current delivered by our battery' models has the 
tr.Tt'cd^ Ua t "" an<1 Cf * cknc y as c^r regular models illus- 

t7 P -^ CC 1 f ° r B cncra tors, ready to attach to dry cell, 
above price of regular models. 


We do not furnish the 
Dry Cell Batteries. These must be 
provided by the purchaser 
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Increase Your Efficiency through a Course 
of Violet Ray Physical Culture 

The stimulating and eliminative effects of the Violet 
q av are of inestimable benefit to the modem business or 
professional mnn who is cooped up in an office or store 
all dav. and who has not the time for gymnastics or 
systematic physical culture activities. Sitting in a 
chair for hours at a time, his circulation becomes slug- 
the poisons arc not eliminated properly from his 
bodv and his nerve force is expended more rapidly than 
it is' generated. A run-down, tired-out condition re¬ 
sults. which lowers his general working efficiency and 
which takes the edge off his normal mental alertness. 

Results Like Exercise 

The accepted remedy for this condition is exercise, 
fresh air. and bodily movement strenuous enough to 
start perspiration. The physical culturists tell him. 
and they are right, that he should set apart a daily 
period tokeephimsclf in condition, toget the blood flowing 
through his veins, to stir the eliminative and other 
organs to action, and to get the vitalising effects of 
physical exercise. The "Tired Business Man" is con¬ 
vinced. and may for a time walk to the office, or start 
the day with a short period of setting-up exercises, 
but he soon forgets his good resolutions and descends 
back to his former state. 


Additional Benefits 


The daily application of high-frequency electricity will 
accomplish all the beneficent results expected of exer¬ 
cise with the exception of biceps-building. The 
blood is sent coursing through the veins: the poisons in 
the blood arc eliminated, as chemical tests show; the 
nerves arc charged with energy: the organs arc made 
to function normally. The use of Violet Ray will 
assure abounding vitality, a feeling of well-being, and 
the reserve strength of ample nerve-force even more 
effectively than exercise. In addition to the well- 
understood effects enumerated above there is a lurcher 
svstcmic effect for which we have as vet no adequate 
theory. We refer to the effect of electricity’ on life- 
cells and all protoplasmic matter. Plants germinate 
much more rapidly and grow far more luxuriantly w -n 
charged with high-frequency electricity, as tests 



lion and nervous apparatus. 



(C) Jeff Behary 2020 






(C) Jeff Behary 2020 











description of electrode 

USES AND PRICE LIST 

No. 1 Surface or General Body Electrode. 

suited for all exterior surface treatments. SI .00 

No. 2 Rake Comb Electrode, especially for 
scalp treatment. Falling Hair, Dandruff. Gray 

Hair... 2 25 

No. 3 Metal Electrode Held tightly in hand 
for systemic treatment—Nervousness. An¬ 
emia. etc.—also held by person while being 
given a hand massage of face or scalp by an¬ 
other person. 1.00 

No. 4 External Throat Electrode, specially 
designed to fit closely over neck, for Goitre. 

Tonsils. Double Chin, etc. 1.75 

No. 5 Internal Throat Insulated Electrode, 

particularly for professional use. 2 00 

No. 6 Internal Throat Plain Electrode, par¬ 
ticularly for professional use. 1.25 

No. 7 Rectal Insulated Electrode, designed 

for treatment of prostatic trouble. 2.00 

No. 8 Rectal Plain Electrode, also for rectal 

and prostatic treatment, professional use. 1 25 

No. 9 Vaginal Insulated Electrode.2 00 

No. 10 Vaginal Plain Electrode. 1.25 

No. 11 Urethral Insulated Electrode, par¬ 
ticularly for professional use. 2.00 

No. 12 Urethral Plain Electrode, for pro¬ 
fessional use.. • • - 1-25 

No. 14 Fulguration Electrode, for cauterizing 

and removing blemishes, scars, warts, etc. I 50 

No. 15 Spinal Electrode, best for spinal treat¬ 
ments. * 

No. 16 Single Eye Electrode, made to fit over ^ 

eye. with lids closed. ■'* 

No. 17 Double Eye Electrode, for treating 

both eyes at the same time. L - w 

No. 18 Condenser Electrode, made w ith metal 
conductor within vacuum to concentrate cur¬ 
rent. producing strong, even flow-. Best lor 

deep seated cases in place of No. 1.. ... 

No. 19 Cataphoric Electrode, for professional 

use. I 50 

No. 20 Spiral Electrode...j" 

No. 21 Ear and Nasal Insulated Electrode, 
for internal ear treatment for deafness: also to 2 M 

internal nose treatment.. ... • •: ‘ ‘' 

No. 22 Ear Special Insulated Electrode, bc.-t ^ 
suited for internal ear treatments. ....•••••_•• 

No. 23 Ear and Nasal Plain Electrode, for in¬ 
ternal treatment of nose and ear. tor P 1 | 25 

No!°24 1 'special Vaginal Electrode, ^ ^ 
perforations, generating purifying -one in n , -j 
ally. Particularly for inllammation,. ••••••"• 

No. 25 Ozone Generator, described on a p Q 

mSS* Tonic Saturator Eire,rode 

(pat ■ applied lor). 

ISil?SSSo'So^ u-t- i. in extort -h ; „ 
grounded object. -> 

No. 27 Special Pr r ' 

Electrodes not guar cvi* •' M W gg 


Jt 
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A Working Manual of High 
Frequency Currents 

By Noble M. Eberhart. M. D. Ph D D C ! 
fessor and Head of Department of Phvsiokjaic fiC ro ' 
pcutics. Med Dept. Loyola University. Chica,Jn 
fe^ir of High Frequency Illinois School 

fust what the name implies, a working handboot- 
telling how to use these currents No lcn«hvrf?'* 
cussions. no perplexing technicalities (nr. red taoet 
U4 pogc.vover 60 pages of illust rations I landsonSv 
hound. Price S3.00; postage 10 cents. 

High Frequency Liniment 

Pil!l i * pr 2 Wation is manufactured by the Renulife 
Electric Co., especially for use in connection with 
electric treatment, lor rheumatism. neuralcn 
neuritis and kindred ailments, it proves invaluable K ’ 

Per 801116 .SI .00 


Pine Needle Oil for Ozone Generator 

Per Bottle. 


S0.50 


Insulated Electrodes 


aUO E ° f c ' cc ^? dcs prevents leakage of cur- 
r^t at side walls and delivers full benefit at point c.f 

cSt^drs 1 ^ partS t0 b tV cated - ,n usin R internal 
S ,nscr * before turning on current at 

electrode ^ tUm currcnt before withdrawing 

Dr. Snow’s Set of Vacuum Electrodes 

These electrodes arc designed for general use. The 
set contains the following electrodes. Bodv. Vaginal. 
Kectal. Throat. Urethral, and Nasal. 

Packed in cardboard ease.$6 00 

Each Electrode singly. j 25 

Renulife Electric Company 

Sixth Floor Morquotto Building 

Detroit, Mict. 

/■3 - 4 - 

-&<27r-S?/• 


32 
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Electrode 

Applicators 

/•V*r l se in C.onnvrtinn II ill j 



\ iolet Ray 
Generators 


XL' 


Wamt/arliirrd l»v 

Renulifc Electric Co. 

Harper at Rivard 

DETROIT II. MICHIGAN 

Orifginntttrs anti Manufacturer n of 
Henulife I inlet liny (•eneratnrs 










GENERAL INSTRUCTIONS 
FOR THE USE AND CARE OF 
RENULIFE ELECTRODES 

In treating the surface of the body, always keep 
the electrode moving slowly. Never insert or re¬ 
move an electrode from an orifice of the body 
when the current is turned on. Electrodes that 
are to be used internally should be lubricated 
with cold cream or vaseline before being in¬ 
serted. High Frequency electricity is a germicide, 
yet sanitary rules must be followed in the care 
of electrodes. To sterilize them, immerse in a 
weak solution of carbolic acid or in Lysol. Then 
wipe thoroughly with a clean cloth or absorbent 
cotton. IMPORTANT To get the maximum 
strength from an electrode, always hold the end 
of the handle nearest cord. 

Always insert electrodes into the handle with 
a straight push. Don’t TWIST. Remove with a 
straight pull. DON T T\\ 1ST. Never use the 
generator when in a bath tub or when grounded 
by means of a radiator, electric fixtures, water 
pipes, etc. 

Never use the generator on the scalp when the 
hair has been treated with a tonic containing 
more than 10% alcohol. 

Should the electrode at any time not give off a 
spark when the generator is operating, the fault 
is with the electrode. Air has gotten into it and 
destroyed the vacuum. It has very' likely in some 
way been cracked, although the crack may not be 
visible. In any event, if the generator or elec¬ 
trodes are not working properly, we would sug¬ 
gest that you write us immediately, telling us just 
exactly what the conditions are. This may avoid 
the necessity of returning generator to us. 

Talcum Powder should be dusted over the sur¬ 
face of the body being treated to allow free move¬ 
ment of glass electrodes. 
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No. 1 Surfaco or Control Body Etocfrodo 

Suited for all exterior surface treatments.$1.25 

No. 2 Hoi. Comb Electrode 

Especially for scalp treatment. Falling Hair, 
Dandruff. 2.50 

No. 3 M.lol El.ctrod. 

Held tightly in hand for systemic treatment. 1.50 

No. 4 External Throat Electrodo 

Specially designed to fit closely over neck, for 
Goitre. Tonsilitis . 175 

No.” 5 Intomol Throat Intulated El.ctrod. 

Particularly for professional use. 2.50 

No. 6 Internal Throat Plain Eloctrode 

Particularly for professional use. 1.25 

No. 7 Rectal Intulated, Eloctrode 

Designed for treatment of prostraiic trouble. 3.50 

No. 8 Rectal Plain Electrode 

Also for rectal and prostatic treatment, profess- 
fcssional use . 1.75 

No. 9 Vaginal Intulated Electrode . 3.50 

No. 10 Voginol Plain Electrode . I .75 

No. II Discontinued 


No. 12 Urethral Plain Electrode 

For professional use only. 2.00 

No. 14 Fulguotion Electrode 

For cauterizing and removing blemishes, scars, 
warts, etc. 1.75 

No. 15 Spinol Electrode 

Best for spinal treatments. 2.00 

No. 16 Single Eye Electrode 

Made to fit over eye, with lid closed. 1.50 

No. 17 Double Eye Electrode 

For treating both eyes at the same time. 2.75 

No. 18 Condenser Electrode 

Made with metal conductor within vacuum to 
concentrate current, producing strong, even flow. 

Best for deep seated cases in place of No. I. 4.50 

No. 19 Cataphoric Electrode 

For professional use. 5 - 50 

No. 21 Eor and Notol Intulated Electrode 

For internal car treatment for deafness: also for 
internal nose treatment. 

No. 22 Eor Special Intulated Electrode 

Best suited for internal car treatments. 3 50 

No. 23 Eor ond Notol Plain Electrode 

For internal treatment of nose and car. for profes¬ 
sional use. 2-25 


No. 24 Special Vaginal Eloctrode 

Made with perforations, generating purifying 
ozone internally. Particularly for inflammation.. 3. 


50 


.12.50 


internally 

No. 25 Ozone Generator 

See next page for description 

No. 26 Renutite Tonic Soturotor Electrode 

Specially designed for saturation treatment . 2.50 

No. 27 Speciol Prostrate Electrode .. 
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No. 25 Ozono Gonerofor 



O/onc I* 'imply a concentrated form of 
Ox> K en. l he Rcnulife Orone Generator' 
deliver Orone in lame quantitie'^TS? 
inhalation purpose*. 


Our Ozone Inhaler attachment No. 2S j* 
deviftncd co av to lit the handle of any of 
our Generator'. The Hijth Frequency 
current conducted through the attach¬ 
ment creates Ozone in quantities, coniines 
it. and filters it through an oil so that one 
may inhale it. 


Price 


Si 2.50 


INSTRUCTIONS FOR OPERATING 
OUR OZONE GENERATOR No. 25 

O/onc Generators arc packed with nose piece attached: in¬ 
cluded separately is a small glass piece with flat disc end for in¬ 
halations through mouth. The nose piece may be removed from 
rubber coupling and mouthpiece inserted. Place rubber bulb on 
glass tip at lower pan of barrel of generator. Place one tea- 
spoonful of Pine Needle Oil in upper chamber by removing cork. 
This oil will last for a considerable length of time. 

Insen stem of Ozone Generator in handle of Violet Kay Gen¬ 
erator. same as any other electrode. Hold barrel chamber of 
Ozone Generator firmly in left hand. This causes sparks to jump 
from inner vacuum to outer wall, creating the Ozone. Turn on 
current and agitate bulb with right hand. This forces the Ozone 
into the upper chamber, where it is filtered through the oil. 


ELECTRODES FOR INTERNAL TREATMENTS 

For internal treatment, electrodes arc furnished to fit any orifice 
of the body. We furnish them in plain or the insulated type. The 
insulated electrode has a small vacuum tube running through the 
center of the electrode, and all current is brought to the tip of the 
electrode directly where the current is desired. Plain electrodes 
deliver the current evenly over all parts of the electrode touched 
by the body during treatment. We recommend that all internal 
electrodes should be insulated. Best results will be obtained from 
them. See Nos. 5. 6. 7. 8. 9. 10. 12. 21. 22. 23. 24 and 27 . 


High Frequency Liniment 

This preparation is manufactured by the Kcnulife Electric Co. 
especially for use in treatment of KHFt’M AT ISM. NEt KALGI A. 
NEURITIS. LUMBAGO, etc. We particularly recommend this 
treatment for use in connection with the Rcnulife Violet Ray. A 
small quantity of it rubbed on the body, followed by a \ iolct Ka> 
treatment, will be driven directly into the tissues, with beneficial 
results. 

Pries, par Bottle 


51-00 
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Treatment Chart 

and 

Instructions 
for Operating 

RE-JUVIN 

VIOLET RAY 



High Frequency Generators 


PRICE $1.00 


RE-JUVIN ELECTRIC CO. 

MANUFACTURERS 

LOS ANGELES, CALIFORNIA 























INSTRUCTIONS FOR OPERATING 


Connect plug- of Generator in a lighting socket. Either direct 
or alternating current is satisfactory. Turn on switch at light ! 
[Then insert Electrode in hard rubber handle of Generator' 1 
| Turn adjustment knob on top plate of Generator to the right 
or clockwise, until vibrating spring starts to operate. The 1 
farther the knob is turned in. the greater the strength of the 
current. Should the current not come through the Electrode 
immediately, hold the Electrode in the hand for a short time to 
warm it up. Turning the adjustment knob to the left shuts off \ 
the Generator. This adjustment knob is not a switch; it does j 
not shut off the current, but is simply to regulate the amount ] 
I of current delivered by the Generator. 

As soon as through using, turn off current at lamp socket. 

If the Generator stops when current is not turned off. be sure 
and turn off the current at electric light socket before com- 
| mencing to adjust the controlling knob; otherwise, an arc may 
be formed at the contact points and serious damage may incur 
I to the Generator. 

IMPORTANT—TO GET MAXIMUM STRENGTH FROM 
ELECTRODE. ALWAYS HOLD END OF HANDLE NEAR¬ 
EST CORD. 

Always insert Electrode with a straight push. Don't twist. 
Remove with a straight pull. Don't twist. 

NEVER USE THIS GENERATOR WHEN IN A BATH TUB 
OR WHEN GROUNDED BY MEANS OF A RADIATOR. ELEC¬ 
TRIC FIXTURES. WATER PIPES. GAS STOVE. RADIO OR 
ANYTHING THAT IS CONNECTED WITH THE GROUND. 

Never use the Generator on the scalp when hair has been 
treated with a tonic containing more than 40% alcohol. 

Do not oil this Generator under any circumstances. It does 
not require oil. 

Should Generator get out of order, send it to us for repairs.] 
We will not be responsible fur instruments that have been 
tampered with either by the purchaser or some electrical repair 
concern. 

Should the Electrode at any time not give off a spark when 
Generator is operating, the fault is with the Electrode. Air 
has gotten into it and destroyed the vacuum. It has very likely 
in some way been cracked, although the crack mav not be 
visible. 

Talcum powder should be dusted over the surface of body j 
being treated, to allow free movement of glass electrodes. 


INSTRUCTIONS FOR OPERATING OUR 
OZONE GENERATOR NO. 25 

Ozone Generators are packed with nose piece attached: j 
included separately is a small glass piece with flat disc end I 
'^halations through mouth. This nose piece mav be re-! 
J 1 " 0 ” 1 rubber coupling and mouthpiece Inserted. Place] 
Pi»e» H ° n B as , s . tlp at ,ower part of barrel of Generator. 

teaspoonful of Plneneedle oil in upper chamber bv 

•i conv P,e fu and , usln S funnel. This oil will last for 

a considerable length of time. 

of ozone generator in handle of Violet Ravi 
rr-'f-, 38 any , oth ? r electrode. Hold barrel chamber 

to lurrm r r^ el i ator * n le ft hand. This causes sparks' 

l rom inner vacuum to outer wall, creatine: the ozone < 

the^zone l int^ n tK and a * ltat * bu,b wl ‘ h right hand. This forces 
the ^ nt ln to the upp e r C h am ber. where it is filtered through] 
• A pleasing, purifying, powerful agency results. 

INSTRUCTIONS FOR USING METAL 
SATURATOR ELECTRODE 

Gmspmeta^eWt^i m < ? an ? of adjusting knob, 
of generator Puli ln . tht hand and insert in handle 1 

Do not w this eCt^. e i^ tr0< ? e More turning off current, 
grounded by mean* *^5° " ben ln contact with metal or when 
attempt to adW the ^'. ate ,n or electric fixtures. Do not 
fulling the electrode from the hkmU? b WlUl °" e hand before < 
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TREATMENT CHART 


The following directions for the application of High Fre¬ 
quency Electricity are compiled from the. highest authorities 
on the subject. To obtain the best results, treatment should 
be taken strictly in accordance with this Chart. 

A single application of High Frequency Electricity, while 
it may give some relief, should not be expected to accomplish 
miracles any more than one spoonful of medicine. It must 
be followed by other treatments at regular intervals to obtain 
the desired results. 

In treating surface of the body, always keep the Electrode 
moving slowly. 


High Frequency Electricity Is a germicide, yet ordinary 
sanitary rules must be followed in the care of Electrodes. To 
sterilize them. Immerse in weak solution of carbolic acid or 
in Lysol. Then wipe thoroughly with clean cloth or absorbent 
cotton. 

Every Electrode throws a spark if held away from the body. 
The farther away the Electrode is held, the longer the spark 
and more caustic. 

Never insert or remove an Electrode from an orifice of the 
body while the current is turned on. 

Electrodes that are to be used internally should be lubricated 
with cold cream or vaseline before inserting. 

The following terms will be used below: 

CONTACT —Means keeping the Electrode in direct contact 
with the body. 


LOOSE CONTACT —Means that the Electrode barely touches 
the body. This may be obtained by wrapping the Elec¬ 
trode in" a handkerchief, piece of chamois or linen. 

WHEN ONE-QUARTER INCH SPARK is mentioned, turn 
the adjustment knob on the Generator so that the Elec¬ 
trode will throw a snark when held one-quarter inch away 
from the body and no farther. 

FOR ONE-HALF INCH SPARK, adjust the knob so that the 
Elect rode will throw a spark to the body when it is held 
• ne-half inch away. 


A MILD CURRENT is when the Generator is just operating, 
and a STRONG CURRENT is when the adjustment knob 
is screwed in completely. 

MEDIUM CURRENT is when adjustment knob is screwed in 
about half way. 


To obtain one-quarter inch spark, treatments may be taken 
through the clothing approximately one-quarter inch in thick¬ 
ness. etc., causing the spark to jump through the clothing to 
the body—or. if one-half inch spark is desired, treat through 

one-half inch of clothing. , . . . . , K _ 

In all cases use a current that is tolerable by the patient. 
If strong current is not tolerable at first use a cur¬ 

rent. It will be found that patient can stand much stronger 
current after first few treatments. 

ABSCESSES —To arrest growth of abscesses, use Eleotrocle 
No. l in contact with the surface of the body on the part 
affected and surrounding area, using a strong cui 
from 7 to 10 minutes, twice daily. I se enough current 
to get the effect of the heat generated. 

ACNE (PIMPLES) —Cauterize the larger pustules with 
Electrode No. H with one or two strong, sharp sparks 
to each pustule. Regulate the strength of spark in accord¬ 
ance with toleration of patient. Then »PPl> ^lectr *le 
Vo 1 in loose contact with a medium current for 1 
minutes over the entire surface affect^. ^eatment every 
third day. Cure may be expected in practically e\er> ca.e. 
ADHESIONS— Where adhesions follow operations or inflam- 
maiorv conditions, use Electrode No. 1 with a strong cur¬ 
rent. keeping the tube in light contact, passingbackand 
forth over the area Involved, for from . to 10 minutes 
twice or three times daily. 

ALOPECIA (FALLING HAIR)— Treat over the entire scalp 
with Electrode No. 2. moving rapidly. Lst for a CI \® 
minutes twice daily, with a medium current, keeping the 
Electrode In loose contact with the scalp. 
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AMENORRHEA —Use Electrode .\o. 9 with a 

dally. Never treat for more than 5 minutes o« m u Curr *nt 
ment. Always have Electrode inserted before lr °at- 
turned on. Treat also with Electrode No 15 , CUrrer >t i s 
with the lower part of spine, daily for *5 minute* co P*act 
strong current. s> wi th a 

ANEMIA—Treat over the entire body through thin rw*. 
with as strong current as possible to stand twice a 
for 7 minutes each treatment. Treat particularlv Iy> 
the entire length of spine, with as strong cumm ° ns 
possible, using Electrode No. 15. Results should be noticed 
in either 10 to 12 days’ treatment. Ozone inhalations twice 

• daily with Ozone Generator for 5 minutes’ treatment-ire 
of exceptional value. are 

ARTERIOSCLEROSIS (Hardening of the Arteries) — Hold 

metal Electrode in the hand for 10 minutes twice dailv 
Use a strong current. This saturates the body with elec¬ 
tricity and gives the arteries a cellular massage which 
will lower the blood pressure and soften the arteries 
Treatment over the entire body with Electrode No. 1 with 
mild current is also very beneficial. Be careful of your 
diet. Don’t over-eat. 

ASTHMA— Treat over the chest and throat glands with Elec¬ 
trode No. 4 in light contact, for 10 minutes daily, with 
as strong current as possible, till surface reddens. Also 
treat over the back between shoulder blades and down 
as far as waist-line. OZONE inhalations should be taken 
twice daily, for 5 minutes, from OZONE Generator. 

ATAXIA—Apply to the spine, abdomen and back of legs 
with Electrode No. 1. Treat first with daily treatments 
for 10 minutes with as strong current as patient will 
tolerate, in loose contact with the body. Gradually de¬ 
crease treatments to three times a week. 

ATONIC DILATION of the STOMACH—In this disease we 
have complete relaxation of the motor fibres of the stom¬ 
ach. and treatment must be that which will cause them 
to actually contract and regain their normal tone. Treat 
with Electrode No. 1 for 5 minutes daily, over the area 
of the stomach, using as strong current as is tolerable, 
in loose contact. 

ATROPHY of the OPTIC NERVE—Close the eyes and use 
Electrode No. 16 and 17, with a mild current, for three 
minutes three times daily. Hold the Electrode in close 
contact with the eve-lids, and do not turn on current until 
Electrode is in contact with them. Turn off current before 
removing. 

anus. FISSURE OF—Use Electrode No. 6 with medium cur¬ 
rent. daily; never over 5 minutes each treatment. Turn off 
current before inserting or removing Electrode. 

BALDNESS—(See ALOPECIA.) 

BARBER’S ITCH (SPCOSIS)—Tie handkerchief or piece of 
linen over Electrode No. 1 and treat over the entire sur¬ 
face affected, in light contact, with a strong current, 3 to 
*> minutes, twice daily. Treat until you observe destruc- 
tion of tissue, and should face become a trifle sore, lengthen 
me time between treatments. 

801 h?. (FURUNCULOSIS)—Cover reasonable surface around 
,„**>'* *? wel1 a - s on the boil itself, with Electrode No. 1. 

with a medium current, for 10 minutes twice 
forencsa should be removed in one or two treat - 
. and the boll will come to a head much quicker. 

B RONCHms—Treat with Electrode No. 1 over the chest 
strong . 10 " llnute8 . four times daily. Treat with a 

surfai-*. ™TT nl th I° u Kb one-quarter Inch clothing until 
emtor shomaT’ OZ . ONE Inhalations from OZONE Cen- 
of l>ean<1 ar « invaluable in the treament 

treatment!* 11 R * 1,ef Hhould bo felt after one or two 

in* I?" thc *nrface with Electrode No. 1 

daily. Conulde^w‘ th ,i a strong current, for five minutes 


■■ 
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BLADDER DISEASE (CYSTITIS) —Local treatment over the 
Bladder and lower spine with Electrode No. 1 with strong 
current in contact, for five minutes twice dally No 7 
Electrode may be also used with excellent results, using 
for five minutes twice daily, with medium current. In¬ 
flammation Is removed and urine clears very quickly In 
most cases. 

BLACKHEADS —Use Electrode No. 1 in contact with medium 
current, twice daily, for five or seven minutes. Ordinary 
massage treatment may be used in conjunction with the 
treatment of High Frequency. Faces should be thoroughlv 
cleansed with pood quality soap and hot water before apply¬ 
ing Violet Ray. 

BURNS —Treat Immediately after the burn, directly on the 
burned area, with Electrode No. 1 with medium current, 
for three to five minutes. Following this with treatments 
of more duration and strength for one-half hour. This 
will remove soreness from the burn and help it to heal 
rapidly. 

BUNIONS —Use Electrotie No. 1 or lfi in loose contact with 
the Bunion, for S minutes, twice daily, using a strong or 
medium current. Soreness is removed very quickly, also 
the swelling. 

BLEPHARITIS (GRANULAR EYE-LIDS) —Use same treat¬ 
ment as for Atrophy of Optic Nerve. 

CALLOUSES OR CORNS —Treat with Electrode No. 1 or 14 
with a long, sharp spark, with as strong current as pos¬ 
sible to stand, directly on the callous, for three or four 
minutes twice daily. Besides removing soreness almost 
immediately, it will remove the corn or callous if treat¬ 
ment is persistent. 

CANKERS —Use Electrode No. 1 in contact with a medium 
current twice daily, for three minutes each treatment. 

CARBUNCLES —Treat with Electrode No. 1 in contact, with 
a medium current for seven minutes, twice each day. Also 
treat around inflamed area, keeping Electrode moving 
raoidly back and forth. This should make an appreciable 
difference in the pain and promise an early ripening of the 
carbuncle. 

CARCINOMA (MILD CANCER)— Removal of cancer requires 
application of No. 14 Electrode with shower of hot spark* 
causing caustic fuleuration. Do not treat unless under 
supervision of physician. „ 

CATARACT_Benefit may be expected from the High rre- 

auenev current in a reasonable percentage of cases if 
applied fn the early stages of cataract. For treatment, 
see Eye Diseases. for 

CATARRH— Inhalations from ozone bridge 

ten minutes' duration each treatment, also treat t.riage 
of nose and forehead with No. 1 In contact. Rgef W 
be expected in every case and cure in a Large percentage 

CHAPPED HANDS OR FACE— Use ^rJen" mov- 

tact for seven minutes dail>w U This treatment should be 
ing slowly over chapped area. This treatment. 

used in conjunction with creams, etc. wlth 

CERVICITIS— Five minute ,rea V?* nt f h ^ minutes' dura- 

Electrode No. 9 for never wore than n%e mm ^ 

tion each treatment. Lse a «"ild ourivi_ 
taken that Electrode mak^s contact urrent strength 

CHILBLAINS—Use No. 1 Electrode" Rh £ Keep the Elec- 
capable of producing one-half £ slowly as desired, 

trode in contact with tht u manifested and repeat 

JBR f ° A r ‘n practically 

CHOREA C isT. VITUS- DANCE)-^eneral 

J^tor wU^hrSf-minSI tnhalations daily is a valuable 

cold'EXTREMITIES-U slng Electrode So* 1 held { 

Surface** reddens^wif^fdv^ immediate results. Treatments 
should be continued dally. 

- —— ■ -- - — 
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COLD IN HEAD-Apply_No 


_i.. vo 1 Electrode above the eye and 
* • . , a medium current for ten 

side* «’f ,n d< fi7v Inhalations from ozone generator 

minutes times dally. Results should be ex¬ 
pected very' he , t an d hack through medium thick 

COLD IN Lu ^fl^TecfnKU' No 1. using a strong current for 

jsarss •bme B<,n< ' n,l,>r 

CHLOROSIS-Samo £ coLONI-Thl. I. . conOI- 

COLITIS ONFL— d OJ ordinary methods but which 
ti.m which d< ^> no 1 ^ % tho nigh frequency current, 

has proved suscepun fifteen minutes daily over 

Use No. l through clothing tor nt ourrtfnt> when im _ 


bowel area with 
Material 0 ^improvement Should be expected in practically 
every case. - - t o abdomen in contact for 


. . Vo j to abdomen in contact for 

CONSTIPATION— Ulectro<U No^^ c ^^ slowly from right to 

ten minutes dailj. *' , No - in rectum with medium 

SronrSTflU SffiS'A- Turn current o(T white 
inserting or removing Electrode. .-wt-c T * 

CONJUNCTIVITIS (INFLAMMATION OF JHE EYE) Isc 

Electrode Noor 1 . in conta Have Elec trode in 

contact C with the'eje before turning on current and turn 
off current before removing. 

CORNEAL OPACITY— Same treatment as Blepharitis. 

CONVALESCENCE — Use Electrode No. 1 with a medium 

C ° sirong cun-ent through the clothing so as to produce a 
spark to the whole body for ten minutes three times dail>. 
This will aid the patient in regaining strength. 

CYSTITIS —See Bladder Diseases. 

DANDRUFF— Treat over the entire scalp with Electrode - o. 

2 moving rapidly. Use a medium current for from five 
to ten minutes. Daily treatments are advised. Results 
should bo expected in ten days treatment. Should the 
scalp become Irritated from too frequent treatments, use 
milder current for slightly less duration. 

DEAFNESS (CATARRH AL) — Use insulated ear Electrode 
No. 21 In the ear as far as possible to insert with a mua 
current for three minutes daily. Be sure and have t*iec- 
trode inserted before turning on current and turn on 
current before removing. Follow this treatment with r.iee- 
trode No. 1 in contact behind the ear with a medium current 
for five minutes twice daily. Ninety per cent of the cases 
treated will yield remarkable results. Complete cures ma> 
not always ensue, but improvements will be marked in 
practically every case. Should the sensation of heat become 
too great, stop treatment for a time. The roaring sourni 
should cease after one or two treatments. 

DIABETES— Apply over abdomen with Electrode No. 1 
through thin clothing with a strong, sharp spark for ten 
minutes dally. Three to six months is the average time 
required to cause sugar to disappear. A cure should not 
lie expected. Observe proper diet. 

DYSPEPSIA— Electrode No. 1 In contact with a strong current 
for twelve minutes daily. Treat over the stomach and solar 
plexus. Dally inhalations of ten minutes’ duration from 
ozone generator are very valuable. 

EARACHE —Use ear Electrode, Inserted In the ear as far as 
possible for three minutes with a mild current. This is 
sufficient to stop the ache in practically every case. 

EAR DISEASES —The principal diseases of the ear which are 
benefited by the application of the Re-juvin Violet Ray Gen¬ 
erator are catarrhal deafness, tinnitus arium (roaring 
sound In the ear), and earache. Method of treating eacn 
of these is given under proper heading. 

ECZEMA —Treat over the area affected with Electrode No. 
through thin gauze with a mild current for two minutes 
dally, if itching Is Intense, raise Electrode and use the 
sharp spark for half minute. 

ENLARGED PROSTATE— See Prostatlc Diseases. 
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EPILEPSY —Electrode No. 1 applied to the brain and along the 
spine for five minutes with a medium current every other 
day. A cure should not be expected. 

EYE DISEASES —In treating diseases of the eye. use an eye 
Electrode In contact for not more than three minutes each 
treatment. Treatments may be taken twice daily. Be 
sure to have Electrode in contact with the closed eyelids 
before turning on the current, and turn ofT the current 
before removing. 

EPITHELIOMA (CANCER OF THE SKIN)— Use No. 1 Elec¬ 
trode with as long and sharp a spark as patient can tolerate 
for three or four minutes each treatment. Treat every 
other day. The X-ray is the best method of treatment in 
these cases. 

FALLING HAIR —See treatment for Alopecia. 

FURUNCULOSIS —See treatment for Boils. 

FISTULA—Same treatment as for Anus. Fissure of. 


FROST BITES—Use Electrode No. 1 with short spark. Hold 
about one-quarter inch from body with a medium 
current. Treat hourly for from three to five minutes each 
treatment. 

GLEET— Use Electrode No. 7 or 11 for never more than five 
minutes dallv. Use medium current. Apply lubricant, 
such as cold cream, before inserting. Unless under direc¬ 
tion of phvsiclan. we would advise that No. . Electrode be 
used and not No. 11. as it is a much easier form of treat¬ 
ment and will give results Just as quickly- Always turn 
current off before inserting or removing Electrode. 

roiTRE_Treat around and on the Goitre with Electrode No. 1 

G or fin contact with a strong current for five ^nutes dally. 
A/>er this treatment, raise the Electrode about one-quarter 
inch and treat directly on the Goitre with a sharp 
until surface reddens. ' Results should be apparent in about 
fourteen treatments and a cure may reasonably be expected 
in a great majority of cases. 

rnNORRHEA—rMALE)— Follow directions given under Gleet. 
(FEMALE) —Follow directions given under Cervlclt s. 

be noticed until after at least f ™ibw three or four 

m^thTbu, 7f U S.«fn»'S P »“d u*-.l r.sbtaly. "suits may 

b« exiUotcd in practically cvrry car.-. 

oR, 5X 

ss& ml ^u , , nh en?b u ';?e s ai=r n ''' n ' r " ,OT 

HOARSENESS—Use Electrode No 3 ^oose^'^^‘‘Saily* 
throat for five minutes each should be apparent 

Use a medium strong current. Kesun- 

in a very few treatments directly in the nose with 

hay FFVER-Use No 21 *•»££>*!* minutes daily. Also 

a mild current for from three daily each treatment. 

use ..zone generator for t« n mlnutes^ ^ hny fever conies 

If used two weeks be.ore tin 1 preV ent the attack. It 
on this is generally safflcient to ^eve 
will relieve if used during tho a «ck. 

HYPERTENSION —See Artenosc po'pssU R E)— Same treatment 

HYPOTENSION (HIGH BLOOD 

as for Anemia or Chlorosis. loose contact for five 

HEADACHES—Use E,e 7^t.oid'lv over the base of skull at 
f ten minutes. mo\'lng r*P | d > ° hort distance down 

the back of the neck. Also treat 1 t 0 ne treatment 

spine nnd ( whe^ver the ache lS h a P ^re^ chM , f „ 

•Is generally sufficient ‘ ....ntlnued every two hours if 
chronic, they should be ^"tment relieves the pressure 
,>ossible. This -method ettnm* at the base of 

from the nerves which run ironi i* *- 
In?, skull to all parts of the head. 


T 






yr apt disease—I f the blood pressure is low. treatments 
share sparks to the spine for about five minutes twice 
daily will increase the blood pressure. Also treat with 
sharp sparks on the solar plexus. 

HEMORRHOIDS— They may be relieved with our No. 14 ful- 
guration Electrode. We would advise that they be used 
onlv under physician’s care. 

uiwpc and rash— Treat with No. 1 Electrode over the entire 
area affected, using medium current in contact for from 
three to five minutes daily. 

INSOMNIA (SLEEPLESSNESS)— Use Electrode No. 1 or No. 15 
in loose contact with the back of head and neck for 
five minutes, followed by a medium current in contact 
for three minutes over the eyebrows. Also use No. 3 
Electrode held in the hand for ten minutes with a medium 


current. 

IMPOTENCE— Use a No. 1 Electrode with enough current 
to produce a spark one-quarter inch in length. Keep the 
tube in loose contact with the surface while it is passed 
back and forth over genitals, inguinal, and bladder regions 
and to the lower half of the spine. With the spinal 
application raise the Electrode to get reasonably stimulating 
sparks. Treat daily for ten minutes each treatment. 

ITCHING—This annoying symptom may be relieved by using 
a, strong current with Electrode No. 1 held one-half inch 
above the surface so that a shower of sharp sparks strike 
the itching parts. After this treatment, which should be 
continued for about one-half minute, use a mild current 
with the Electrode directly in contact for two minutes. 
Relief is generally immediate, although very often only 
temporary. 


INFANTILE PARALYSIS—Use a spark of approximntelv 
one-quarter inch in length and treat through the clothing 
with strong stimulating sparks to the spine and over 
all the paralyzed muscles. Treatments should be taken 
twice daily and of ten minutes’ duration each treatment. 
Also use No. 3 metal Electrode held tightly in the hand 
for five minutes twice daily. Very good results should be 
expected. 


INFLUENZA—See Grippe. 

INDIGESTION—Follow instructions given under Dyspepsia. 

IRITIS—Follow instructions given under Eye Diseases. 

LARYNGITIS—Use Electrode No. 4 with a medium current 
in loose contact with the throat for ten minutes daily. 
Inhalations twice daily with ozone generator for ten min¬ 
utes each treatment. Inflammation in most cases will 
disappear after very few treatments. 

LEUCORRHEA—Follow instructions given under Cervicitis. 

LICHEN RUBRA—(A PAPULAR INFLAMMATION OF THE 
SKIN)—Follow directions given under Skin Diseases. 

LOCOMOTOR ATAXIA — Treat particularly well over the 
spine, abdomen and back of legs for ten minutes daily. 
Use a strong current and treat through clothing. Ten 
minutes’ treatment dally, holding metal Electrode No. 3 in 
the hand is of exceptional value. Beneficial results may be 
reasonably expected in a large number of cases. 

LOW BLOOD PRESSURE—See Anemia. 

LUMBAGO—Treat with Electrode No. 1 through one-half inch 
clothing with as strong a current as patient can stand 
until relief is given. Treat over small of back and have 
patient assume different positions until he or she can feel 
comfortable in any position. One treatment is generally 
sufficient to stop the pain and a cure may reasonably be 
expected with continued treatments. 

LUPUS (TUBERCULOSIS OF THE SKIN)—Treat over sur¬ 
face with a strong sharp spark from any Electrode raised 
one-quarter inch above surface for three to five minutes. 

MASSAGE—Det patient hold metal Electrode No. 3 in one 
hand. Then turn on strong current. Massage in the usual 
way. Masseur will draw sparks to the point massaged. 
Always turn off current before removing Electrode from 
patient» hand. Patient should not be in contact with any 
metal or grounded object. 







MENOPAUSE (CHANGE OF LIFE)— Mild application of sparks 
through thin clothing along the spine to the back of head 
and neck and over the abdominal regions, taking fifteen to 
twenty minutes for the treatment daily. 

MOLES AND MOTH PATCHES —Electrode No. 1 in loose con¬ 
tact with good strong current for three to five minutes 
every other day. 

MUM PS —Treat over the swollen glands with Electrode No. 4 
in contact. Use medium current for five minutes three 
times daily. Soreness may be relieved in a short time. 

NASAL DISEASE —These diseases treated under separate 
heading. 

NERVOUS DISEASES —Treat over the spine, back of neck, 
and head for ten minutes daily with Electrode No. 1 in 
loose contact, using a medium current. Also hold metal 
Electrode No. 3 firmly in the hand for ten minutes dally, 
using a strong current. Ozone inhalations from our ozone 
generator for ten minutes daily are of exceptional ■value 
and should be taken if possible. 


NEURALGIA —Use Electrode No. 1 over the painful area and 
spine with as strong a current as patient can stand for ten 
minutes daily. Treat through underclothing. All treat¬ 
ment is the same for all varieties of Neuralgia and results 
in practically every case are certain. 

NEURITIS —Start treatments directly in contact with inflamed 
area with a mild current for about three minutes daily. 
After the first three or four treatments, gradually increase 
the s*rength o' t’’e eurr*-nt an'’ also increase the length of 
treatment, raising the Electrode a little farther from the 
surface each succeeding treatment. The first three or four 
treatments may aggravate the pain but this is a good sign 
s>* do not discontinue treatments. One high authority 
claims a complete cure should be expected in every case of 
Neuritis. • 

OBESITY —Use Electrode No. 1 in direct contact over the 
entire body for fifteen minutes daily, using a medium 
strength current. In cases where the reduction in weight 
is not so great, it will be found that the re-distribution 
of fatty tissue to different parts of the body will greatly 
aid bodily comfort. 


PARALYSIS—Treat with Electrotie No. 1 through the clothing, 
using as strong a current as patient can tolerate for about 
fifteen minutes twice daily. Treat particularly on the 
paralyzed portions and also on the spine. Our experience 
has been that a great many cases receive benefit. 

POISON IVY—Use Electrode No. 1 with long, sharp spark and 
strong current for three to five minutes daily. 

PNEUMONIA —Treat over the chest and back through the 
clothing with Electrode No. 1. Use a strong current until 
the surface reddens. Treatments should t>e taken twice 
daily. Also use ozone inhalations for five minutes each 
treatment twice daily from ozone generator. Relief should 
be experienced in a fairly short time. 

POST-FRACTURE CONDITIONS— Local application of Elec¬ 
trode No. 1 with a mild current in contact for fi\e minutes 
twice dally will aid greatly in relieving soreness and help 
in bringing about a cure in a shorter time. 

POST-OPERATIVE CONDITIONS —Same treatment as for Post- 
Fracture Conditions. 

PROSTATIC DISEASES— Electrode No. 7 with a medium cur¬ 
rent for never more than five minutes dai 1 > .1 se 1 uI r a ^ 
such as cold cream or vaseline before insertfng and alw^ - 
insert Electrode before turning on t 

current before removing. One high. min f t real ed* h bv 
ninety-five per cent of the cases of this ailment *%££*?** 
him have been apparent cures and no case in which ptr 
ceptlble improvement was not noticeable. 

PSORIASIS (A CHRONIC INFLAMMATORY SKIN DISEASE) 
—Same treatment as given under Skin Luseases. 

PYORRHEA —Place Electrode No. 44 directly in contact w-ith 
the gums. Turn on current so that it is very 
treat all around the gums for three minutes ^il^ ^Turn 
Electrode fairly rapidly. Use treatments once dail>. Turn 
off current before removing Electrode. 
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I riMPLES-!^ >«*»*• 

PILES—Same t^tmcnt ax for Hemorrhoids. 

I RECT AL DISEASES—same treatment ax for Prostatlc Diseases. 

.... v-i.-.-trodo No. 1 on and around affected 
PHEUVATISM l. , hin _ f pr fifteen minute* twice dally, 

are* through tteedMMnjr ror g un t ll surface 

1 'T^nx Reiief f^ Ul" should l>e felt In a very few 
Hutments and the swelling should disappear to a great 

extenL 

RED NOSE (ACNE ROSACEA) Same treatment a* Riven for 

Acne. .. . , 

.. _t*«« Electrode No. 1 with medium current and 

R,N hoi^S"Uf7ne-qu:irter inch above the surface for from five 
to six minutes dally. 

„ Ani;NT ulCER— Figuration Electrode No 12 Is used to 
rodent ULCER K Hold Electrode about one- 

*bove^the surface and treat with a mild our- 
rent^for one-half minute until tissue has disappeared. 

ora rs _The object in treating scars Is to destroythe tissue. 

scars i a strong current and a short 

1 ~ v rfhe s^ r for four to five minutes dally. Treat- 
rnt-riit ^mav have to be continued for a considerable length of 
time to obtain the best results. 

«tCl ATIC A—Follow instructions Riven under Neuritis. 
sc cTreful TO Start treatments with a mild current and Rrad- 
Sm-'fnc^SfnR the strenRth and lenRth of treatment from 

day to day. 

SEBORRHEA—Same treatment as Riven for Dandruff. 

ckin DISEASES—First, tie a handkerchief or piece Of linen 
SKIN Di 5 EA!»fc&— Electrode No. 1. This allows a 

of srwrks to pass from the Electrode to the body 
it the same time it prevents the Electrode from making 
^ntJk Treat with £ medium strenRth current for from 
three to five minutes dally. 

SORE FEET—Treat with Electrode No. 1 In contact with a 
-irony current from five to elRht minutes twice daily o 
more often if necessary. 

SORE THROAT— Same treatment as for Hoarseness. Inhala¬ 
tions from our ozone Renerator are of exceptiona value 
and should b. taken twice dally for six minutes duration 
each treatment. 

SPRAINS—if sprain is of lonR standinR, um- a strong 

vnark by holdinR Electrode from one-quarter to one-nail 
Inch above the surface. If otherwise, use Electrode No. 1 
directly in contact with a strong current for ten minutes 
twice dally. 

STIFF NECK—Same treatment as for .Stiff Joints. 

STRICTURE OF THE URETHRA—I’se Electrode No. 11 with 
a mild current for five minutes dally. l*se cold cream or 
similar lubricant on Electrode before InsertinR. He sure 
and have Electrode Inserted before turning on current and 
turn off before removing 


SYCOSIS— See Barber's Itch. 

TON8ILITIS—Same treatment as for Sore Throat. 

TINNITUS AURIUM (ROARING SOUND IN THE EAR)— Fol¬ 
low treatment Riven under Catarrhal Deafness. 

TUBERCULOSIS—Inhalations of ten minutes duration three 
time* dally from ozone generator are of exception#! value 
in the treatment • of Tul>ercuIosls. A cure should not be 
expected, but great relief may l>e felt In the majority of 
cases. 

URETHRITU8—Same treatment as for Gleet. 

UTERINE DISEASES— Use Electrode No. 11 for never more 
than five minutes dully with a medium current. Vse cold 
cream or stmltur lubricant la-fore inserting and be sure 
current is turned oft before Inserting or removing Electrode. 
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NOTICE 

tiii:tiintiiiiiiiiiiiiiiiiiiiiitiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiii!iu 


After a week’s use of the Genera¬ 
tor if results are not satisfactory, 
call at our office and we will give 
you full instructions for use in 
your particular case. 

678 Chamber of Commerce Building 
Twelfth and Broadway 
Los Angeles, California 

Office Hours: 

9:30 A. M. to 4:00 P. M. 

Saturday 10:00 A. M. to 12:00 M. 

Telephone: TUcker 4673 


iiiiiiiiiiiimiiiiiimiiiiimiiiiiiimiiiiimiiiiHiiiiiiiiiiiiimiimuiiiiiiiiiiHiiitiHiiiiiiiiiiiiiiiiiiiiiiiiinMiiHiiiiiiiiiiiiiiiifi 
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CATALOGUE 

High Frequency 

Violet Ray 
Electrodes 



678 Chamber of Commerce Bldg. 
Broadway at Twelfth 
Los Angeles, Cal. 


High Frequency 
Violet' Ray Generator 

See Our Prices 

Sold on the Cash t>r Installment l’lan 
or Rented by the Month 
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DESCRIPTION OF ELECTRODE 
USES AND PRICE LIST 


No. 1—Surface or General Body Electrode. 

suited for all exterior surface treatments $1.00 
No. 2—Rake Comb Electrode, especially tor 
Scalp Treatment, Falling Hair. Dandruff, 

Gray Hair ....... 2.25 


No. 3—Metal Electrode, held tightly in hand 
for systemic treatment—Nervousness, Ane¬ 
mia. etc.: also held by person while being 
given a hand massage for face or scalp 

by another person. 

No. 4—External Throat Electrode, specially 
designed to fit closely over neck, for 

Goitre. Tonsils. Double Chin, etc. 

No. 5—Internal Throat Insulated Electrode, 

particularly for professional use. 

No. 6—Internal Throat Plain Electrode, par¬ 
ticularly for professional use. 

No. 7—Rectal Insulated Electrode, designed 

for treatment of prostatic trouble. 

No. 8—Rectal Plain Electrode, also for rectal 

and prostatic treatment, professional use. 

No. 9—Vaginal Insulated Electrode . 

No. 10—Vaginal Plain Electrode. 

No. 11—Urethral Insulated Electrode, par¬ 
ticularly for professional use.—. 

No. 12—Urethral Plain Electrode, for pro¬ 
fessional use . .. 

No. 14—Fulguration Electrode, for cauteriz¬ 
ing and removing blemishes. scar>. warts. 

etc.—.-. 

No. 15—Spinal Electrode, best for. spinal 

treatments .— 

No. 16—Single Eye Electrode, made to fit 

over eye, with lids closed.. 

No. 17—Double Eye Electrode, for treating 

both eyes at the same time. 

No. 18—Condenser Electrode, made with 
metal conductor within vacuum to concen¬ 
trate current, producing strong, even flow. 
Best for deep-seated cases in place of No. 1 
No. 19—Cataphoric Electrode, for profes¬ 
sional use .-.-. 

No. 20—Spiral Electrode 

No. 21—Ear and Nasal Insulated Electrode, 
for internal ear treatment for deafness; 

also for internal nose treatment.... 

No. 22—Ear Special Insulated Electrode, best 

suited for internal ear treatments.. 

No. 23—Ear and Nasal Plain Electrode, tor 
internal treatment of nose and ear, tor pro¬ 
fessional use . .; ;** 

No. 24 —Special Vaginal Electrode, made 
with perforations, generating purifying zone 

internally: particularly for inflammation. 

No. 27—Special Prostatic ...— 


1.00 

1.75 

2.00 

1.25 

2.00 

1.25 

2.00 

1.25 

2.00 

1.25 

1.50 
1.75 

1.25 
2.00 

3.50 

3.50 

3.50 

2 00 

2.25 


1.25 


























NOTICE 

Electrodes are not guaranteed for any 
length of time, but are guaranteed to be first 
class when sold. 

Electrodes are not sold on the Installment 
Plan. 


~r 


* \ 


■ * 



Ozone 
Generator 

This Ozone Electrode 
is made to fit any type 
treatment apparatus. 
Complete with bottle of 
oil. 

Price, $9.50 








^ J] 
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Re-juvin Violet Ray Company 
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Hours 9 30 to 4 

SATURDAY lO TO T2 



MANUFACTURERS of 

high FREQUENCY 
VIOLET RAY GENERATORS 

67 S C H A M fl€ R OF COMMERCE BUILDING 

nndADAAV AT TWELFTH 

LOS ANGELES. CAL, 
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Violet Ray 


and 

what 

it win 

do for 
ttou 


‘Rprui 'fife Violet Ray 
Points Out the 
Road to Health 


Scientific Treatments 
at Home 


The Renulife High Frequency Gen¬ 
erator bringt the great benefits of the 
Violet Ray to the borne. It is * 
scientific meant for the relief of pain, 
the cure of sickness and the up-huild 
ing of the body. 

No matter in what respect the body 
■»-—Ve a f Huy ■’ im t f 'f Hmt ii’ . ' n —m rn lr 
general weakness—the Renulife Gener¬ 
ator will prove its merits. . 


While the medical profession was interested its the Violet Ray High Frequency 
current from the day its discovery was announced, suitable instruments for 
producing it were too big and too expensive for home use. The value of the VToJct 
Ray to mankind wat fully appreciated by the great mind* of the scientists. 

We have perfected a Generator at a moderate price to be within the reach of all. 
k s 1 r a»i»U, J f sotili f s V w. U l P su «t s~»w ,l n »~ J m ill stwi. 

it in the home as well as In the progressive doctor's office, the hospital, the sanitarium 
and almost every place where human ills are treated. 


What ‘Renutifz Violet Ray Docs 

Renulife Violet Ray when applied to the body penetrates 
every nerve, cell, fibre and tissue works its health giving 
powers and passes off into the atinospliere. 

Renulife Violet Ray charge* the blood with oxygen and 
nutrition. It increase* the circulation, causing the enriched 
and purified blood to restore and build up destroyed tissues 
while poisons and inflammations are dissolved and carried 
away. 

Your Renulife Violet Ray in your own home, will enable 
you to uke the daily treatments, to necessary' in most cases, 
without the time, inconvenience ami expenseo( going outside 
for such treatments. 


What Venufifs. Violet Ray Is 

Keiiulilc Hurl- Fteoucncy electnc current, commonly called 
“Violet Ray,” is produced by conducting the ordinary light¬ 
ing current through a series of special cuslt, which cause such 
tremendous rapidity of dec tricaloscillatioii that human nerves 
arc insensitive to it. It b applied to the body through a 
vacuum glass attachment, or electrode, which glows a light 
violet or purple color The Violet Ray causes no pain, 
muscular contraction, or unpleasant sensation, it it gentle 
and pleasing, yet most stimulating and invigorating. 

It is a thorough treatment, the irresistible, rrvitaUxing 
powers of the Renulife Violet Ray being carried at once to 
every nerve, cell, fibre and part of the body—even the heart 
is saturated. 


RENULIFE ELECTRIC CO. 


DETROIT, MICH. 


(C) Jeff Behary 2020 
















Model 


Model X 

Km n:n < i «nh Vwb« H*e U*«r 

Mi iwtt'VSm iwuMtiu nfea w-i duiMir 
«-»!» rirytr *«••««.»+ ***• ' 
MQ*i djHiani wr«H Hr tan* *• u* siatr. 
" * J KKfe a 64 a 3 J 4 4 -m* 


for the Scien 
of manq 

f 

Knch of these generators is 
antinling to the best meehai 

Science has so modified and 
child or invalid can stand it 
font* of electricity arc set 
tissue and fibre without tin 
sensation exrvpt relief. Eleel 
absorbing fibrous and dera 
of volt* ga 
body—yet 
ex perienc 
similar to £ 
of sunshine 
inent the p 
normal, lie 
an ideal sp 


•< * 


L««* •ilk «al ru> laa 


. 


$22.50 


RENUL1FE ELECTRIC CO. 


‘Renu'tifg VioletRaif 

IS USED FOR 


Abac run 
Alarm a 

After*, •cleniata 
Baldftraa 
Hraiu Fag 

Mom hint 
Hr in trt 
Catarrh 

Qmlitoqr DiwnJcn 
OOda 

DeafafM ard Ear Omami 

Kcitma 

Eijlarved Pnwtatr 

Female Compiamta 

Goitre 

(•mil 

HrmorrluN.U 

Hay Fever 

lafann •* Paralvua 


• ■ . 
kail* 


Model M 


o» I? • 104 • 44 ivkN. Ua _ 

t» |V*I <• bUik Mai irwi |j»c»*rtl» vrit 
K«ar> *kM cxracn nJ txt; hafetf 

' mar fe w id- 4 >h |*m uauni %4rV 

l*» r* 4 iW (immMI >» Mi»U«lrtf 4 W««t> 

n4*4wr—TW»n awitefe itliri nf.ui » *» t»W 
«ar«MI fcf -a*ar-ial rm ntni 1 «M m *>r»T 1 * itra^em r§ 

• »«t» Maclnd... •*-* \ ! Rata 

OoaiV cm V 

$45.00 


Model G 

TV# lUiraatM hat btn nrnulr fea p N tar Duitr 

PmU #m| Ibitw V» flaw T» U mmV «• afeWiM-l C*. 

«U«H «.*• a m! la aaaiKMd *hf ret*. ate , *> ferfl**r fW 
*mrrmt kate lartad tar kaar. valf, KiiN|< aa4 facial 


TV» * arc ia 

&Tu“ '“•' , 

rsu 


la«%! UQr lr*a>ad i_ 
iirtrad 4a a«rr» terf'h r 
n:*«mr» d the roanac* h r» r« t-wl- 
■ t W 1 ♦ *4 •'vtn rirr ■ A 

v 1 v x ...iv i< $ 27.50 


Ina^mnU 


lx**inMiuir \ut»i 
l^imKafn 
Nffvrvi* AArctkma 
Nruralfia 
Nniriiia 
Obcaity 
Pa 

P>lrt 

-fik* 


Rhrumatiaan 

Scan 
So at if a 

Sain Diwatrt 

S*r and Thru it Diwa«n 
.Strain • 
luuihxchc 
WraW Kyra 

Wnahlr*. War. i and Moira 
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tific Treatment 
Ailments 

scientifically correct and designed 
ical and electrical principles. 

tamed electricity that the weakest 
; force without fear or pain. The 
I through the body into every 
patient experiencing the slightest 
ricity is sprayed through the body 
ed tissues — there being thousands 

tur itil'g illirl 
4 , r* 

lie patient only 
is a sensation 
landing in a ray 
After t Ik? treat¬ 
ment feels like n 
dtliy |ierson on 
'ing morning. 


A 



L 

> | 

i 

r# ^ /v 




Model 
V 

TV* atlrAaadk • n«tni- 

***** Ik Hr»a** rt dWwK y pa u ft U 
m ix.» »rr» *4 V«»in K«t It •» »«* « 
■» taui.1 - . * t ul «uJ 


'•*teir km #•*-**« »***»* a 

*i •*« Itil* 1 199 *4 I*Jin. 

•wot kxtm k*a w 1 is-fiM ki t 

■wW' 7 M U ie nt u 

•**a>^« .*#.r**r -<-•*•>* * 

kt'Wtrl** • *•«]• 1**4. «** 

lit#»«s »i*u JttWoi k*i« 

r -i** Nn | .»( • Nlrtjl ttf «m«» 

$ 12.50 


Model O 


TV* o* 

All uni tot* ••cial 


Model K 


u * <**wN*i I* « M- *»i» *4 Wil »»*4 t w ir ri 
“d led vit r*rrlc *rl*Tt. Tor (4*u m*U«* , tu<t 
*1 pUwl AiiwIWNt ts*J» <* tr#» |A*> *rfiifri tl* 

___ o«- «. W titai iuu tS* Ihmi, miW * 

Ha rit*-r w tl , *r*M * 1 . w** t< M tu *■ r«cittJ» ||#ln 

5*. ' I*.* ' •—•‘"•f"* fpowil AatM. IUrV».. 

KmSianmuJT ^** rii ;a 

• yOaitt/v 


A (Jr eat Scientist Says; 

‘II !$«■ rnujialmt ill il l! J-»»| 7 ji*i irlifivr, antiarptir, 
tnd prr«ntrr rd imTibiltira lad brm 4 nrw im. or anti 
littln. or vitnr f»ichi<- fad, half [' vrvd<“lorn^r aard hall 
iru«l trllgiut ihr fair* «t It ttand havr iwrpk trourd 
lor «rtU in tlirrv tmrntha. Hi, 1 |S» tmirdy—rnrrr far 
trtrhtty tor (nd iSm raploitrtl <41*nil lad court > curt*, 
•id va anted S-rreraMr cntnpremii,' aod all (hr nitttbinrd 
•bnl icllrfa' o| palm! mrdinr* (aruinr*. i 1 whkh tl* Alnrti- 
cal* public l.vrui >«t hundred irilli.. il .llan and Inrnty 
F»r rrnt rl Ita hrmlth p<r rear happem to be odp «nr p\iw 
ol ui don't current, nojoi, rrticrnl. .ml funirnnivf, 


OoaetaJ 

•«a* Vv 1 W#'* Way 
Sa It tiadi l>« lv- »]( Ihtk4*i 


$ 30.00 


*4etinH hr racial ice h»« «ka? VMM lor rhvtn.it> 
OtUaf lb mg nun ) 



f Gn*ni« t**-»3bitw**4 
•dlt-e't Kir.mn r*m*n 
Uk*>o#-r.,| t% *«<»*, 

.■^a»srjfis 5 ra?rs 

IN-«. r.\n * T\r<i,r.(m 

$ 75.00 


Model I) 

» • *J tw d*« 4 

rtnm <4 n»imr*r t*k N|tnt.j, **r» wu rtli i* in 

Htra «r4 r”»i 4a tatwatir k m tk r t«*t IV 
l^««T»r**r*»h>HWiM 44 wl rWd. 4 J XlkCr Data *4 

rAn-ii_ 4 r UM !•# it* irwuu iJ At*jMs 

A AuAvniH pak, m. 

St*o* a*4harf •* J Attra.lr** •*!» *1114 a»ai*«i ItiA 
o**VM «» »kiai| *UX Xv | f*»dnl 
>*■'»« PtartrrC* ini fW frrff a*a t( lir- 




$ 35.00 

DETROIT, MICHIGAN 
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‘Renu'fifg Violet Ray 


A Penetrating Treatment 


RENULIFE ELECTRIC CO. 


DETROIT, MIC 


How and Where ‘RgTUl'fifg, Ge/ierdtors are Made 


Renulife Violet Ray Generator, are made in our laboratorie* in 
I>etroit by experienced craftsmen and under the moat rigid iiupec- 

UM. 

In developing tlicsc generator, a great deal of experimental warl 
was done over a period of ycart and the prevent model, represent a 
high state of development which would not have hern obtainable 


without the constant study and experiment which hat been dev 
to theae instrument*. 

The entire poxes, of manufacturing these generator, is slow 
careful, and each generator it a perfect piece of work, correct in c 
detail and sure to last and give efficient serv ice for yean. A guana 
protect, each generator against all defect, for a period of one yea 


Rheumatism 


The voltage is raised from the ordinary lighting current to several thousand volts which gives it tremendous dris 
power or penetrative force. It increases the oxygen in the blood, enriching and purifying it, and giving added vita 
and strength, and so eliminates the poisonous waste products to which most disease is due. 

'Hie Rcnulifc V iolet Ray reaches and treats the cause of Nervous Disorders 
disease and so strikes at the very root of the disturbance. 

It will relieve your pain. No matter whether you have 
a splitting headache, an excruciating case of sciatica, 
swollen and throbbing inflammatory rheumatism, neu¬ 
ralgia almost severe enough to drive you wild; the burnings 
of indigestion, or the dull dread dragging of a lame back, 

-rhr- W crrnfrfc < lener n tor wt H hmcht- rotr - 


Goitre 


Headache 


Khrtitaa ti.rn ia aimoat aim of 
bv treatin'!: * eilb tia Rcnvltfe Vaofet 
Ray General ot 

We fiat* never tnnw, oi a ttaomuyh 
t'lHiiae r.l ttutnnu foliar to rive relief 
In •new caaei every trace of tk* iftwaar 
baa JuanporvU •fwr * very few tt.at 
ttienti la arvtr. ejaea. .S et hive been 
tlranter aloae foa yc.ra, i aerie, rj 
ttcitmeitta if eenetilly required, but 
btw<Aeiml Kith* ™ v* »"•« <• ™S 
tlemlr ew*rt«! 

Neuritis 


hacrllnM rrmlu 14 %r bem recorded 
III tW tfrsl111r .1I ul (pilir TV llr*h 
Eroqorocy Vwlci R»r ha* $ urnIcacy 
todiMCkht and abtoib aay growth ti»tu*i 
IMn t»o*ru rtpoti that they have had 
trrj frm ram nI giatvr whir It did ftnl 
yield 10 tW Violet Ray Tmismi 


i^r. Noble M. of Chic*«r*. 

rrcd|piii*ii a* tbe greatest authority in 
tbt world on Electro-Tberapeutk*. state* 
that the High Kreqceecy eufteni a posi- 
tieeiy in «C cjki of nevritis. 

ICw »ts: rm.n l i* Unur out by the 
•enumerable trstiaunials in our fir*, 
mar y of which tenwrl early tad rrwtpln# 


Complete Directions 
Furnished 

With every Kenulife Generator complete direction! arc fumiahed 
explaining the u»eof the instrument for treating all ailment, for which 
Renulife Violet Ray i, recommended. These direction, have proven 
effective in ihoutand, of uki, and when followed carefully, mult, 
•hould be quick and poiitive. 


n*t Ktlltullh (irurutur due* tC 
r#r\n juM what the name 
iw*i the life ul the wrvr* Rv tre 
thr spinal column with High 
•jure* y Violn R*> ctsrrtnt 
ewtite iy*»j>silifitv ner*«y.i* *>tui 
f‘»n a ceiklar ~rc*«iage which can or I 
ubuiaoJ Iky till* mrth «] 1 A itritmri 
rkuiiiif. TW Meat Kvnt cim 
Inarnitaig, firm K*a, Nruiaatlifii 
llieakiivwn yr <1 in a rrtnaili 
• Sot* time lotb R^mit frT^nnwa 

Hnv Fever. Asthr 


Keoulile Yaxet Ray relieve* the nn«r 
prraaarr which ia at the root of the di» 
torbamr aed Imfm.sr* tV groetal phytL 
cal condition. 

Early rrhrf it witknwt »!♦ i»w 

al frap 


Kewulib Oiom Onerator* 4 
Oovtc in latrc quant I tin lor kwha 
C*«rpoMt Tnr Otoe* perinrun 
tril ia thr uugs, |mrifyiwg (hr I 
.Wnuoying dkeaar gttaas sod aoc 
tha inflamed liuurt For A»' 
Uiirrh, I lay f ew, Cough*, ( 
Brocchit a, Tuberculosis. etc., tbrrr 
hrttrr trratmmt knmta 
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lliph Frequency \ inlet Kay 
Treat* Wide Kunp- of Ailment* 

”1 have rvprrwwl niv irwiiv itlunl ocm'iumi <» 
many point*—it it bated ii|*m 15 j ram' pn»rt**l 
experieooe involving thr <lml> iw« «»f llotli Fre¬ 
quency ( iwrrtil* iukI u|»»n |J yearn' ciperienr* 
m tearittnjr tin* wbjn t." Dr. IQirrlnn rroocn- 
aw-txN ibr «i«* «jf YinlH IU> High Frequency 
current in over 200 biiniun niitlmiie* mid nil- 
menu. Noble M Kb**t mt, M l>. II. D . 
D. C. I. 

VIOLET RAY IS REGOMMENDED FOR 
THE FOLLOWING AILMENTS: 


Kefli 

Facial 




IWMa 

t«H* nimI 

VurvliU Muir* 
Killia IUI» 

Frmalr Fain In M*Im 

(^NipUlm awl 4 Jm«I 

... RwalyaU 

Cart ril#a 

H inralniliU ~ 


Catarrh 

Umdalarr 


Ha* »«i 

Inf-oUlr 

Paral)«U 


Pionhaa 

Rhnimalkm 


s. Ultra 
Hila 


Ihruti I 
VpraliM 

_ ImUnhIw 

AImIImm l'aak » }♦• 
Nrr.e.I.U 




W*ff 




t 

! 




Physicians nml Individuals 
Keroinrnn.d lliyli Frctjucnoy 
Violet llnv 


mnvcvn nr k»:m ukk i sr««t 

Brlirr TH*n (or Year*—I Inn uml nwratiw hm (lava 
•"*' *»> mi m» I am frrlina twllar than War* hwa f<« 
n an 

taalial and ' V * SniiXiiiw aw I lm«hl nna 
•I yonr llnmlir*- \ WArt (lay tinmlm. .iimI I M It a nry 
awful and haubthfita# aaaarhinr 

riiiaiWaii'a JUalriHMil-l bai* Uu. witii hw if \uut 
Oulrt Hay (kurtiM* mihI ha«« Im »1 ruialrffal nWl* 
and tlinrucii IU rnaalU uor uf my |»at*rwta bar a4rd tua 
to wimI C.e aar of |>W «rwn.Ua. that aft* miflit liar* 
•ar at Itn Uayawal all tka tliu. S6r aahral in* U» ~<>4 
lm yum anuftri 



Modal X 522.50 


Model H 512.50 


HEALTH 

from Your 
Light Socket 


HE mighty forces of electricity 
l*) nn- hnrtK-KuYl in 11 Iwiillh-itivinc 
ndminislrntion. plrasnnlondsafr 
ax Minshira*— yet powerfully effective. 

Wr lieliovr tlmt »p may !*• par¬ 
doned (nr tokirifr pride in huvinir 
desijwd and produced tls- Rroulifc 
Violet liny, un nmuirnlus for wlf- 
trentmrnt, procurable at a price within 
thr read) of all. Per¬ 
sistent daily application 
will often accomplish 
in chronic obm iimrc 
salisfai lory nxulUtJhan 
loss often applications 
given liv u s|x-<-iiilisl 
will. IIh- mini expensive 
apparatus. 

GET A DEMONSTRATION 


u.a/«lanl hr K..IV. Ifcf* A.. 
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IIB Violet n«y adf on tbe blood, cirrula- 
( ' j tiuci. iw wii sjHtnu. cdls ami tmitn. 

There in noinc intimate rdatfoa brtimvn 
Mondly ami lift? itnetf. Srirntw hit* not yd 
exactly defimd thin relation lull ibt evidence of 
iU rxMtenct? h omunulatiiv as tlie world'* 
knowledge increase*. Some him* gone no far a* 
to declare thill “electricity i* lift?.'* 

High Frequency nirrml —Violet llnv—work* 
in harmony with and to the benefit of life cdls. 
Wonderful dcmonilmtkin* have recently bmi 
made showing that even vegetation reqiomU in 
an antoni*hing manner to this force. Garden* 
have lurn charged with High FYocrooncy cur¬ 
rent, owning the germinating life in the need 
to Kjiring up with a rapidity of growth ami luxur¬ 
iant deselijpnient iikmI remnriiihle. 

The Phy*iologkal ndino of Violet Hay applied 
through the gin** vacuum electrode may be 
aummarizrd: IWtirflU all nutritive |JCor»***ea* 
the oxygenation of blond ami limue ami increased 
rliminalion. To them? primary remit*** attrib¬ 
uted the great poUorry of (lie Violet Huy it* an 
agent for relieving ami eradicating hunuin ill* 
and rmloring normal, healthful functioning of 
disordered part*. 


Explanation of Violet Ray 


i^V' HH name current tliat i« brought into tbe 
fl <• \ bouse for lighting umI to fumi*h power t* 
completely modified by conducting it 
through a aerie* of mil* and other unit* which 
make up the Violet Hay Generator. Thk ha* the 
effort of red taring the volume or amperage to a 
very low mewMire, wrbOe the prmujreor voltage i* 
tremendously increased and llie oscillation raised 
exceedingly high. 'Hie remit i* that when thl* 
current i» applied to the human lady our nerve* 
are insensible to the electric wave* bnauM of 
their emirmoitt ra|>klity. The High Fnquency 
current i* (ilauant ami pninlm*. yet penetrating 
ami health promoting. 

Violet Hny High Fiw|ira y lux* an entirely 
dilFrrent effect on tbe human laxly from the old- 
fashioned, shocking current. Vk 4 rl Hay High 
frequency gism i>» ahurk and cause* no (minor 
muscular contraction. 

1 High FrepietX'y I* amalied through a vacuum 
glass attachment called the “electrode.*' In 
this gin** tube the High Frequency current 
■how* in a violet colored glow, and thus ariaea 
tbe name “Violet Ray.** 


Model K $30.00 


Model M $4$.00 


Summary of Vacuum Effects 

HERE U no painful wuvitioa produced 
. when the vacuum tula? i* Itdd lirmly in 
the haml or dirertly in contact with llte 
*kin of the body. Some I ten l is noticeulde. When 
removing the tube away from the nuint of coo- 
tact a fttimulating apark i* produced. 

SUMMARY OF VACUUM TUBE EFFECTS 

1. Increased IJood Mipj 4 y to n given arm. 

2 . Incrmaed oxygen in the IJood. 

3 . Increased dimination of waste pnxlticU. 

4 . Incrmaed bodily heat without a c o crre - 
i* tiding rise in temperature. 

5. Locwlly grrmirkLal. 

6 . Mild qnrk* Mi mutate or moth . 1 according 
to length ami character of application. 

7 . Strong * pi irk* are eniidir. 

8 . Spark* to the »pim? increase the arterial 
tendon. 

These effect*, while ewmtially local, are nut 
entirely kk^ The current tnivrrwn the kxly 
in all direction* fnun the point of entry, but k 
of awne, most intense and |tronnunrci| at the 
latter point. 


Modal R 175.00 
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RENULIFE 

j High Frequency (™) Health Generators 

i AS AN AID TO 

HEALTH j 

) Data relating to the physiological effects of High Frequency C 

) Ei cc t r icity as presented in this catalog were taken from the writings C 

^ of the well-known Authority — noble m. eberhart. m d.. fh. d.. d. c l. \ 

)! High Frequency Electricity | 

/. jsggggHE action of High Frequency Electric Current on the human •> ■ 

(• ml€ri system is so similar to the normal functions of vigorous health ( 

) j that researchers have stated it to be the nearest approach to .( i 

Popular conception of electricity is in general limited to the current used for 7 

1 light and power. High Frequency Electricity has nothing in common with such ( 

I )' current except that it is a form of electricity. v 

I \ High Frequency Electric Current is applied by a vacuum glass attachment 

1 j- called the Electrode in which the current shows as a violet colored glow. From •> 1 

1 v this comes the name Violet Ray. ^ 1 

I l Every one is familiar with the force attained by water shot in a straight 

1 \ stream from a garden hose. Ordinary pressure sends this stream of w ) | 

1 ) the nozzle with such force that it digs out the soft earth of a fio\*e \ 

I 5 destructive results. But adjust the nozzle so that the stream is broken up y c S 

1 l screen inside and the same pressure sends the volume of water out in a P y 

III v a mist so gentle that it waters the flower bed like rain, a natural, bene ? 1 

II o Thus, ordinary electricity is the hard destructive force while High F q . ( 1 

|l V Electricity is the stream broken up into infinitely tiny forces that, prop y ( 1 

HI S applied, are beneficial to human ills. / 1 

'1 L - - — 

4_^.. 
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A MOST substantial all-round outfit for general use; built in sclf- 
contained carrying ease, size 12 x 10 *£ x 4 .*4 inches, handsomely 
finished in black seal grain leatherette with heavy nickel comers and 
lock; highly polished mahogany finish top plate, dust-proof case lined 
with rich purple velvet. Consumes approximately 38 watts of electric¬ 
ity. Three-way switch allows operator to select current for internal 
or external use or shut instrument off entirely; includes two General 
Body Electrodes, one No. 2 Rake Comb; one No. 3 Saturator; one 
No. 4 External Throat; one No. 15 Spinal, and one No. 16 Single Eye 
Electrode. 

Any Pemilife instrument can be supplied to operate on 32. 110, 220 
or any other voltage between these limits, direct or alternating current. 
An instrument will operate only on the voltage for which designed. 
Unless otherwise ordered the 110 vott outfit is supplied. 

No Extra Charge for Voltage Varying from 110. Price . . $45.00 
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A very popular outfit for all-around use: built in nelf- 
contained carrying case; compact and efficient; top plate 
beautiful mahogany finish; case solid wood coveted with 
seal grain leatherette; purple velvet lined. Adjustment 
of current by knob on top plate: consumes approximately 
30 watts of electricity. Size of case 9x10x4 inches. 
Two General Surface Electrodes, one No. 2 Rake Comb, 
one No. 3 Saturator and one No. 16 Single 
Eye Electrode included. Price. IpjU.UU 


An exceptionally attractive Generator made to sell at a 
low price, without sacrificing therapeutic value and 
durability. Case covered with seal grain leatherette 
and lined with purple velvet; top plate mahogany 
finished; adjustment of current by knob on top plate. 

Size of case 10H * 6'A x 3^ inches. Consumes 
approximately 22 watts or electricity. Complete as 
shown. Includes General Body Electrode No. I; 
Saturator Electrode No. 3 and Single Eye <r')Q C fi 
Electrode No. 16. Price 4> Z Z. O G 


This efficient Cabinet Generator 
ssible value for the amount invest 
built in a carrying case covert 
therette. Adjustment knob to < 
rrenl. Consumes approximately 
A General Body Electrode N< 
Electrode No. 3 included. 
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This nll-in-handle (one piece) instrument 
offers the greatest efficiency possible in 
this type of Generator. Size of instru¬ 
ment 10.4 inches long by 2 inches 
diameter: 7 foot connector cord. Equip¬ 
ment includes the carrying case substan 
ially built; leatherette covered, satin 
lined: sire U'A x %'/ t x 2, : , inches. A 
general body Electrode No. 1, and a 
Saturator Electrode No. 3 included. Con¬ 
sumes approximately 15 watts 

of electricity. Price $12.50 


L 


e aiicy 


an or 


This instrument has been especially designed for Beauty 
Parlor and Barber Shop use. It is made to withstand con¬ 
tinued use and is equipped with coils, etc., to deliver the 
current best adapted for hair, scalp, massage and facial 
treatments. 


The case is beautifully finished in white enamel with all 
n.etal parts nickeled. An extra length of connector cord 
facilitates the movements or the operator in giving treat¬ 
ments. Size iy A x 54 x 3^ inches. 

1 h,s hand5 ° mc complete with General Surface 

Electrode No. 1. Rake Comb Scalp Electrode No. 2. 
Meta. Saturator Electrode No. 3 for indirect 
massage and Fulguration Electrode No 14 

Price $27.50 
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Business and Professional Men and Women 

H IGH Frequency Current is so effective as an immediate tonic and restorative that 
men and women on the verge of acute breakdown, through strain or worry, have 
been invigorated and refreshed and kept vigorous—with undiminished capacity for 
work, return of sleep and a zest for meals. 

It puts buoyancy into the steps of men burdened with cares and responsibilities. 
Takes the drawn look from the face. Teachers find it very helpful, as do students and 
brain workers. 

Beauty Requires Health 


If you do not feel well you cannot look 
well. Many women realizing that good 
health is essential to real beauty and 
the prolonging of youth use Renulife 
Health Generators with faithful regu¬ 
larity. 

The fresh, clear complexion and the 
wholesome animation resulting from a 
natural blood circulation gives a look of 
youth and beauty impossible to simulate 
by the use of artificial stimulants or 
cosmetics. 

Cases of those who suffer from illness, 
cases of extreme insomnia, neuritis, rheu¬ 


matism and many other serious ailments 
that have been relieved immediately by 
the use of High Frequency Current are 
not at all unusual. Neuritis, one of the 
most vicious modern ills, has been per¬ 
manently relieved by the use of High 
Frequency Current. 

Thousands are finding their w iy back 
to health and happiness, countless others 
are keeping themselves physically fit to 
ward off the hosts of diseases and sickness, 
and still others are using High Frequency 
Current to maintain their physical 
attractiveness and business efficiency. 


High Frequency Current Recommended by Authorities for 
Treatment of More Than 125 Ailments 

Used extensively by physicians, Renulife Health Generators, shown in this catalog, 
are manufactured for use by the individual in the home. Renulife Health Generators 
are suggested for use in the treatment of the following ailments: 


ASTHMA 

BALDNESS 

BRONCHITIS 

CATARRH 

CIRCULATORY DISORDERS 

COLDS 

DANDRUFF 

deafness 


ECZEMA 

ENLARGED PROSTATE 
FACIAL NEURALGIA 
GOITRE 
GOUT 

HAY FEVF.P 
INFANTILE PARALYSIS 
INFLUENZA 


NERVOUS AFFECTIONS 

NEURALGIA 

NEURITIS 

PARALYSIS 

RHEUMATISM 

SCIATICA 

SKIN DISEASES 

(And many other ailmcnti) 


A booklet of instructions, written by Dr. Noble M. Eberhart covering a 
list of 127 ailments for which High Frequency Current is 
recommended, accompanies each Renulife Generator 
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• Description of Electrode Uses and Price List 

No 1 Surface or General Body Electrode, suited No. 19 Cataphoric Electrode, for professional use. . . 3 50 

° for all exterior surface treatments. $1 00 No. 2 , £ ar anc j Naaal | nlu | ate j E.lnrtrode, for in- 

V 1 K.ke Comb Electrode, especially for scalp tema! car treatment for dearness, also for n ernal 

‘ treatment. Falling Hair. Dandruff 2 25 nose treatment 2 00 

No 3 Metal Electrode—Held tightly in hand for No. 2 2 Ear Special Insulated Electrode, best suited 

svstrmic treatment—Nervousness. Anemia, etc. for internal car treatments. 2 25 

“ lso h f'lace b oSp n by h another 8 person m .“' l .00 No. 23 Ear and Nasal Plain Electrode, for internal 

N TExt^al Tbroat Electrode. specially designed treatment of no* and ear. for professional use ,25 

to fit closely over neck, for Goitre. Tonsihtis 1 75 No. 24 Special Vaginal Electrode, made with perfora- 

- | , rn _| Throat Insulated Electrode, panic- Irons, generating purifying ozone internally. Partic- 

No. 5 Internal in . 2 00 ulnrly for inflammation. 2 

ularly for professional use 1 '5 

No 6 Internal Throat Plain Electrode, particularly No. 25 Ozone Generator, described on page 9. 950 

for professional use No. 26 Renulife Tonic Saturator Electrode, special. 

No. 7 Rectal Insulated Electrode, designed Tor ly d cs | gnc j for saturation treatment in place of 

treatment of prostatic trouble 1 No. 3 for tonic effects. Impossible to receive shock 

No 8 Rectal Plain Electrode, also for rectal and no matter if user is in contact with grounded object 2 SO 

‘ prostatic treatment, professional use ’ 7S No. 2 7 Special Prostatic Electrode . 2 SO 

No 9 Vaginal Insulated Electrode 2 00 

No! 10 Vaginal Plain Electrode 1 25 A Working Manual of High Frequency Current* 

No II Urethral Insulated Electrode, for profes- By Noble M. Eberhart. M. D.. Ph.D., D. C. L. 

sional use only . . 2 00 J us t w h a t the name implies, a working handbook, telling 

No 12 Urethral Plain Electrode, for professional use how to use these currents. No lengthy discussions, no per- 

■ 1 25 plexing technicalities (no red tape). 324 pages, over 60 pages 

No 14 Figuration Electrode, for cauterizing and re- of illustrations. Handsomely bound. Price $4.00; postage 10 

moving blemishes, scars, warts, etc. . 1 50 cents. 

No. 15 Spinal Electrode, best for spinal treatments t 75 High Frequency Liniment 

No. 16 Single Eye Electrode, made to fit over eye. This preparation is manufactured by the Renulife Electric 

with lid closed 125 Co., especially for use in connection with electric treatment. 

No. 17 Double Eye Electrode, for treating both eyes For rheumatism, n-irrl’ia. neuritis and kindrid ailments, 

at the same time. 2 00 it proves invaluable. 

No. 18 Condenser Electrode, made with metal con- Per Bottle. $,0 ° 

ductor within vacuum to concentrate current, pro- p . NccdU 0i f for Ozone Generator 

ducing strong, even flow. Best for deep seated cases .. 

in place of No. 1.. 3.50 Per Bottle... 

The Proper Use of Renulife Electrodes 

Highly skilled experts blow the vacuum glass electrodes in the Renulife Laboratories, each electrode must 
pass the rigid standards required of all Renulife products. The electrodes cannot be guaran g 

breakage inasmuch as they are made of glass but will last indefinitely if used proper y. 

The insulated Vacuum Electrodes are particularly recommended for internal treatment, because they 
are so constructed that the full strength of treatment is delivered at the tip only an no 1S P .. 
points of contact nearest to the handle. In using internal electrodes always lnsertin t e or.ncc 
before turning on current at knob and turn current off before withdrawing electrode. 


Renulife Ozone Generators 

The Renulife Ozone Generators deliver Ozone in large quantities for inhalation purposes. v? 

The Ozone penetrates every cell in the lungs, purifying the blood, destroying disease getms j ' 

soothing the inflamed tissues. For Asthma, Catarrh, Hay Fever, Coughs, Colds, ron t I 

Tuberculosis, etc.. Ozone treatments are particularly Leneficial. ;-v J 

Our Ozone inhaler attachment No. 25 is designed to fit the handle of any Renulife Gene. 

High Frequency Current conducted through this attachment creates Ozone in 
confines it and filters through Pine Needle Oil so that one may inhale it with maximum c 

Pine Needle Oil, a mixture of oil of Eucalyptus and oil of Pine Needles, has a soothing 
on the membranes and reduces oxides of nitrogen back to the original form of nitrogen . n | 

oxygen. 

This glass Ozone Generator No. 25. fits handle of all Renulife models; furnishes ^ Q.50 

Ozone for inhaling. Price. “ 
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RENULIFE HIGH FREQUENCY (Violet Ray) 
HEALTH GENERATORS 

I N the design and manufacture of Renulife High Frequency (Violet Ray) Health 
Generators the adaption of High Frequency Current for use in treating human 
ailments has reached its highest point. The several models as they are built to 
day represent many years of exhaustive scientific study by J. H. Eastman, President, 
in charge of laboratories and manufacturing. 

Practically every part of the Renulife Health Generator is designed and built in the 
large modem Detroit Laboratories and factoiy. Even the glass electrodes are blown 
with painstaking exactness in the Renulife Laboratories. The materials used are of the 
highest quality and the skilled workers are under the closest supervision. Thus it is 
possible for us to guarantee Renulife High Frequency (Violet Ray) Health Generators 
against all mechanical or electrical defects. 

Renulife High Frequency (Violet Ray) Health Generators operate from any electric 
light socket. No re-charging is necessary. They can be equipped to operate on current 
supplied by Home Electric Light Plants or Diy Cells. 

The Renulife line of Health Generators is absolutely complete. From the smallest 
model the wattage ranges in strength to the largest model, offering the most complete 
line of High Frequency (Violet Ray) Generators for home use. 
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RENULIFE ELECTRIC COMPANY 

4841-4853 Rivard Street 

DETROIT, MICHIGAN 

Largest Exclusive Manufacturers of High Frequency 
(Violet Ray) Generators in the World 
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THE RELIEF OF PAIN AND THE 
TREATMENT OF DISEASE BY 

VIOLET RAY 


Shelton 

Violet 

Ray 


PRICE 

50c 


Shelton Electric Co. 

Factory and Qeneral Office 

Long Island City, New York 
\X v £jrem Office 

30 East Randolph Sr., Chicago 
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Our 

Laboratory 

Model 


The 
World’s 
Best and 
Finest 
Violet Ray 
Generator 
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Tht Shelton \ iolel Ray 

•» 

Hijrh Frequency Generator 




TIIE SHELTON LABORATORIES 

are located at Long Island City, New York. In these 
laboratories a series of experiments is constantly being 
conducted with the idea of producing the best that bears the 
stamp of Shelton. 



is die result of years 
of experience and ex¬ 
perimentation on the 
part of the Shelton 
Laboratories. It 
is manufactured under 
t h e personal supervi¬ 
sion of Mr. Gentry 
Shelton, President of 
t li e Shelton Electric 
Company Laboratories. 

Mr. Shelton is promi¬ 
nent in the electrical 
world as the inventor 
of the famous Shelton 
Vibrator and other 
well-known electric 
specialties. The Shel¬ 
ton Violet Ray Genera¬ 
tor is as perfect as ex¬ 
perience and wort- 
manship can make it 
a n d is designed for 
both professional and 
home use. It is recom¬ 
mended, used and ap¬ 
proved by the medical 
profession. 

The Shelton \ iolet 
ft a y Generator is the 
finest article of its kind manufactured in die world. Like the Shelton 
Vibrator, which is the acknowledged leader of the \ ibrator field, the 
Shelton Violet Ray Generator is the leader of the Violet Ray world. 

The Shelton Violet Ray can he used by anyone, anywhere. Its con¬ 
struction is simple; its design i- appealing, its workmanship is of the best, 
and the results it gives are vouched for by diousands. who have benefited 
by its use. 

In brief, the Shelton Violet Ray make- it possible for everyone to 
enjoy right at home the energizing, health-giving and pain-relieving 
powers of this wonderful ray. 


(C) Jeff Behary 2020 







NEURITIS 

Is an inflamed condition of the nerves. An) 
nerve ran be affected. Pain and tenderness 
extend usually over the whole diseased neive 
trunk. A mild current should be used at 
first and electrode kept in close contact with 
the body, moving it lightly. In some cases 
an increase of the pain may he noted at 
beginning. However, this state is so.-.n over¬ 
come, then a more powerful spray can be 
applied. 

Effects from Violet Rav treatments are ay*. 
temic and not only local. Therefore all 
treatments have a fundamental action on 
health and benefit nerves and nerve endings. 


SH6LTONWOL6T 


What the Violet Ray Is 

The Violet Ray High Fre¬ 
quency Current, or as it is more 
commonly called, the “Violet 
Kay,” is a new phase of elec¬ 
tricity. It is applied to any 
part of the human body without 
pain, muscular contraction or 
disagreeable sensation of any 
kind. The electrical oscilla¬ 
tions representing the High Fre¬ 
quency Current follow each 
other with such tremendous 
rapidity that they outspeed our 
nervous sensibility; we do not 
become conscious of their pres¬ 
ence; in other words: our 
nerves are insensitive to the 
electrical oscillations of the 
Violet Ray. The oscillations 
are so rapid that they exceed 
many hundred thousand repeti¬ 
tions per second. The Violet 
Rays arc pleasing, and though 
most stimulating and highly in¬ 
vigorating to the entire system, 
nerves or muscles, cannot re¬ 
cord the presence of their great 
power. 

What Violet Rays Do 


Effccis from Violet Rav treatments are iy»- Violet Ravs or High Fre- 

temic and not only local. Therefore all nuenrv Current* .11 

treatment* have a fundamental action on ?. U "‘ Cy brents benefit all 

health and benefit nerve* and nerve ending*. living matter. 1 hrough the 

glass vacuum applicator light, 
heat, electric energy and ozone 
are created. These forces are uniformly potent in relieving and elimi¬ 
nating human ailments. Violet Rays present a remedy upon which 
we can rely. They are positive and certain in action. They will reach 
where medicine does not, and often cannot—yet they cause no pain, no 
disagreeable sensation or discomfort. They furnish a soothing relief. 
They destroy germs and have a strong power over infection. 

A Violet Ray treatment is the surest method of relieving pain. Applied 
to that part of the body where the pain is severest, the rays and High 
Frequency electrical discharge penetrate every cell, tissue and ort.tn a ;d 
tranquilize and soothe. They build up the forces of nutrition and general 
health. Violet Rays will stimulate and strengthen the vital organs, develop 
the body and steady the nerves, spraying thousands of volts of Hieh- 
Frequency electricity into any weak, sluggish or painful organ or muscle, 
purifying and causing the flood of warm, rich blood to surge through the 
treated part, at the same time being painless and pleasant. Violet Rays 
have only to be tried to he appreciated. 

Violet Rays for Well People, Too 

Even if you arc at present strong and well in every respect, the use 
of Violet Rays will be of immense benefit to you. They provide a stimu¬ 
lation to which a healthy body immediately responds. They safeguard 
you against the coming illness and reduction of vitality. 
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tfaftiiag new mrention at once replaced the old-time faradic 
-•rera - . fc-*-:nr > whrch were uyd for medicinal purposes at the cost of 
mm pain and muscular contraction on the part of the patient. The High 
frequency Generator is an almost unbelievable advance in the development 
of electricity, for it accomplishes wonderful results without the slightest 
degree of shock or pain. 


Astounding Phenomena Produced by Violet Rays 

[lie Shelton Violet Ray High Frequency Current is applied in treat¬ 
ments through vacuum electrodes made of annealed glass. These elec- 
:r. . or applicators, diffuse the current in sprays of a beautiful deep red 

and violet color. Although the discharge from the glass applicator seems 
sometimes to be a single spark, it is in reality made up of numberless 
successive sparks which vibrate to and fro, or oscillate, as it is technically 
termed. 

1. Violet Ray High Frequency Current of the Shelton Generator is 
uni-polar. That is. the current is applied from one pole only. All other 
forms of electricity require a complete circuit between two poles. 

2. Violet Rays traverse space in thp form of ether waves, as in wire¬ 
less telegraphy or telephony. An electrode will emit light at a distance 
of several feet from a charged person. You can readily see the violet 
colors reaching out and flowing into space. 

3. Violet Rays penetrate all substances, including the non-conductors 
of ordinary electricity. The High Frequency Current passes easily through 


ANEMIA 


Surface Electrode should be applied lo the naked body over the chest, abdomen, 
back, and particularly up and down the entire spine. This will have a general 
stimulating effect through the increase of the oxygenation of the blood. In this 
way the oxygen-carrying powers of the red blood corpuscles are increased. 
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the glass electrode of the Violet Ray. It will even penetrate a piece of 
glass two inches or more in thickness. 

1. Violet Rays have aclinic action on tissues and it. general; that 
means they exert a chemical activity, a fact which counts especially in thr 
application in skin diseases and surface cancerous conditions. 

5. Violet Rays generate enormous quantities of ozone. Ozone, which 
is a concentrated form of oxygen, is extremely beneficial to man. It is a 
health-giving and body-building element. 

6. Violet Rays are pleasant to use. Even the most sensitive persons 
enjoy them. They do not cause pain, muscular contraction or disagreeable 
sensations. The reason for this is that our sensory nervous system cannot 
respond to the marvelously fast oscillations of the Violet Ray High 
Frequency Current. 


No Shocks—No Pain 

Do not confuse Violet Rays with machines which shock the body. 
There is absolutely no pain or shock experienced in a Violet Ray treat¬ 
ment. It is a delightful, soothing sensation that you will enjoy to the 
utmost. Use Violet Rays frequently and you will see for yourself how 
pleasant and invigorating they are. 

There is not the least danger connected with the use of the Shelton 
Violet Ray instrument. 


Why You Should Use Violet Rays 

Shelton Violet Rays should he used by everyone experiencing sickness 
or ailments of any kind. 

The healing properties of Shelton Violet Rays are manifold, and they 
accomplish what drugs and medicines never can. The regular introduction 
of a vitalizing shower of diffused electricity into your system is exactly 
what is needed to make it function properly and efficiently. 

No matter how well you may be feeling today, tomorrow may bring 
sickness. But if you have been taking regular treatments with Violet Rays 
the chances that you will succumb to illness are very slight. Violet Rav 
treatments keep your constitution at “par.” 

The healthiest people in the world are those who are alwavs striving 
to better their physical conditions. And there is nothing like a Violet Ray 


KIDNEY TROUBLES 

The kidneys perform a very 
important task in our body. 
They arc the organ* of ex¬ 
cretion. If their function )* 
somehow impaired by in¬ 
flammation due to heavy 
cold or due to congestion 
or other causes, grave con¬ 
sequences are resultant. 

Violet Uavs exert a pow¬ 
erful influence. The very 
fact that albumen in the 
urino quickly disappears af¬ 
ter a few applications alone 
proves sufficiently their im¬ 
portance in fighting this 
class of sickness. Nobody 
who suffers from kidney dis- 
orders can really afford to 
he without the Shelton Vio¬ 
let Ray. It helps when other 
means, especially drugs, have 
long been given up as useless 


(C) Jeff Behary 2020 





SH6LT0N 


can electrify fo r uM iiimplrtrlj You can calm painful sensations by 
aaialive uonoti; sedative action is strongly constitutional in 

its effect. treatments are of great benefit in all nervous ailments. 

o tranquil ire > our nerves. Sedation can be produced locally by keeping 
the applicator in close contact with the part to be treated. Nervous troubles 
arc quickly and most beneficially itilluenccd by tire sedative current. A 
general electrification treatment refreshes the entire nervous system. 

Second —They can be stimulative. Stimulation is produced when¬ 
ever an electrode is somewhat lifted during the application or used through 
clothing or cloth. 

This stimulation is caused by the many small sparks called the High 
Frequency Sprnv. They bombard the area which they cover, causing a 
tingling but pleasant sensation. They have a beneficial heating effect, 
too. Besides they generate ozone. Particles of this ozone are driven 
right into the tissues, causing the ozonization of the blood. Sparks arc 
also germ-killing and have a great power over infection. 

Stimulating treatments are best produced by application through 
the clothing or t h r o u gh a 
towel which has been put over 
the part to he treated. As the 
length of the stimulating spray 
depends on the thickness of the 
interposed dry resistance, that 
is the clothing or towel, any 
desired effect is obtainable. 

Anything from a handkerchief 
to a doubled Turkish towel can 
he used for this purpose. The 
use of any kind of cloth insures 
a uniformity in spark length 
which cannot he obtained in 
any other way. Powdering the 
skin with talcum powder often 
suffices to create the desired dry 
resistance. This will at the same 
time allow an easy sliding of 
the applicator. A slight per¬ 
spiration results from the treat¬ 
ment; this is natural. If the 
application of talcum powder 
is not desirable, use of lubri¬ 
cant is recommended. 

Stimulating treatments 
through clothing find a pro¬ 
found use in rheumatism, lum¬ 
bago, partial paralysis, etc. 

Slight stimulation is also some¬ 
times desired in skin troubles 
where the blood circulation is 
impaired. A single layer of a 
handkerchief presents enough 
resistance in such a case. 

Chronic rheumatic troubles, 
however, may require the use 
of several layers or a Turkish 
towel. 


GOITRE 

Bv Using the No. 5 Electrode, throat and 
neck may he ttealcd with admirable results. 
Manv physicians recommend this treatment 
for Goitre, 

Manv case* yield to treatment using Elec¬ 
trode No. 5 with the strongest current that 
can he tolr-rated. Treatments should be of 
not longer than four minutes’ duration and 
not more than once a day. Kcsults are not 
usually apparent until a dozen or more treat¬ 
ments have been taken. 

For sore throats, also for improvement of the 
voice, the surface applicator can be used. 
Singers, actors and speakers have reported 
wonderful improvement and benefits. 
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Long sparks from the applicator will cause a counter irritation. 
Counter irritation relieves wonderfully quick pains of many sorts. 

It is often the very welcome means to kill the pain of a toothache. 
You will appreciate this pain-relieving quality of the Violet Ray also in 
sprains, strains, bruises, etc. Counter irritating applications are better, 
swifter, and more effective than plasters and liniments. In fact, they 
replace them entirely. Stimulating treatments are long lasting in their 
effects. They are not like drugs or a glass of wine, because they arc not 
followed by a reaction. They do not create anv habits. 


Preparation for Treatment 

Surface treatments can be given in direct contact with the skin, and 
also through the clothing. As any clothing represents an interposed drv 
resistance, a treatment through the same would cause small sparks. It 
depends entirely on the desired effect, which way to treat, and the instruc¬ 
tions given in our booklet refer to the proper technique. If no sparks 
are desired any clothing covering the part to be treated must he 
removed. 

Metallic objects as hairpins, corset steels, chains, should be taken 
off if they cannot lie avoided in the treatment. 



BACKACHE 


Backache except in cases of strain or in¬ 
ternal injury is a symptom of some internal 
disorder such as lumbago and rheumatism 
or weak sexual organs, bladder or kidnevs. 
Local applications will relieve immediate 
pain but the cause should be located and 
treatment applied. Relief from the above 
ailments is usually obtained most quickly 
by local application on the affected area, 
using the surface Electrode with fairly 
strong current. 

For tired, worn-out, rundown feeling, often 
accompanied by headache, nothing is more 
appropriate and relieving than Violet Ray 
treatments. They revitalise the system and 
reestablish the correct vital functions of the 
body. 


For Mild Treatments 

Keep the applicator in 
close contact with the body at 
any part which requires a mild 
treatment. 

Start with the weakest cur¬ 
rent possible. Avoid the initial 
little discharge which occurs 
when you bring the applicator 
close to the body in making the 
contact. Make contact quickly 
and the initial discharge will 
not he annoying. Do the same 
when the treatment is finished. 
Remove the electrode quickly. 
This will save you the littie 
sparks you may otherwise feel. 
By no means does this little 
spark, when making contact 
with the applicator and when 
removing it, hurt. If you think 
it does, it is imaginary. Just 
use common sense and a little 
judgment and you will find that 
even one-half inch of High Fre¬ 
quency discharge does not cause 
any pain. 

To Relieve Pains Use the 
Following Technique 

Always apply as much of 
a current strength as can be tol¬ 
erated. If a person is very sensi¬ 
tive, keep the electrode in close 
contact with the painful spot 
and move it slowly about. If 
the sufferer from pain does not 
object to it. treat through cloth- 
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the treatment does not have to 
be kept up indefinitely. 

About OrificiaJ 

Treatments 

All orificial electrodes must 
be lubricated before insertion. 
I hey should be properly ster¬ 
ilized. It is wrong to believe 
that oriiicial treatments are 
painful. There is. in fact, no 
other sensation than that of a 
beneficial warmth during the 
application. Oriiicial treat- 
mrnts do not last over 5 min¬ 
utes. It is also advisable to 
move the electrode during the 
treatment just slightly so as to 
avoid its sticking to the mucous 
membrane. Oriiicial treatments 
require, for safety’s sake and 
for better results, always two 
people, patient and operator. 
Always turn the current on 
after insertion of the applicator 
and turn the current off before 
removing the same. Use metal 
electrode t\o. 6 in handle of 
machine and apply to electrode 
which is inserted in the orifice 
to save danger of breaking glas- 
electrode in the parts. I See in¬ 
structions for operation of in¬ 
strument.) 

Take Care of 

Glass Applicators 

Cleanliness is of great im¬ 
portance. Inasmuch as the Vio¬ 
let Hay in itself is germicidal 
in character, all applicators 
should, nevertheless, he kept 
clean so that no infection can 



FOR THE COMPLEXION 

There is no more delightful or effective 
triplhod of removing blend-lies or wrinkle* 
and other complexion disorders than by 
\ iolet Ray treatment. The blood is brought 
to the surface and the bloom of youth and 
health i* restored to the cheek*. 
Skin-troubles. Acne. Pimple* and Eczema 
respond quickly to Violet Rays. No beauty 
specialist i* nowadays without a Violet Rav 
outfit. 


WARTS AND MOLES 

The proper treatment of warts is by using 
the Fulguratinn Electrode No. 20. 

After each treatment a slight soreness and 
warmth is felt and in some cases, especially 
"here the individual has red or light hair, a 
local irritation may -et in. This i* nothing 
to he alarmed about but such person* should 
allow three or four days between treatments. 
A large wart usually- require* from four to 
-ix treatments of 35 to 45 seconds each and 
will drv up ami drop off within ten to twelve 
days, the remaining mark gradually disap¬ 
pearing. within the next thirty or forty days, 
leaving no scar as a memory at the end of 
that time. 


he spread wherever several people may use the same Violet Ray Instru¬ 
ment. The wiping off of the electrodes on a towel or just rinsing in water 
is not enough. Use warm water and soap at least to guard against troubles. 
Especially in eases of skin and scalp diseases be exceptionally careful. 
All glass electrodes stand healing and can he boiled in water. If you 
intend to use some antiseptic solution for immersing the electrode, he sure 
that the mixture is stTong enough. Benetol. Lvsol and other solutions are 
used especially with all orificial electrodes. Rinse these sterilized elec¬ 
trodes in warm water before using them. 
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This style Oxone elec 
trode can be attached 
to all Shelton Violet 
Kay Outfits excepting 
Nos. 205 and 206. 
which contain built-in 
attachment. 


Treatment not over 5 
to 10 inhalations at 
onr time. Use twice 
a day. 


Ozone Generator 


This instrument when attached to our Generator produces enormous 
quantities of Ozone which is purified by passing through the inhalant 
mixture provided with this attachment. A few drops of the inhalant arc 
poured on the cotton, and when the rubber bulb is agitated, the Ozone is 
forced through this mixture and inhaled in the form of a vapor. 

When using the Ozone Generator, support the instrument on a table 
so that it will not roll and insert the Ozone Generator the same as any 
other electrode. One hand must he in contact with the glass stem of the 
Ozone Generator as in the illustration. 

The Ozone permeates every cell in the lungs, destroying any germ 
life and soothing the inflamed tissues. For Anemia, Hay Fever. Coughs, 
Catarrh, Asthma, Bronchitis, Insomnia, Nervous Debility and Tubercu¬ 
losis of the Lungs, there is no belter treatment. 

The treatments are exceedingly agreeable and remind one of a trip 
to the pine woods. 


No. 28 Ozone Generator. Price, complete with all the 
attachments and 1-ounce bottle of inhalant. See page 21. ... 


$ 10.00 


What the Shelton Ozone Treatment Will Do For You 

If you lack physical exercise a good number of so-called functional 
troubles (of men and women of the sedentary class) will gradually make 
their appearance. These are clearly due to under-oxygenation, which 
means that an insufficient quantity of oxygen is absorbed by our system. 

Muscular exercise, deep breathing, will increase oxygenation and do 
wonders to us—as is well known—but how often can the person needy 
of plenty of exercise, have same, especially when professional occupation 
and duties offer little chance for it? There are also a good many who 
may be invalid and should not exert themselves by physical strain. For 
all of these Shelton Ozone Treatments will do wonders. 
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The Shelton Ozone Generator converts the oxygen of the air into 
ozone. Ozone, therefore, is a modification of oxygen; in fact, it is concen¬ 
trated oxygen. It has a strong chemical action. It is a colorless gas which 
has a peculiar, not unpleasant, odor. 

Ozone exists in larger quantities on Mountain tops, at the Sea Shore 
and in the Country. In cities, and especially in crowded places, it is 
hardly recognizable. Oxygen is—as we all know—most vital to our 
welfare; intact, without it we could not exist, Vhen life is at its 
lowest ebb in grave cases of si.kne-s the physicians resort to the oxygen 
tank to keep us breathing and alive. It i- therefore not difficult to 
realize of what great importance ozone, which is concentrated oxygen, 
can be to us. , , . 

Not onlv have Shelton Ozone Treatment- when taken regularly for 
the medication of nasal, throat, bronchial and lung affections a marked 
effect within a comparatively short time, but as a general tonic they are 
without equal. Smokers, for instance, also drug-addicts, report that they 
feel their cravings for nicotine or other drugs les-ened when using the 
Shelton Ozone Treatment: in some cases complete cures have been 
accomplished by the constant use of Shelton Ozone and Violet Ray 
Treatments combined. 

A few minutes of Shelton Ozone treatment every day can do the 
same for you as hours of outdoor exercise in crisp, invigorating country 
air. A healthy clear complexion with natural hues, sparkling bright eyes 
result and the general tonic effect the Ozone has on the entire system 
cannot be underestimated. 

It produces an exhilaration which has no equal. Since Ozone is an 
intense oxidizer or germicide, it attacks organic substances, such as germs 
and bacteria. This oxidizing effect is in reality a process of burning, 
for substances burn because oxygen combines with some of their elements. 

No heat, however, accompanies this oxidizing effect of Ozone; the 
Ozone Darticles combine with the organic substances when finely divided; 
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Indirect Massage 

High Frequency current produces a cellular massage, the contractile 
effect being expended upon the individual cells composing the tissue 
rather than on the individual muscles. This form of massage is 
very effective, penetrating as it does every part of the body, and can 
be drawn to any desired part by the application of another person’s 
fingers to the part of the body to which treatment is particularly desired, 
-—the patient first grasping the electrode as shown in above illustration. 

Our No. 6 Electrode is especially designed for this treatment. 

You can, however, use No.* 1 with very good results; current not so 
strong, however. Where a very powerful treatment is wanted the metal 
Electrode No. 6 is used, hut to avoid the sting turn the current on and off 
while the person treated has hand on the metal Electrode as illustrated. 

Keep This in Mind 

Do not be afraid of the Violet Ray High Frequency spray or dis¬ 
charge. It never harms. It causes no shock. Use Violet Rays freely 
so you may familiarize yourself with their peculiar nature. 

Violet Rays grow in their usefulness the more you study their action 
and effect. Make it clear to yourself what you wish to accomplish. If 
you want a soothing effect, don’t apply a strong spray by holding appli¬ 
cator distant from the part to be treated; make a close contact instead 
with the bare skin. If you wish stimulation treat through the clothing 
with a current strong enough to reach your tissues. If you desire a 
tranquilizing effect to quiet the nervous system, do not use a current 
strong enough to cause irritation. If you actually want to destroy a wart 
or small growth, you must use an escharotic spark from a sharp point 
in order to obtain a cauterizing effect. Let these be the guiding prin¬ 
ciples to you and the result in the use of the Violet Rays will be sur¬ 
prising. 
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Effects Desired Easily Obtained 

Careful study of different wars of administration should be made 
before using Violet Ray so as to secure best results. 

For -edatr.- or qui-ting results, your entire body can be thoroughly 
charged w:th Violet Ray High Frequency current. You can completely 
rb-irifv yourself. Painful sensations by sedative treatments can be 
i as sedative action is strongly constitutional in its effects. Nervous 
aliments are greatly benefited by sedative treatments. They tranquilize 
your nerves. By keeping the electrode in close contact with part to be 
treated sedation can be produced locally. Sedative current creates quick 
and beneficial results in all nervous conditions. The entire nervous system 
is refreshed with a general electrification treatment. 

Violet Ray can be stimulative. When an electrode is somewhat lifted 
during the application nr used through clothing or cloth, a general stimu¬ 
lation is produced. This stimulation is caused by the many small sparks 
generally called High Frequency Spray. They cause a pleasant ami 
tingling sensation and bombard thoroughly the area which they cover." 
causing a very beneficial heating effect at the same time. They also gen¬ 
erate ozone which is directly driven into the tissue, causing the ozouiza- 
tion of the blood. These sparks are also germ-killing and overcome 
infection. 



Follow Instructions Carefully 

It is necessary to give strict attention to the following instructions to 
receive benefits—if same are followed, excellent results will positively be 
obtained. 

Abscesses —Keep electrode No. I in close contact with the skin. 
Use enough current to get the full effect of the heat generated. Treatment 
of 7 to 10 minutes’ duration and repeat daily or twice a day, if necessary. 
If applied to a developing abscess, its growth can be arrested. 

Acne (Pimples, Blackheads)—A common and very distressing 
condition in young people, one in which quick and permanent relief may¬ 
be obtained by the use of a short spark. Treat the entire surface for about 
six minutes, using electrode No. L Use electrode No. 20. creating a ndld 
figuration spark where blackheads are deeply imbedded in the tissues, 
thus softening and permitting their easy removal. Steaming the face 
before treatment will be found beneficial. During period of treatments 
diet should be carefully regulated, avoid rich and greasy foods, and keep 
bowels in a healthy condition. 

Alopecia (Loss of Hair) -Commence treatment with weak current 
and increase to medium strength later, by using electrode No. 3. Pass 
comb electrode hack and forth over scalp for about four minutes every¬ 
day. Use same treatment for baldness due to sickness and for gray hair 
in order to restore it to natural condition. Electrodes No. 1 or No. 5 can 
be used if more convenient. 

Alcoholism and Drug Addictions —Use surface electrode No. 1 
in alcohol, morphine or opium habits, apply a strong current over liver, 
solar plexus and spine, for six to eight minutes daily. In cocaine habits 
use a mild current to the soles of the feet, arms and legs until reddening 
results. These applications should be made through interposed towel or 
clothing. Short sparks are best for these treatments. Never apply current 
through shoes. 

Anemia and Chlorosis —Use electrode No. 1 for eight to ten min¬ 
utes three to six times per week, treating thoroughly the entire chest. 
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abdomen, back and spine, thus increasing the oxygenation of the blood, 
which is as effective as iron tonics to the system. Ozone inhalations are 
helpful and of utmost value in these cases. Use Ozone Generator No. 28 

Arteriosclerosis and Hk;h Blood Pressure —Daily treatments of 
about 8 minutes’ duration will lower blood pressure. As the blood 
approaches normal, reduce treatments to three a week, then to twice 
a week. A treatment every week or two should be maintained for some 
time to be sure of the permanency of results. Apply electrode No. 1 or 
No. 2, using a medium current strength over the body generally. 

Asthma In asthmatic conditions, the best results may be obtained 
through the use of the Ozone Generator, electrode No. 28. Choking and 
coughing fits will be promptly alleviated. A local auxiliary treatment 
may also be used for a sedative effect by a gentle massage over the area 
with the surface electrode No. 1 and mild current. Also apply electrode 
No. 5 to throat glands for about 6 minutes. 

Ataxia —Use a sharp spark along the spine, over buttocks, abdomen 
and to the back of the legs. Apply electrode No. 1 or No. 4. Daily 
treatments lasting about 10 minutes are necessary at first. They can 
be gradually decreased to about two a week with the progressing improve¬ 
ments. 

Backache —To relieve pain treat sore muscles with electrode No. 1. 
As backachp may be due to weakness of the bladder or sexual organs, 
lumbago, rheumatism, kidney disease, it is important to treat the cause 
as well. 

Barber’s Itch (Cycosis)- —Cleanse the infected area with warm 
water and caslile soap, and a mild antiseptic wash. Then treat with mild 
current from the surface electrode No. 1 in close contact, followed by a 
short spark till counter-irritation is produced. The condition is usually 
stubborn and may require extended treatment. 

Bladder Disease < Cystitis i —The result of vacuum tube treatment 
through the rectum or urethra is remarkable in inflammation of the 
bladder. Treatment lasting 7 minutes given daily at first and then every 
other day, will clear up urine very fast in nearly all of these eases. Use 
electrodes No. 1 or 2. 



RHEUMATISM 

There is no surer antidote on earth for rheumatism than Violet Ray treatment. In 
tome cases rheumatism disappears almost completely after a few treatments. 
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Development—T reat the entire area to he developed. Use 
«Me(vade No. 1 for about 5 to 8 minutes daily. Move it lightly over each 
‘ide. from the neck downward and also from arm pit to arm pit, under 
each breast, pressing lightly upward. 

Brights Disease —Apply strong current with electrode No. 1 over 
the region of the kidneys for at least 10 minutes every day. 

Bruises —Treat injured area with electrode No. 1. First with close 
contact and later with gradually increasing spark. Use lubricant. 

Bunions— Electrode No. 18 or No. 51, using a fairly strong cur¬ 
rent, should be applied directly over the inflamed area followed by a 
gentle spark. 

Callouses —On calloused areas of foot a mild fulguration spark ob¬ 
tained from electrode No. 20 will soften the hardened tissues so they 
can be readily removed. If soreness follows, treatment over the area 
with the surface electrode No. 1 in direct contact with the skin will afford 
relief. 


Cancer —Mild forms of cancer are treated with a strong spark. Use 
electrode No. 20. Consult authority, as surgerv is usually required in 
conjunction. 

Canker A medium current for 1 or 2 minutes should be applied 
with electrode No. 10 or No. 58, or any suitable dental electrode. 

Carbuncles— Use electrode No. 1 in loose contact with the inflamed 
area and pass it back and forth over it for 10 to 15 minutes. This 
will relieve pain and promote an early ripening of the carbuncle. Elec¬ 
trode No. 18 is also very convenient. 

Catarrhal Conditions- —In catarrh of the nose and throat the ozone 
genemtoi No. 28 is of great value and should be used two or three times 
daily for about 5 minutes at a time, followed by treatment in the nostrils 
with the nasal electrode No. 16 or 52 with mild current for about 3 
minutes. Care should be used that the current is not turned on until 
after insertion of the electrode. 

Cataract —Five minutes daily treatments with electrode No. 18 in 
contact with closed eyelids, with not too great an intensity of current. 

Chafe -Use vaseline, followed by a medium current with electrode 
No. 1 for 5 to 6 minutes in close contact with skin. 


Chapped Hands or Face- Apply vaseline first. Then use a weak 
current with No. 1 electrode for 2 minutes in contact with skin. 


Chilblains —Ise electrode No. 1 for 6 to 8 minutes in contact with 
die skin. It may be held steadily over the chilblain or mo\’ed slowly 
about as desired. Repeat daily or every other day until cured. 

Cold Hands or Feet —Improper circulation in the extremities may 
be relieved by a gentle spark over their surface, gradually increasing until 
a sense of warmth prevails. Use electrode No. 2. Repeat often; if 
necessary, three times a day. 


Colds Cold in the head will be benefited by inhalation from ozone 
generator (electrode No. 28), followed by mild current through nasal 
electrode No. 52. The surface electrode No. 1 may also be used over the 
antrum, mastoid region, and back of neck. 
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Cold in Lungs — Treat the chest and back. Fallow instructions given 
under Asthma. Take ozone inhalations repeatedly for several minutes. 
Electrode No. 28. 

Constipation —Relief will be obtained by n thorough downward 
massage over the abdominal region with surface electrode No. 1 applied 
first directly to the skin and followed by short spark over the same area. 
Ten minutes daily is advised first, later dropping to two or three times 
a week. If the constipation is particularly stubborn, peristaltic action 
will he stimulated by means of the insertion of an insulated rectal elee- 

trode (Nos. 14, 34, 36 or 
63). properly lubricated, for a 
period to 

, ply current after insertion. 

be^ entirely removed by the ap- 


particularlv upon the hard tis¬ 
sue and not on tlie surrounding 
area. 

Dandruff —Shampoo the 
scalp before treatment, dry it 
thoroughly and apply a me¬ 
dium current, with applicator 
No. 3. using it in the same man¬ 
ner as an ordinary conth for 3 
to 5 minutes. Repeat this treat¬ 
ment at intervals of 2 to 3 days. 
Do not use any hair tonic. 

Deafness —Unless thedrum 
of the ear is ruptured, chronic 
deafness may generally he re¬ 
lieved and in many cases en¬ 
tirely cured by high frequency 
treatment. Ear electrode No. 
10 should be used for about 1 
minutes. The gentle stimula¬ 
tion thus afforded the delicate 
aural nerves and the mild mas¬ 
sage of the drum will often 
result in an immediate improve¬ 
ment in hearing. As a further 
treatment the surface electrode 
may be applied over the mas¬ 
toid region for 4 or 5 minutes 
with a gentle, mild current. 
Diabetes —Apply electrodes Nos. 1 and 2 over the abdomen, and if 
proper diet is observed, results will he quickly obtained. Applv a strong 
current for about 8 minutes through a thin towel twice a dav. 

Diphtheria—A pply electrodes Nos. 10 and 58 to inside and outside 
of throat respectively. Ozone inhalutions have proven most beneficial 
I Ozone Generator No. 28). 

Dyspepsia —Apply surface electrode No. 1 over stomach and solar 
plexus. The general tonic effect of ozone inhalations makes it a useful 
adjunct. 

Earache —Relief obtained by application of ear electrode No. 10. 
using a tnild current for 3 to 7 minutes. Applications to the back of the 
car and over the side of the face covering facial nerve with electrode No. 1 
assist treatment greatly. 

Eczema —A handkerchief laid over the surface will cause a slight 
spark and is preferable. If the skin itches hold the electrode slightly 


FOR THE EAR 


Earache, deafness and other disorders of the 
auditory organs yield readily to the Violet 
ftav. In some cases, hearing has been re¬ 
store*! completely. 

Use Electrode No. 10, inserting it into the 
car, using a mild current for a short length 
of time. Where the pain is acute it is some¬ 
times necessary to take hourly applications. 
If heating effect is too marked during treat¬ 
ment interrupt the application and repeal 
later. 

When inflammation exists treat ahout the 
ear with No. 1 Electrode from 5 to 8 minutes 
with mild current. 


(C) Jeff Behary 2020 




-•* rxrmiii* 3 minutes at one t 

vritfc No. 1 electrode anti 
*■■>■0 4*dy tram 4 to 6 minute*. 

ttKiLi Troubles— Use 

«*«rtrado No*. 13. 30 or 31. 

TV-» should be lubricatetl be¬ 
fore insertion. Turn the cur- ,4 

rent on after insertion of elec- J^. 

trode and turn the current off 
before removing to avoid un- ^mjk 

t -cessarv sparking. A medium "?*£ 

current for 5 minutes is ap¬ 
plied. Repeat treatment as cir¬ 
cumstances require. During J jMft 

menstruation an excessive flow . ' 
of blood may result, as high 
fretjuenev currents draw the ^"iT’ 

blood. Ilfl 

Fistulas —Use electrode ml 

Nos. 14, 36 or 63, as indicated. 

Lubricate electrode before in¬ 
sertion into rectum. Use a me¬ 
dium current for about 5 min¬ 
utes daily. 

Flabby Breast—A stimu¬ 
lating application with the sur¬ 
face electrode to the relaxed 
nipple of the flabbv breast will 
immediately show its beneficial 
effecL 

Freckles— Several weeks’ 
treatment will be required. L’se 
electrode No. 1 with a me¬ 
dium current daily from 4 to 
6 minutes. 

Frost Bites— Treat affect¬ 
ed part with No. I electrode, 
using a mild current for from 
5 to 7 minutes. 

Furunculosis—'T reat with 

No. 1 electrode with mild or 
medium current. Inflammation 
will cease quickly. 

Goitre —The absorption of tissue being 
ternal throat electrode No. 5 in close contact 
with moderately sharp spark over the surface 
ance. Persistence in this treatment is necess.n 


SCALP TREATMENT 


11 revitalizes impoverished hair, restores its 
natural lustre. In order to obtain results it 
i- necessary to be both persistent and con¬ 
sistent in the u-c of Violet Kay, as treat¬ 
ments roust sometimes continue over a long 
period of time in obstinate cases. Treatments 
should be from 3 to 5 minutes a day using 
the comb Electrode. Do not use hair tonic 
that contains alcohol, as this is inflammable, 
falling hair can be stopped in time by Vinlet 
Kay scalp applications. Prematurely gray 
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current of sufficient strength for good stimulation once or twice every 
day. 

Grippe (Influenza) —Treat spine, solar plexus, over eyes and sides 
of nose. Inhalations from Ozone Generator (No. 28) will greatly aid. 
Intra-nasal applications by electrode No. 52 ure also beneficial. 

Hay Fever —Apply electrode No. 1 over the nose and the spine and 
No. 28 in nostrils. Anticipate the trouble and begin before discomfort 
is felt. 

Headaches- - Headaches are from varying causes. If relief is not 
had from applying to the scat of pain, cover the spine and stomach. 
Apply No. 1 electrode. 

Hives and Rash —Use electrode No. 1 with medium current strength 
to affected area. Use vaseline before applying tin- electrode; 3 to 5 
minutes should be sufficient. Repeat daily. 

Hemorrhoids (Piles) —Use hemorrhoidal electrode No. 63 with 
mild current for about 4 to 6 minutes, care being observed that the 
electrode is properly lubricated and that current is not turned on until 
after insertion. 

Insomnia —Cover back of head, neck and eyebrows in order men¬ 
tioned. Use electrode No. 1; a strong current is essential in treating 
this ailment. 

Leucorrhea —Follow the directions given under female troubles. 
Also use electrode No. 4, moving it up and down the spine slowly. A 
strong current must be used for about 5 to 6 minutes daily. 

Lumbac.o —Treat over painful area until all pain is dispelled. 
Use electrode No. 1 and as strong a current as can be tolerated. Repeat 
treatment whenever pain reappears until cured. 

Massage —Metal electrode No. 6 to be held by patient in one hand, 
turning on current after it has been grasped. Masseur'- lingers will 
draw sparks to point massaged. Use lubricant while massaging. 

Mumps —Treat the swollen parts with a medium current, using 
electrode No. I, keeping it in contact for about 5 to 8 minutes. Repeat 
as necessary, at least once a day. 

Nervousness —Treat the spine, back of bead and neck with a mild 
current, using electrodes Nos. 1 and 1. Immediate results art; felt in 
all cases. Use a weak current at first and increase the strength gradually; 
5 to 8 minutes is the average duration of treatment. 

Neuralgia —-Apply to seat of pain, after applying lubricant, raising 
electrode occasionally to produce spark. Treat with No. 1 electrode; 
time of treatment 5 to 10 minutes. 

Neuritis —The first few treatments usually increase the pain, after 
which relief is felt, and the current may be increased and a short spark 
given. Apply at the seat of pain with surface electrode No. 1. 

Obesity —Use electrode No. 1 and apply to affected parts con¬ 
sistently. Begin with a medium current and increase to full power. 
Rigorous diet, exercise and personal hygiene must, of course, be observed. 

Pains —Apply at seat of pain until relieved with current and method 
to give best results. Use electrode No. 1. 

Paralysis —With electrodes No. 1 or 2 treat paralyzed muscles, em¬ 
ploying a current strong enough to produce a half or three-quarter inch 
spark. Part of the time keep the applicator in contact with the skin and 
part of the time raise it above the surface to get effec tive spark. 

Poison Ivy —Apply lubricant first. Use No. 1 r!--;r or V 2 
edgewise so as to cause plenty of sparking ov»-r the- whole affected area 
Lift the applicator here and there and treat with a strong current for from 
3 to 5 minutes. 

Prostatic Diseases —This most distressing ailr <- ■ trr r. *n 
many men of middle age, is one in which the high frequency current is 
almost a specific. The treatment indicated is with the pr<*-!atic electrode 
No. 9. 

Pyorrhea —Treatments with suitable dental electrode with a weak 
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' medium current will help to re-establish a healthy condition of the 
pan*. High frequency treatments promote proper nutritional improve¬ 
ment* and in addition to this have antiseptic and antitoxic properties. 
A dentist should always be consulted. 

Red Nose—I se electrode No. 1 and apply for short periods, say 
Jr >niall sparks by holding the electrode edgeways or 

lifting it about one-eighth of an inch. The object is to destroy the en- 
larr^i reins ar.J treatment must not be carried too far at one time. It 
be repejt.-d as condition permits. Several days between treat- 
fit buv sometimes be advisable. 

Rheumatism —High frequency currents are of exceptional value in 
muscular and in chronic articular rheumatism. The pain will be relieved 
bv application of surface electrode No. 1 with massage, using lubricant, 
if necessary. Follow with fairly strong spark until pronounced redness 
produced. This treatment persistently followed has in many cases 
resulted in a permanent cure. While relief may be obtained in one treat¬ 
ment. a permanent cure may require much time and patience. 

Ringworm —Use electrode No. 1 and apply short sparks for several 
minutes two or three times every other day. A medium current is suf¬ 
ficient. Move the electrode so as to cover the entire affected area. 

Scars —If the tissue is hardened or callous its removal may be facili¬ 
tated by the application of a mild spark through electrode No. 20. 

Sclatica —Treat with a sharp spark along the course of the sciatic 
nerve until a redness is produced. Use electrode No. 1 or No. 2. 

Skin Diseases —Treat over the affected tissues with surface electrode 
No. 1 held in close contact for from 5 to 15 minutes. Follow by 
moderate spark 3 to 5 minutes. Treat once daily. If the skin is moist, 
talcum powder should be used so that electrode will not stick. See also 
Acne and Eczema. 

Sore Feet and Stone Bruises —Applications with any suitable ap¬ 
plicator in close contact with the skin bring quick relief. Use lubricant 
and treat for several minutes. 

Sore Throat (Tonsillitis)— Electrode No. 5 is best suited for ex¬ 
ternal throat applications. Hold directly against the skin with fairly 
strong current. The use of the Ozone Generator No. 28 for several min¬ 
utes following will also be beneficial. 

Sprains —The pain and soreness following a sprain mav be alleviated 
by treatment, first with the surface electrode in contact with the skin 
and later by a mild spark, gradually increasing in strength until a hyper¬ 
emia is produced. 

Stiffness of Joints and Muscles —This condition is generally due 
to the over-employment of certain muscles. The resulting stiffness and 
soreness may be relieved by the use of surface electrode No. 1. 

Ulcers- —Apply a strong current with No. 2 electrode for 5 minutes 
in contact, lifting applicator once in a while to produce sparks of at 
east one-quarter inch. Repeat daily. 

Warts and Moles —These disfigurements, no matter of how long 
•landing, may he most successfully treated by the application of a spark 
through the figuration electrode No. 20. The greatest care must be 
ex-rcised that these sparks do not come in contact with the surrounding 
Permanent results may be expected, and the most disfiguring 
» arts or moles removed without leaving a trace by these means. 

W HOOPING Cot’GH—Apply No. 1 electrode in the same manner as 
« - lined under Asthma and use also Ozone Inhalations with the Ozone 
-'•rator No. 28. 

Writer’s Cramp—T reat with gentle spark over the affected fingers 

' imb. also massage with surface electrode over palm of the band. 

® kinkles —Are commonly caused by using a given set of facial 
•cl-* more than normally. They can be removed by applying elec- 
•ie \ 1 or No. 18 with a rotary, massaging movement. High frequency 

i-'r- ; revitalizes tired muscles and arrests the blighting marks of time. 
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Guarantee 

On all our instruments the name Shelton Electric Company appears. 
All Shelton goods are guaranteed fully for one year from the date of 
purchase against mechanical or electrical imperfection. 



Directions for Operation 

1— Insert the Glass Applicator into the handle of machine. 

2— Attach the plug to the lamp socket. 

3— Turn the current on: first, electric light switch; second, knob switch 
on machine. 

1—Turn the adjusting knob switch to the right or left also to increase 
or to diminish the Violet Ray discharge. Also give extra turn when 
finished to insure electric current is broken. 

5 — In orificial treatments, the electrode should be first inserted into the 
orifice without inserting it in the instrument. Then place Electrode 
No. 6 in the instrument. Hold this metal electrode against the metal 
cap of the electrode the current carries. This simple method will 
prevent the electrode from moving while inserted. Use lubricant on 
all orificial electrodes. (For physicians.) 

6— In the indirect treatment, the party to be treated should hold the 
instrument, w’ith the metal Electrode No. 6 attached in hand. The 
current should then be turned on and some second party, with cither 
hand, fingertips or another applicator, draw the current to the desired 
spot of the patient’s body. This method can be used for body mas¬ 
sage, facial massage and scalp treatment. No. 1 Applicator may 
be used in place of No. 6, although it is not so strong, and desired 
results not so easily obtained. 

7— Do not attempt to repair instrument, if the necessity arises, but write 
to the factory, advising of your difficulties and we will inform you 
what to do. 

8— Do not use our instrument in connection with any tonic containing 
alcohol on the hair. 

9— Any treatment should be started with a mild current and gradually 
increased to the required strength. 

10— When a treatment is completed, do not forget to turn off the current 
at the switch, or to be on the safe side, remove plug from the electric 
light socket. Damage arising from carelessness is not covered in 
our guarantee. 

11 — The standard winding for this instrument is 110 Volts If voltage 

is higher or lower than 15 per cent, special wind:: ~ resist¬ 

ances must be used to obtain the best results. We will supply all 
necessary information upon request. 

12— Take care of the connecting cords. They should be kept dry and 
free from knots and twists and must be repaired when signs of wear 
are apparent. 

13— Should you break the glass Electrode off in the martiiwr a cciden tally, 
simply take a pair of long-nose plyers and poll oat the broken part. 
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High Frequency Currents in 
Modern Practice 

The modern physician no longer questions the value of High I requeno 
i unents. The quick and lasting results obtained by the use of H:g*. 
• : equency Currents where other measures have repeatedly proven futi e. 
j\e given the Medical Profession a true perception of their value. 



What High Frequency Is 

All electrical currents exceeding 10,000 oscillations per second are 
:• rmcd "High Frequency Currents.” There are two major phases of High 
Frequency, “HIGH” High Frequency, where the oscillations run into the 
hundred thousands per second and “LOW” High Frequency, generating 
ty-tween 10,000 and 20,000 oscillations per second. There are also the 
intermediate phases between the two major modalities. 

Source of “HIGH” High Frequency 

"HIGH'' High Frequency is generated by an arrangement of Induction 
Coils and High Tension Transformers in connection with Condensers and 
Iesla Coils or Oudin Resonators. This arrangement employs init : al high 
barging voltages, condensers and spark gaps, and is capable of generating 
naves that repeat themselves periodically and harmoniously. 

The Application of “HIGH” High Frequency 

"HIGH" High Frequency obtained from the sources mentioned above 
appears very smooth, and contractions of muscles or reaction at nerve 
centers is practically nil. This phase is excellent for fulguration work to 
remove moles, warts and cancerous growth by the dessication process. 
It is al- . 1 for skin treatment, especially where the chemical action of 

the efifenve, caused by the thousands of tiny sparks during surface treat¬ 
ment, is desired. 

This effleuve is rich in ultra-violet radiations, and as such, together with 
the nascent ozone created by it. is chemically active and decidedly germi¬ 
cidal. It has been determined that “HIGH” High Frequency is best suited 
for treatment of superficial conditions, local septic processes and also for 
the mucous cavities. 

Source of “LOW” High Frequency 

The Old Style Static Machine 

The old-style Static Machine while considered practically a relic of the 
past, is by no means of little value from the viewpoint of therapeutic 
qualities. It must be remembered that the different sources of Hioh Fre- 
iuency produce entirely different physical effects. The “LOW” High 
requency Currents generated by the Static Machine have certain qualities 
which the other sources cannot produce. 
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Effect of “LOW” High Frequency 

The characteristics of “LOW” High Frequency are especially the vibra¬ 
tory effects upon cells—(Cellular Massage! -and the involuntary slight 
muscular contractions, induced by wave distortions or wave super-im¬ 
position. “LOW"’ High Frequency Currents from the Static Machine have 
been found to lie most effective in producing marked local sedation, 
elimination of waste and discngorgemenl of congested tissue. Moreover, 
where inflammatory conditions are present, they bring relief by inducing 
circulatory drainage and accelerating local metabolism. 

The New Creation 

The Instrument jor the production of both 
"H I G H" and "L O If Ui € h Frequency. 

While numerous machines have been offered to the Medical Profession 
for the production of either “HIGH" nr “LOW" Frequency Currents, it 
remained for the engineers of The Shelton Laboratories, after much 
experimentation and consultation with prominent specialists, stretching 
over a period of years, to successfully reproduce both the “HIGH’’ and 
the “LOW" High Frequency by one and the same instrument. 

Simply by turning a knob, either of the two modalities, as well as the 
intermediate phases may be had on the new Shelton Violet Ray Instrument. 

Construction of the Shelton Violet Ray Instrument 

The various phases of High Frequency Currents in The Shelton V iolet 
Ray Instrument arc generated by successive kick-backs created by highly 
inductive windings and a special mechanical interrupting device. Their 
potential is controlled l»v u new and ingenious inductance provided with 
a graduated dial which permits a gradual and correct dosing. 

Summary 

Space does not permit us here to refer to the wide scope of High Fre¬ 
quency in general. Many books have been written on this subject by 
prominent Specialists. However, it is universally agreed that Nature has 
provided no other factor so omnipotent as the Violet Ray for relief— 
giving light, heat, electricity, ozone and massage (muscular contraction!, 
simultaneously. Physicians who are inclined to believe that sunn- of the 
statements of the accomplishments of High Frequency arc exaggerated 
are invited to try the Shelton Violet Ray Instrument at our risk for thirty 
days, and if not satisfied at the end of that time, they may return the 
apparatus and receive full credit. 
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SH6LT0N V10L6T R/fU 


Shelton Red Ray (Neon) 
Frequency Electrodes 


W years aj;o. It i* extremely rare; in 
W 1 .>0.000 cubic feet of air only one 
1 wHk- j < ubic foot of Neon may be found. 
i if Hie filtering and freezing processes 

jf employed to Neon are 

M troublcMime and expensive* there* 

f c , . v fore the commrrrial price of Neon 

Electrodes ore ’L* h, « h ‘ " ne . cu, "' : JI 

the original and lr " tha " *'"'"^ b J: r,c c ««* 

genuine. in P «*er $30.00. Neon has two vivid 

characteristics especially interesting 
•" electrical science. One i- i:» great conductivity. 136 time- 
greater than air at the >amr pre-sure. the other i- it- intense 
orange-red luminosity when ionized by electrical currents, 
l oth factor- have made Neon nnt only inlere-ting to mivdern 
electricity but also very practicable and important for certain 
uvea. 


>hellon 

Neon 

'■urfare 

Kl tetrode 

Price 

*3.00 


/ In connection with High Frequency Electrodes. Neon filling 
has at least three distinct advantages. First, lasting quality 
oi electrode as far as life of the vacuum is concerned. The 
Neon, being an inert gas, has the tendency not to undergo 
chemical changes under the influence of tin- high tension 
discharge, even when continuously used. Its life as far as 
ilie gas contents is concerned is therefore alm.-t indefinite. 
The vacuum of a Neon electrode will not become high Other 
electrodes using reduced atmosphere as means of conductivity 
cannot help hut change their vacuum gradually as is well 
known to users of High Frequency apparatus. Second, since 
its conductivity is high, it makes for greater efficiency.,. Tha t 
means. Neon electrodes will deliver a greater vobiw^otelec^ 
tririly to the part being treated under otherwise equal con¬ 
ditions. Tile discharge also is of a more diffused character and appears pleasant 
so that heavy currents can be delivered without unpleasant sensation. Third, the 
therapeutic value of the Neon ray. Tile Neon Red Ray stands in direct opposition to 
the Ultra-Violet Kay. The l lira-Violet Kay being, according to Fin-m. positive, 
the red light nrgativr. This opinion, now accepted by modern medicine, re-ts large!» 
upon the fact that for instance in eases of smalipoxvhlue rav- will cause pus-forma 
tion while nil rays have just the opposite effect and lend to dispel pus-formation. 
It i» also well known that in easr« of measles and scarlet fevei, red light can b- 
applied with good success as a remedy. Ur. A. Meyer (Slrahlenlherapie Bd. It u-»- 
rrd light in ca-Ps of ulcus cruris and recommends its use. F.rysipelas can successfully 
be treated liy red light according to Dr. 0. Mueller. I .M..M.W. 1917 Nr. 111. 


*mee Violet and Ultra-Violet Ravs and Red Ray- are antagonistic, it i- quite natural 
assume that one may equalise the action of the other. This is in fact so. \ 
-unhurn. caused us we know, by the Ultra-Violet Rays of the Sun. will yield to the 
Neon Red Kay. 

1. Neon Red Ray is indicated in all inflammatory condition* of the skin. 

2. It has a most soothing effect in ca-e- of skin irritation. 

3. It will dry up acute eruptions. (Acne, etc.) 

4. It will heal pustalr without leaving sear-. 

5. Freckles, tanning, -kin discolorations yield usually quickly. 

Copyrighted t>> Slid Ion latmitilfirv, K. F. Ianckh, New York. 

See fool of opposite page for prices on all Neon Electrodes 
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General 

High (Frequency 
Electrodes 

Made from the best annealed Im¬ 
ported glass. Do not confuse the 
Shelton Electrodes with Electrodes 
made from plain glass 

VIOLET RAY 

No. 1 —General Surface for Head, Face 

or Bod/ ..>1.00 

*' a *—i-ar*e Condenser Electrode, de¬ 

liver* strong current. For Kheu- 

nuuio, Lnmhagj, etc.4J.00 

No- 3—Large Conan, soup ot Body.$ 2 .uu 

J®* <—Spurn Electrode.J 1 .S 0 

5 —internal Throat, Arms, LmiL»a.. .>1.00 
JSo. 6—Metal Handle u»eu tor giving 

Indirect treatment .$1*25 

V.°* y —Insulated Prostauc Eicvtiuic_$ 2 . 0 u 

No. 10—Ear or internal Th.uat.$1.00 

N,«* 13—Plain Vaginal .$1.00 

No. 14—Plain Rectal, small diameter.$l.uu 

No. 18— Eye Electrode, also for Corns. . .$1.00 
>o. 30—Fulguration Electrode lor re¬ 
moval of Warts, Moles, Diseased 

v « Growths. etc. .$2.00 

2 io. 28—Ozune Generator, with 1 ux. 

bottle of mhaiant, Nusc and 

Mouth piece, and llulb.$10.00 

No. 30—Insulated Vaginal Electrode, large 

diameter .$2.00 

No. 31—Insulated Vaginal Electrode, gcr. 

crates ozone in Vagina.$3.00 

No. 32—Insulated Rectal, large diant.$2.00 

No. 33—Plain Rectal, large diameter.$1.00 

No. 34—Insulated Rectal, ined. diameter. .$2.00 
No. 35—PlaLn Rectal, medium diameter. .$1.00 

No. 36—Insulated Rectal, small.$2.00 

No. 37—Large Kataphoric (.Cocaine) Elec 
trodc—Medicated cotton inserted 
and High Frequency applied 
through medicated contents. Par¬ 
ticles of medicament are driven 
into tissue by molecular bombard¬ 
ment. Effect is purely local.$4.00 

N'o. 38—Hollow Surface shaped, generates 
Ozone within cavity and tits 
nicely over certain parts as cheek¬ 
bones .$1.25 

No. 39—Double Eye Electrode .$1.50 

No. 40—Actinic Rav Electrode for Acne 
Vulgaris, Ringworm, Luuua. etc. 
Develops sufficient X-Ray to 
cause actinic or Chemical Ray 

^ effect .$10.00 

No. 41—Dental Electrode for Gum treat 

ment, right side of Jaw.$2.00 

No. 42—Dental Electrode for Gum treat¬ 
ment, left side of Jaw.$2.00 

No. 43—Dental Electrode for Gum treat¬ 
ment. inside of Jaw.$2.00 

No. 44—Dental Electrode for frunt Gum 

treatment . ..$2.00 

No. 45—Denial Electrode inside Jaw.$2.00 

No. 46—Insulated Electrode covers small 

area for pimples ..$2.00 

No. 47—Dental Kataphoric (Cocaine) 

Electrode.$2.00 

No. 48—Dental Electrode for Gum.12.00 

No. 49—Dental Abscess Electrode.$2.00 

No. 50—Dental Electrode Ball shaped.. .$2.00 

No. 51—Corn Electrode .$2.00 

No. 52—Plain Nasal Electrode.$1.00 

No. 53—Dental Electrode, hollow bulb.. .$1.75 

No. 54—Eyelid Electrode.$2.00 

No. 55—Small Kataphoric (Cocaine) Elec¬ 
trode. See No. 37.$2.00 

No. 56—Insulated Ear Electrode.$2.00 

No. 57—Insulated Spatulum or Tongue...$2.00 

No. 58—Insulated Internal Throat.$2.00 

No. 59—Insulated Urethral Electtode... .$2.00 

No. 66— Plain Urethral ..$1.00 

No. 61—Insulated Nasal Electrode.$2.00 

No. 62—Dental Figuration Electrode... .$1.75 
No. 63—Hemorrhoidal .$1.00 

NEON ELECTRODE PRICES 

AH regular Violet Ray Electrodes as listed 
above at $1.00 each can be supplied in Neon 
at $3,00 each. 

All regular Violet Ray Electrodes as listed 
above at $1.75 and S2.00 each can be supplied 
in Neon at $4.00 each. 


(C) Jeff Behary 2020 




































































(C) Jeff Behary 2020 






(C) Jeff Behary 2020 





Sterling Violet Ray 

INSTRUCTION BOOK 


Complete with 

Charts, Diagrams and Directions for the 
Treatment of all Ailments Amen¬ 
able to the Sterling Violet 
Ray Generators 


0 


Compiled by 

The Originator and Inventor of 
the Solid Coil Sparkless Type 
High Frequency Generator 



Price $1.00 


CQcvmoNr nif 


ali *ioht» Mcatnvco 


CLARENCE K. EDSON & ASSOCIATES 
Concessionaires 
Sterling Electrical Specialties 


ORIGINAL AND IMfffOVtO OtSlONft IN f LfCTPlCAL 
CNIAriONI rot* TMt PNOl>IMlON AND HOMI 


lOgimiMi 1276 Wl»r!3H0 6» 
ron HOftPlTALft CLtVlLANO. O | 

ANO L A BOHATORII • U t A 

MAOI tP*C*A(. 

ON ORDIR 


AOIAClIA * 
IN Ll’AOINO ' 
AMCRICAN 
ANO PoRlDN 
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INTRODUCTION 


a n offering you the practical benefit* of the 
Violet Ray we would suggest that you do not 
expect too much. With any form of treatment 
patience and persistence are necessary. From 
experience you will learn and become mo»e and more 
competent in the application of the Violet Ray. 


Its efficiency may often be greatly increased by a 
trained operator or qualified physician. 

Sometimes cases are serious enough to warrant con¬ 
tusing a physician and applying the treatment under 
hia directions. Vour family doctor should know the 
benefits and value In Ihe Violet Ray and help you 
realise them. 

The tpeclfic treatments for tome diseases are not 
0 sen in this book although favorable reports have 
been made on them as we prefer to err on the side of 
contervatsm than be carried away by our enthusiasm. 

Persist—study your case. Is your diet and living 
prcperT Never give up. 

In the correct use of the Sterling Violet Ray there 
it absolutely no danger—no more than from a mild 
sun bath on a beautiful summer day. 


OPERATING INSTRUCTIONS—TVPE "A" 

The operation o» Sterling Violet Ray Oeneratora Is 
v ;ry simple and easy to understand. 

So tar we feel sate to state that Sterling Generators 
arc the most stmp'e. strongest, lightest and best con- 
.1. u:ttd tver made. 

St*i-' ng Generators can be operated by any one end 
wth the assurance that they are absolutely safe. The 
current may be either A, C. or O. C but must not 
be more than 40 volts above or below that stamped 
on the Generator. To use proceed •• follows: 

Fint:—Take Generator from the carrying case- You 
will find two cords of different lengths attached to It. 
the shorter one having an attachment plug at the 
extreme rrrt 

Second:—Remove the electric light bulb from Its 
toc'<e! and connect the plug In place of bulb. Once 
you have done this insert whatever Applicator you 
Intend to use Into the Handle as far as it will qo. 

Third:—Turn on the current In |u»t the same way 
as when you turn on the light. 

The Generator should start "butting” at once. Should 
it not do to turn the xnur'ed adjusting knob— 
»oward "W" (Weaker!—two or three turns. If -fter 
this the Generator does not xtnrt turn the .;nulrd 
knob s'owly towatd "S," unti. the Generator sta*. 

• but*rg " 

IT SOMETIMES HAPPENS THAT WHILE THE 
CURRENT IS SHUT OFF AT YOUR LAMP SOCKET, 
SOM EC N E TURNS THE ADJUSTING KNOB TO¬ 
WARDS "8" (STRONCER>—NEVER SUSPECTIN'-. 
THAT OY TURNING THE ADJUSTING KNOB TO 
THE RIGHT. CLOSE TO OR AS FAR AS IT WILL 
CO. THE CURRENT IS BRIOCED FROM ONE WIRE 
OF THE LINE TO THE OTHER WIRE WITHOUT 
PASSING THROUGH THE HANDLE WHERE THE 
HIGH FREQUENCY AND VIOLET RAY IS PRO¬ 
DUCED AND LET INTO THE GLASS APPLICATOR 

WERE YOU TO LEAVE THE CURRENT 
BRIDGED IN THIS WAY FOR A FEW MINUTES 
THE ELECTRICITY WOULD BE I'MANOFO INTO 
H C AT AND RUIN THE INSULATION IN THE 
GENERATOR. 

When the knob is turned toward "W” (Weaker) — t 
mmp'y turns off the current, flopping the Generator's 
“butting" but doing no harm. 

Fourth:—Th* adjust no knob should never be tu*n*cl 
wh '* th: current is off. as you cannot then know when 
to stop turning By regulating the strength of the 
cu-rent ‘n the Applle»tor while the Generator It work¬ 
ing or “butting" you can easily Judge when to stop 
turning, the more you turn toward "W" the weaker 
the current, while the more you turn the adjusting 
knob toward "8“ the stronger th* current. 
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Tests for strength may be made by trying the glass 
Applicator against the palm of the hand. 

When the strength la suitable proceed with the 
treatment ae specified in the Instruction Book. 

After you become accuitomed to the Generator you 
can quickly tell by the volume et light and the sound 
Just how strong the force Is. 

The Generator leaves our laboratories so adjusted 
that to produce a dangerous current Is the nearest 
thing to impossible. 

When through always turn off the current at the 
lamp socket and It is also safest and best to detach 
the Generator cord entirely at the lamp socket. 

Sterling Violet Ray Generators are adapted for uni- 
versal use. They work as well with Direct as with 
Alternating current—and operate at any voltage. The 
Generators made to operate at 110 volts can be op* 
erated at any voltage from 00 to ISO volts and those 
marked 220 volts will operate at voltages of from ISO 
to 2S0 volts. When Generators to operate at a higher 
voltage are desired we are prepared to make them on 
short notice. The same is true 'f the Generators are 
desired to operate at voltages anywhere from 30 to 
100 volts. 

TYPE ••C" OPERATING INSTRUCTIONS ARE IN 
GENERAL THE SAME AS FOR TYPE A." 

CARE OP GENERATOR—TYPE ••A'* 

Each Sterling Violet Ray and High Frequency Gen¬ 
erator leaves our laboratories in perfect condition and 
property adjusted and when treated with just ordinary 
care and used as directed should last Indefinitely. 
Nevertheless once In a great while it may happen that 
the cord breaks Just as It enters the handle and some* 
times It breaks where it enters tha generator box. 
To repair this without returning Generator to us— 
simply proceed as follows; 

While the Generator is running hold handle In one 
hand with Applicator inserted and with other hand 
move cord, a few Inches from handle, sideways—up 
and down and twist. While so doing If cord is broken 
near handle, the broken part wilt momentarily and 
irregularly come In contact and light the Applicator 
white Generator will work normally. Once this Is done 
one knows at which end the cord la broken. If It 
happens to be at entrance of handle—unscrew handle 
cap and after disconnecting cord from the coil Inside 
of rubber handle—taking care and observing how this 
is connected, cut off where cord Is broken and uncoil 
the two wires as you had previously found them—con¬ 
necting same as before, if cord happens to be broken 
as It enters Generator box, then proceed as follows: 

Turn adjusting knob towards "W" until the adjust¬ 
ing knob becomes dstached from the wire spiral or 
spring Once this is done, with a narrow screw driver 
unscrew and take out the five little screws to be seen 
around the face of the Generator box. After these five 
screws are removed the front cover Is easily removed 
also and the two connectors to which the wires or 
cord connect are plainly seen. With same small nar¬ 
row screw driver do not remove but loosen these two 
screws—one in each post—and removt cord by pulling 
or unscrewing it from hole at side of Generator box 
where It enters. Then cut off two or three inches of 
cord as directed above, and connect same as you found 
cord connected. To mark wires is unnecessary as the 
Sterling Generator la so constructed that as long at 
the two wires—one in each post—are connected. It la 
immaterial which wire ooet to either post—simply 
connect one wire to each post and tighten screws as 
found. Aftsr this is done replace front cover and 
screws and acrew adjusting knob in place—never for¬ 
getting to Insert brass part of knob into spiral wire 
spring before screwing it into place. This spring Is 
very Important and should never be omitted. Now 
the Generator is ready to be attached to tamp socket 
again and current turned on—turn adjusting knob 
toward “S" until Gsnerator starts "buialng.’’ 

Should it happen while using Gensrator only a very 
weak and faint glow of current is obtained at Appli¬ 
cator even while using the intensifier—or surface Ap- 
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plicator—it may be caused thru a damage or puncture 
to the High Tension Coll which I* found inside the 
rubber handle. This seldom or never happens and is 
only mentioned as a precaution so that the owner of 
a Sterling Generator will not ship the entire Generator 
to us for repairs. In this case all that is required Is 
to send us the High Tension Coll alone. Remove this 
from handle as above directed, mall same to ua and 
we will replace It without delay. 

-BABY" VIOLET INSTRUCTIONS 

This Instruction Booh, which also accompanies each 
Sterling "Baby” Violet Ray Generator, ccntalna the 
complete and regular directions for handling and us n 
our larger al*e—Type "A" or "C" Violet Ray Genera¬ 
tor. 

The same treatments may be followed with con¬ 
fidence In using the Sterling "Baby” Violet Ray Gen¬ 
erator but as the smaller machine does not have the 
same volume of rurrent as the larger machines the 
results may not be quite at prompt. 

The "Baby" Violet is a one-piece machine weighing 
but twenty ounces, all of It being self-contained in the 
handle. It is therefore slightly simpler to uae than 
the two-plecr "A" or "C" dealgna but la not quite as 
sturdy or as well designed for deep-seated aliments. 

The Operating Instructions are similar to those of 
Type "A" as well as Its care. 

In regulating the current turning the adjusting 
Knob to the right Increases the strength and to the 
left decreases It. 

REMEMBER—one thing—which Is VERY IMPORT 
ANT—never turn the current off to the right and 
leave It off as this "bridges" it and will quickly 
burn out and ruin the machine. 

CARE OF CLASS APPLICATORS 

The Sterling Applicators are made from the best 
grade of glass obtainable for the Intended purpoie. 
Some are plain vacuum and othera are Insulated, 
which prevents the rays emerging except near the 
end. each giaaa Applicator la hand made one at a 
time and before leaving our giaaa department each 
one la tested. If found defective they are immediately 
rejected. While the giaaa used it of the highest 
qualify this does not Infer that Applicators ore un¬ 
breakable. They will never break under ordinary 
care but every Applicator particularly the Intenal- 
fier and the surface White Ray and Violet Ray 
Applicators will aometimea give out and not light. 
This <a caused by the current punching thru the 
giaaa Invisible tiny holes by which the turroundlng 
air enters the Applicators, thus rendering them useless 
While this seldom occurs we cannot guarantee any 
glass Applicator—some wilt last months and years, 
othera Decome defective thru punctures within a 
few days or weeks of use. 

Never place a glass Applicator while warm or imme¬ 
diately after removing It from the Generator handle 
upon glass topped or marble tables nor wooden stands 
ai me rapid variation of temperature is liable to 
crack or Injure the Applicator. 

When removing Applicator from handle of Genera¬ 
tor Immediately after use It la better to place the 
glass Applicator upon towel or cotton cloth or any¬ 
thing that la not of a contrasting degree lower than 
temperature of Applicator, or place It back In carry¬ 
ing caae. 

Alwaya wash Applicators In hot water before and 
after use. especially in Infectious cases. 

The current itself la a strong antiseptic and germ¬ 
icide and will destroy any mlcroba that cornea In con¬ 
tact with it, but the Appllcatora should be washed 
for the sake of cleanliness. 

HOW TO USE APPLICATORS Not. 0-00-2 

Whenever a strong current la used through these 
Applicators a sparking sensation Is felt while bring¬ 
ing It In contact with the skin. By carrying out 
the following Instructions ynu will avoid all the un¬ 
pleasantness of the sparking. 
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After the generator ia attached to the circuit and 
in working order and the Applicator la Inaerted in 
the handle, then place the thumb and forefinger 
agalnet the Applicator near the handle and apply 
to the akin quickly. After the akin cornea in con* 
tact with the Applicator, remove the thumb and 
forefinger. Whenever the Applicator la to be re¬ 
moved from contact with the skin. repeat the opera- 
tlon. that la. place the fingera aa formerly. 

When extremely atrong current ia uaed, aa recom¬ 
mended for certain ailmenta. the patient la to place 
hie or her hand about the bulb of the Applicator while 
holding the rubber handle with the other and then 
apply Applicator to the akin where dealred, keeping 
the hand on conatantly, or removing if the current la 
tolerable. In thia caae. part of the current goea 
through the arm and part through the place where 
the Applicator cornea In contact with the akin, thua 
relieving the high preaaure concentrated In a amall 
area. Nevertheleaa, the body reeeivea all the current. 

Tor certain ailmenta. aa will be found under the 
different headinge in thla book. It will be oetter to 
atand the current aa per dlreetiona given. 

MOW TO USE METAL SATURATOR NO. 13 

General Tonic Treatment—General Electrification 

Flrat turn on the current, then hold the metal Sat¬ 
urator in one hand and the rubber handle In the other. 
Inaert the Saturator into the handle while the gen¬ 
erator ia working, keeping hold of the Saturator until 
treatment la over, then pull the Saturator from the 
handle. Thia being done, turn off the current at the 
socket. Never remove the hand from the Saturator 
while the current la on unleaa It la done very aulckty. 
otherwiee an unpleaaant eparklng la cauaed, although 
not Injurloua. 

OON'TS 

Don't Oil the Generator nor any of Ita parta. 

Don't fail to read our guarantee, front and back. 

Don't permit the Generator to run when not in 
actual uae and when no Applicator ia m the handle, 
aa the High Frequency current. If generated and not 
taken away from the coll Inalde of the rubber handle, 
produce# heat and. while great harm la not done. It 
never doea any good. 

Don't turn the adjueting knob when the Generator 
la not actually working because if turned too much 
towards left or rlaht the Generator may not start at 
once when next attached to the lamp socket and the 
current la turned on. 

Don't forget that the Sterling High Frequency and 
Violet Ray Oeneralore, In some respects, resemble an 
expensive well made watch, they will last a life time 
and keep In good working order when properly treated. 

Never come in contact with any metal or with cord 
of Generator when taking treatment. The body la 
then saturated with electricity and If In close prox¬ 
imity of any conductor—the current will Jump from 
the body to the conductor and while no danger can 
come from thia it la unpleaaant. Remember that the 
cord of the Sterling Generator never leaks. If while 
uaing the Intenaifier or the metal Saturator, or the 
Violet or White Ray aurface Applicators, you coma in 
contact with the cord a spark with alight ahock may 
be felt. It la because the bndv Is ao charged that the 
current is endeavoring to leak from body and escape, 
whereupon the current passes from body to cord BUT 
NEVER FROM CORD TO BODY. 

Don't tamper with your machine or allow anyone 
else to do so. Don't go beyond the cover otherwise 
you will rum the machine and our responsibility 
ceases. For repairs consult us. 

TREATING INSTRUCTIONS 
AS A BEAUTIFIER —FACE MASSAGE 

Use either Applicator No 00 or 0 from 4 to S min¬ 
utes. pasting Applicator all over face and neck, rub¬ 
bing from under chin upwards and towards back of 
head, and from under chin downwards, alwaya keep¬ 
ing Applicator firmly against the akin. Treat once 
dally or every other day. 
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underdevelopment 

Treat all over breast with Applicator No. 00. tiling 
a mild current, from S to 6 minutes to each breast 
once daily. 

While treating, press gently, always keeping good 
contact between the skin and Applicator, also pass 
Applicator in a circular motion and not up and down, 
or sidewise. 

FLABBY BREAST 

Treat the breast, particularly about the nipple, with 
Applicator No. 00 from 10 to 12 minutes to each 
breast, usma a fairly strong current and always 
making good contact with Applicator. 

Treat once dally. 

HAIR AND SCALP 

For diseases of the scalp either the rake or straight 
Comb Applicators No. 4 or 5 are extremely useful and 
if the Violet Ray thru one of these Applicators Is used 
at least once every other day from 5 to 10 minutes, 
the user will perhaps never again complain of falling 
•r brittle hair nor of Dandruff. 

The benefit of massaging the scalp is very marked. 
It strengthens the scalp tissues thereby preventing 
falling of the hair. A good way of strengthening the 
scalp and giving healthy hair growth is by holding the 
Saturator Applicator No. 13. with one or both hands 
and using mild current while a second person mas* 
sages the scalp, vigorously rubbing the scalp with a 
semi‘circular motion, using the tips of the fingers. 
If the person has never been treated this way or 
a long time has elapsed since the last treatment me 
scalp may pain somewnat or a form of headache may 
be felt for the firet few treatment#, but this will 
gradually disappear as the scalp becomes accustomed 
to it, which is generally within eight or ten treat¬ 
ments. This little discomfort will be found well 
worth while as once the scalp becomes strengthened 
one can eaally stand a strong pull on the hair without 
the least pain. 

People with blonde and brunette hair require dif¬ 
ferent treatment. Those who are blonde or light 
complexloned require shorter application# to obtain 
equal results. 

DANDRUFF 

The High Frequency and Violet Ray will not take 
Dandruff away from the hair unless the hair is very 
short. It simply removes the Dandruff from the skin 
or scalp, leaving It mingled loosely with the hair. 

Experience has taught us the following: 

Certain people, especially women, after using the 
Violet Ray for a number of times have found that 
they had more Dandruff than when they began the 
treatment. Of course this was a mistake on their 
part and they were convinced after they had followed 
the suggestion here offered, which we hope will also 
convince the reader of this booklet, what the Violet 
Roy did was to remove all Oandruff from the scalp 
and clean the akin from any foreign matter, leaving 
Dandruff loose on the head and free In the hair. 

The Dandruff should be removed from the hair with 
a fine comb or by brushing after each treatment. 

Use Comb Applicator No. 4 or 5 with a medium cur¬ 
rent strength from t to I minutes daily. 

NOTE.—Do not apply the Violet Ray to the hair 
immediately after using any preparation containing 
40 . or more of alcohol as this is inflammatory. 

FALLING HAIR 

For falling hair there are few thing#. If any, as 
beneficial as the High Frequency, either the White or 
Violet Ray. 

For some people the White Ray Is better than tne 
Violet, for others the contrary is the case. 

High Frequency will not stop falling hair with one 
treatment, but when faithfully used for a length of 
time, the result# will many times repay the trouble, 
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Comb the hair with either Comb Applicator No. « or 5, 
from 6 to 10 minutes every day. and otter a month 
the results will speak for what the High Frequency 
can accomplish. 

BARBER'S ITCH 

Treat with Applicator No. OO. uelng a rather atrong 
current, keeping Applicator about one-eighth inch from 
the ikln. 

Treatment should last from 1! • to 2 minutes twice 
dally for three or four days, after which, if neces¬ 
sary. once dally or every other day. 

ITCHING SCALP 

Use either Applicator No. 4 or 5, from 10 to 15 
minutes Treat all over head area, using a medium 
strong current. 

BLACKHEADS ANO PIMPLES 

First treat with surface Applicator No. 00 over the 
part where the blackheads or pimples are located for 
from 3 to 4 minutes, using a fairly strong current. 
After this use any of the pointed Applicators as for 
instance the Nasal No. 10 with the same strength of 
current as before, throw a spark to the blackhead or 
pimple, keeping the Applicator from one-eighth to a 
quarter of an inch away from the skin, letting the 
spark jump across. 

The treatment for each pimple or blackhead should 
last from 5 to 10 seconds. 

ERUPTIONS 

Eruptions of the skin are common and the majority 
of cases are due to carelessness .*nd neghger.ee of the 
proper hygienic measures. 

Treat from 5 to 8 minutes with Intensifying Appli¬ 
cator No. 2. bateiy touching the skin, using a fairly 
atrono current. 

This treatment is also especially adapted for greasy 
and shiny skin except that the Applicator should in 
such cases make good contact with the skin 

In both cases the Applicator should be s owty and 
constantly moved across the skin. 

WARTS ANO MOLES 

The proper treatment of warts is by using the Ful- 
geratlon Electrode No. * but they can also be success¬ 
fully treated with any of the pointed glass Applicators 
by following same Instructions ss lor blackheads and 
pimplss except that the treatment should be from 35 
to 45 seconds. 

After each treatment a slight soreness and warmth 
Is felt and In some cases, especially where the Indi¬ 
vidual has red or light hair, a local irritation may 
set In. This is nothing to be alarmed about but such 
persons should allow three or four days between treat¬ 
ments. 

A large wart usually requires from four to six treat¬ 
ments of 35 to 45 seconds each and will dry up and 
drop off within ten to twelve days, the remaining 
mark gradually disappearing within the next thirty 
or forty days, leaving no sear as a memory at the end 
of that time. 

BOILS OR FURUNCLE 

Treat with Applicator No. 0 which g.vrs Wh te 
Rays, use a strong current, and while kespmg Appli¬ 
cator not less than 1 »" from the Boll or l-uruncle 
treat the entire affected area from 7 to 9 minutes, 
twice daily, lettint, the current spark from the glass 
Applicator to the Boil. Should the treatment be too 
severe for certain places of the body use less strength 
or current and cut down the time accordingly. 

WRINKLES—SKIN REJUVENATION 

Use the Violet Ray Applicator No. CO over the chin 
and cheeks, makino a good contact w.lh the skin but 
not pressing and rubbing always Howards from the 
chin and from the front Of neck around to the back 
and then down to the shoulder. 






In moat cate* a layer of foreign matter will Be found 
adhering to the Applicator and it will turprite the 
operator to know that the supposedly clean tkln really 
held all of thia dirt and grim*. 

We know of nothing better to clean the pores of the 
skin, stimulate the surface capillaries and restore nor> 
mal healthy circulation to dull, pallid, flabby skin than 
th* High Frequency and Violet Ray either used thru 
th* Applicator No. 00 or the Intensifier No. 2. Treat¬ 
ment from & to 7 minutes daily or every other day. 

AFTER SHAVING 

Practically all men suffer more or lest discomfort 
after shaving, either from irritation of th* skm or 
from small cuts, bruises, abrasion or pimples. 

Any man will be convinced after using th* Violet • 

Ray thru Applicator No. 00 three or four times after 
shaving of the superiority of th* Violet Ray over any 
cream or lotion. As a germicidal it has no equal, it 
seems safe to say. 

The bleeding of any small cut or bruise may be • 

stopped In ten seconds by using the Violet Ray Appli¬ 
cator No. 00. scarcely touching the cut but by per¬ 
mitting a liberal spray of current to be created be¬ 
tween th* Applicator and tn* skin. In other words to 
properly treat and stop the cut from bleeding throw 
the current from the Applicator directly to the cut 
by keeping the Applicator within a slsteenth or one- 
eighth of an inch from th* skin The bleeding usually 
stops within five or ten seconds but should the cut 
be of such site that the blood bursts forth again after 
the removal of the Applicator aimply repeat the treat¬ 
ment for from IS to 25 seconds, which, however, is 
seldom required. 

Cates of tore skin caused by the rator or close shav- 
ino will be found to disappear almost immediately 
after a short treatment. The treatment should always 
be given after one has finished shaving and th* skin 
It washed free of soap and thoroughly dried 

CARE OF THE FEET 

In most cases callous growths can be banished by 
the steady uie of the Applicator No. 00 

For blistered feet use th* White Ray Applicator 
No 0 every morning and evening before retiring. To 
apply th* White Ray to Ita best advantage It should 
be used after soaking and washing th* feet in hot salt 
water. After properly drying the feet treat while the 
pores of the skin are open and the skin soft. This 
trcatmrnt will be found most valuable and pleasing 
and the little trouble will be amply repaid. 

GENERAL AFFLICTIONS 
EAR AILMENTS 

Treat with Applicator No. it from 10 to 12 minutes, 
using a mild current. Use as often at required. 

When inflammation exists, treat about the ear with 
Applicator No. 00 from 5 to 8 minutes with mild cur- 
rent. 

DEAFNESS 

Apply a mild current thru Eye Applicator No. 7 
from 5 to 8 minutes. Whenever the heat It too great 
remove Applicator for a few moments, then repeat 
Treat mornings and evening#. 

EVE AILMENTS 

Apply a mild current thru Eye Applicator No. 7 
from 5 to 8 minutes once dally. If both eyes are 
affected use the Double Eye Applicator No. 8. 

When inflamed use alto White Ray Applicator No. 0 
over th* part swollen from 3 to 5 minutes at each 
application 

ALCOHOLISM 

As a stimulant apply with Surface Applicator 00 
through 6 or 7 thicknesses of dry white Cloth to the , 

muscle mattes, alto up aro down through center of 
abdomen for interval* of 3 to 4 minutes, keeping It 
constantly moving. 
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Thi» condition is worthy 0» serious attention and 
the treatment It much more efficient when auto-con- 
dentation It an auxiliary. Therefore, we advlte your 
conauitmg one capable of admlnlitermg it complete. 

ABSCESSES 

The name abecett it given to certain circumscribed 
cavities containing pus. 

There are many parts in our body where an abscess 
may manliest itself and to be frank, ceilam form of 
abscesses ought to be treated by the Dentist or Phy¬ 
sician as the case may be. For example: An Alveolar 
Abscess should be handled by the Dentist, while a 
Fecal or Lacunar Abscess should be treated by the 
physician. 

By using the Violet Ray. as soon at the abscess 
starts, its action may be stopped by applying fairly 
strong current through the Violet Ray Applicator, 
making good contact with the affected a res. 

Treatment:—If the Abscess is Just starting to grow 
or manifest itself in any way use surface Applicator 
No. 00 which produces the Violet Ray. 

If the Abscess Is already in existence it Is better 
then to treat it with the White Ray surface glass 
Applicator 0. 

Apply the current In either case right to the part 
affected, making good contact. Use fairly strong cur¬ 
rent—about half the Generator's output is propei^-and 
apply from 4 to 10 minutes dally, stopping treatment 
for two or thrse days should the affected part become 
too Irritated. 

COLO IN HEAD 

Apply Violet Ray thru nose w.th Applicator No. 10. 
from 4 to 5 minutes. Also apply current about face, 
forehead, back of head and neck from 15 to 23 minutes 
morning and evening, using Applicator No. 00. fhe 
use of Ozone Inhaler described on page 28 is even 
more efficient. 

CARBUNCLES 

For the treatment of Carbuncles the Intensifying 
Applicator No- 2 is to be preferred, although the plain 
Surface Applicator No. 00 may be used to advantage. 

W.th either Applicator strong current should be 
used. When Carbuncles are Just starting, use the 
Applicator giving Violet Ray. Where Carbuncle Is 
developed, the Applicator giving White Ray Is to be 
preferred. The treatment should last from 10 to IK 
minutes dally. 

The Applicator is to be passed over the entire area 
affected by the Carbuncle but do not press the Appli¬ 
cator, merely past over with the slightest pressure. 

Never keep the Applicator motionless, move It back 
and forth constantly during the entire treatment. 

In practice it Is found that while High Frequency 
Violet Ray or High Frequency White Ray has proved 
effective in a surprisingly large number of cases, there 
are also some cates where the X-Ray used In conjunc¬ 
tion with the Violet or White Ray—whichever the 
case may be—obtains better success. 

While we also supply either X-Ray tubes o» low and 
high vacuum or X-Ray Applicators, we feel that these 
tubes or Applicators are best handled only by an ex¬ 
pert physician, or Electrotherapeutist, therefore we 
do not sell them to the general public. 

SUN-STROKE 

Use a very weak mild current applied thru Violet 
Ray Applicator No. 00 and apply to place affected. 
Treatment to last from 8 to 10 minutes >nce a day. 

DRUG HABITS 

The treatment of Drug Habits with the High Fre¬ 
quency and Violet Ray is much better handled by the 
expert physician or Electrotherapeutist. 

When the patient Is suffering from morphinism or 
the opium habit give the following treatment: 

Apply strong sparks with Intensifying Applicator 
No. 2 over liver and central part of the abdomen from 
2 to 3 minutes at a time. Also give general electrl- 


fication with Saturator No. 13 for 1ft minute*. The 
treatment for cocaine habit !■ quite different. Cocaine 
habit may be treated by moit anyone who knows how 
to operate the Sterling Violet Ray High Frequency 
Generator. 

Treat with Applicator No. 00, using fairly strong 
current and Violet Ray. Apply current to soles of feet 
and all over arms and legs until reddening of the skin 
starts to appear. Keep Applicator constantly moving. 

NOSE BLEED 

Report* on thl* condition indicate that treatment 
with the Violet Ray Surface Applicator No. 00 on the 
back of the neck and shoulders Is beneficial. Treat 
from 6 to 8 minutes. 

HEADACHES 

No other form of ache Is so common and universal. 

Some head pains are rheumatic, some others neu¬ 
ralgic, or the pain may be caused by a tumor Inside 
the head, by an abscess, by indigestion, nervous or 
sexual disturbances or come from other causes. 

The most common form of headaches are neuras¬ 
thenic. anemic, hyperemte. reflex, toxic and digestive. 

In nearly every disease of the stomach, headache Is 
a common symptom, and we may safely say that In 
almost every case of headache a certain degree of 
digestive disturbance Is associated. 

In many cases the stomach Is the direct cause of 
headache. 

Certain headaches resulting from causes >n the di¬ 
gestive tract are toxic, and are caused by the fermen¬ 
tation of decomposed food. 

Treatment:—Use the Surface Applicator No. 00 
which gives the Violet Ray. Use fairly strong current 
and apply to seat of pain, keeping the Applicator 
moving all over the place affected between ft and 7 
minute* at a time. 

Next use the Violet Ray Intensifying Applicator 
No. 2 over the stomach, also on back of neck and 
spine, treating area covered by Nos. 2. 3. 4 and up 
to No. 1. as indicated by charts on pages M and 27-- 
treatment to last 4 minutes for teat of pain and 
7 to 8 minutes for neck, stomach and spine. 

BRUISES AND SPRAINS 

Apply a mild current thru Surface Applicator No. 00 
over the seat of psln or atlffnesa for 10 to 12 minutes 
dally. 

RIGC’S DISEASE OF THE GUMS 

Pyorrhea Alveolar Is about the worst enemy our 
teeth have. 

We Invite Pyorrhea whenever the teeth are neg¬ 
lected. 

Pyorrhea It a discharge of pus. it Is a progressive 
necrosis of the tooth socket. Necrosis means death, 
therefore the proper name for Pyorrhea would better 
be “Tooth Destroyer or Tooth Killer.” 

To protect your teeth against Pyorrhea you must 
clean them properly with an antiseptic, keep them 
free from tartar and “acquire the habit”—use the 
Violet Ray. 

Are your gums delicate, do they tend to bleed when 
you use the tooth brush? If they do. do not wait 
until tomorrow—act at once. 

Treatment:—Insert Applicator No. 30 in the handle 
of the Sterling Violet Roy Generator, turn on the cur. 
rent at the lamp socket, adjust Generator to a mild 
current, place the “T” like end of the Applicator in 
good contact against your gums and move sidewise 
all over the upper and lower gums. Duration of treat¬ 
ment should be between 5 and ft minutes. 

DISEASES OF THE SKIN 
GENERAL AFFLICTIONS OF THE SKIN 

Treat with White Ray Applicator No. 0 over the 
entire area affected. Use a lalrly strong current and 
but barely touch the skin with the Applicator. 

Treatment: from 10 to 40 minutes according to 
space treated once daily or every other day. 
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ERYSIPELAS 

Treat part affected with a mild current thru White 
Ray Applicator No. 0 from 4 to 6 minute* at a time 
every other day. 

PELLAGRA 

Judging toy the character of thl* disease the While 
Ray ought to prove beneficial. 

ECZEMA 

Hold Violet Ray Surface Applicator No. 00 Between 
hand* and Inhale the ozone generated for 3 or 4 
minute*. 

Then inierl White Ray Applicator No. 0 Into the 
handle and apply a mild current to parts affected, 
barely touching the body with the Applicator. Appli¬ 
cator should be kept moving and never still In one 
spot. 

Treat from to to 12 minutes once dally. 

POISONING 

In order to treat poisoning Intelligently me char¬ 
acter of the poisoning should be known. In some cases 
there Is nothing superior to the Violet Ray. 

In poisoning we advise the prompt consulting of a 
physician capable of Its discriminating use. 

INFECTIOUS DISEASES 
lagrippe and influenza 

Influenza or LaGrlppe I* a contagious catarrhal 
fever, marked with extreme nervous exhaustion. 

Treat thru nose with Applicator No- 10 at same time 
breathing In thru the nose and out thru the mouth, 
keeping this up for 3 or 4 minutes as often as re¬ 
quired. Also apply a strong current over the entire 
chest, throat, snouldcrs. down the back and over 
shoulder blades, using Applicator No- 2 or the White 
Ray Applicator No. 0. This treatment should last IS 
minutes once dally. (See page 28—Ozone Inhaler). 

The spine may also be treated, using Applicator 
No. 6, which Is specially made for this purpose. 


TYPHOID FEVER 

If the Violet Ray I* used In this ailment It 
be only In the 
Physician. 


an 


hands of 

MALARIA 


should 
Electrotherapeutist or 


Malaria Is an infectious disease of the blood. Treat 
with Saturator No. 13 by holding same in both hands 
alternately, that la. 3 or 4 minutes hold Applicator 
with right hand and 3 or 4 minutes hold it with the 
left. This treatment should last from IS to 20 minutes 
twice a day. 

Also apply a fairly strong current, using Intensifying 
Applicator No- 2 or White Ray Applicator No. 0 over 
chest, throat, shoulders, back over shoulder blades 
and down to the thigh, turn patient over and continue 
treatment over abdomen until the starting place or 
chest Is reached. Treatment to be civen thru a thin 
white cloth, keeping Applicator constantly moving. 


SMALL POX 

Just as this infectious disease starts to break out, 
or before If possible, treat the entire body with the 
Intensifying Applicator No. 2. using a fairly strong 
current- Keep Applicator constantly movlna and 
barely touching the skin. 

This treatment should not last less than 35 minutes 
and should be given once or twice dally. 


ASTHMA 

The inhalation of ozone ha* proven beneficial. Hold 
Intensifying Applicator No. 2—using a fairly strong 
current—In the palm of the hand and Inhale the ozone 
so produced from 10 to 20 minutes. Better still use 
Ozone Inhaler (see page 28). 

Also use External Throat Applicator No. 3 about 
throat from 5 to 7 minutes. 

When first an attack of Asthma appears it Is well 
to use Applicator No. 0 about hips, chest and under 

13 


(C) Jeff Behary 2020 


armsj a'so Apply about non. Use a fairly Atrong 
currant for 10 to 19 minute*. 

MAY FEVER 

Follow tame treatment as for Aathma. 

CATARRH (NASAL) 

Use Nasal Applicator No. 10 within the nose, using 
a very mild current. Treat both sides from 2 to 3 
minutes each. 

Then treat outside with Applicator No. 00 or No. 2 
from 5 to 7 minutes, using a rather strona current 
and making good skin contact. 

Also inhale the otone generated while holding bulb 
of Applicator in closed hand for 5 or 6 minutes. (See 
page 2S—Ozone Inhaler.) 4 

BRONCHITIS 

Use Intensifying Applicator No 2 sending thru It a 
fairly strong current. Cover the chest and back with 
three or four layers of white clean cloth and treat 
thru the cloth from S to I minutes, keeping Applicator 
constantly moving. Alter that hold Applicator be¬ 
tween closed hands and inhale the osone generated 
from 10 to 12 minutes. Repeat this three times daily 
while chest applications once dally Is sufficient. (See 
page 28—Ozone Inhaler.) 

PLEURISY 

Treat same at Bronchitis. 

PNEUMONIA 

Treat same as Bronchitis. 

TONSILITIS 

High Frequency is not vsry dependable In Tonsihtit 
but in tome cases has been very beneficial especially 
when used In time. 

Treat with External Throat Applicator No. 3 about 
throat from 7 to 10 minutes, using a fairly strong cur¬ 
rent. Also treat Internally thru mouth with Insulated 
Tnroat Applicator No. 12 from 4 to t minutes, using 
a fairly strong current. 

SORE THROAT 

Treat inside, thru mouth, with Applicator No. 12 
from 1 to 4 minutes according to affection. Also use 
External Throat Applicator No. 3 from 8 to 12 minutes 
twice dally with a medium current. 

TUBERCULOSIS 

If used in time the High Frequency thru Intenelfier 
Applicator No. 2 beneficial. Treat the entire body 
using a fairly strong current. 

Also hold Applicator between closed hands and In¬ 
hale the ozone generated- While treating body, pay 
most attention to the chest, hack, throat And About 
nose. 

See that Applicator has at all times good contact 
with the skin and move it constantly. 

Treatment should lest from 20 to 30 minutes daily. 

(See page 28—Ozone Inhaler.) 

DISEASES OF THE STOMACH AND INTESTINES 

DYSPEPSIA 

Use Surface Applicator No. 00 over entire stomach 
and abdomen, from 10 to 12 minutes with strong cur¬ 
rent, also hold in hands near nose and inhale the 
ozone produced by this same Applicator when grasping 
same with both hands. Treatment from 3 to 4 times 
per week. 

GASTRITIS 

Treat over stomach, abdomen and chest with Inten¬ 
sifying Applicator No. 2 from 12 to IS minutes, mak¬ 
ing good contact and usinq a strong current. If Appli¬ 
cator has a tendency to stick to the skin dust a little 
talcum powder on It which will prevent this. Treat¬ 
ment mornings or evenings. 

CONSTIPATION , 

Treat with intensifying Applicator No. 2 over abdo¬ 
men, using strong current—about three-fourths full 
strength—from 10 to 12 minutes. Also treat thru 
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rectum with Insulated Applicator No. 23 first, then 
with one of the Dilators Nos. 37. 38 or 39. according 
with one of the Dilatators Nos. 37, 38 or 38. according 
to required size. 

Treatment should last from 4 to 8 minutes or 2 to 3 
minutes with each Applicator. Treat dally at first, 
afterwards 3 times per week. 

If desirable the Applicator may be lubricated, using 
a little glycerine on a tuft of cotton. 


OBESITY 

Obesity or Fatness is a disease caused by a change 
In the Intimate condition of the calls within the body. 

Treat with metal Saturator No. 13 from 20 to 25 
minutes dally, using a fairly strong current. 

PERITONITIS 

Treat first with White Ray Applicator No. 0 from 

7 to 8 minutes over the abdomen, using a medium 
strong current. 

Then apply with Intensifying Applicator No. 2 from 

8 to 8 minutes over abdomen and thighs, using a mild 
current and moving Applicator constantly. Repeat 
both treatments once daily. 

DISEASES OF THE LIVER AND CALL BLADDER 
JAUNDICE 

Jaundice is a yellow coloration of the sHIn caused 
by some disarrangement of the liver. 

Treat over No. 5—see chart on pages 26 and 27— 
with White Ray Applicator No. 0. using a fairly strong 
current from I to 7 minutes and with Applicator No 
2 from 4 to 5 minutes dally. 
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PILES OR HEMORRHOIDS 

Treat with Hemorrhoidal or Pile* Applicator Noe. 

24, 25 or 26. from 1 to i minutee dally, ualno a medium 
strong current. 

DISEASES OF THE KIDNEYS 
DIABETES 

Treat with Intensifying Applicator No. 2 over the 
entire abdomen and back, using a fairly strong cur¬ 
rent ana making but slight contact with the ikin. 
Treatment to last from 10 to 12 minutes dally for 
two or three weeks, after that treat every other day. 

Also use Saturator No. 13 from S to I minutes dally. 

BRIGHT'S DISEASE 

Treat with Applicator No- 2 over abdomen and » 

lower part of back, from 10 to 1? minutes dally, using 
a medium current strength. 

Also use Saturator from 10 to 1% minutes dally. 

In women's treatments, from 4 to t minutes with 
Applicator No. 18, thru the vag na. Is In some cases t 

very helpful. 

UREMIA 

Uremia is Indicated when the blood from an accu¬ 
mulation of urea becomes of a toxic or poisonous 
condition. 

Treat with metal Saturator No 13 as directed on 
page 7. from 12 to 15 minutes dally. 

Also apply a strong current over the lower part of 
the abdomen with White Ray Applicator No. 0 from 
0 to S minutes. 

NEPHRITIS 

Nephritis Is an inflammation of the kidneys. 

Treat over No. 13—see charts on pages 26 and 27— 
with Intensifying Applicator No. 2 from 10 to 12 min¬ 
utes, keeping Applicator constantly moving. Also 
treat from 8 to 10 minutes dally with metal Saturator 
No. 13. 

HYPEREMIA 

Treat with Spinal Applicator No. 6 over the spine 
from 3 to 8 minutes daily, using a medium current 

Also apply Intensifying Applicator No. 2 with a 
strong current over abdomen and thigh. The skin 
should be first powdered with talcum powder to pre¬ 
vent the Applicator from sticking. 

The entire treatment ought to last from 15 to 18 
minutes. 

DISEASES OF THE BLADDER 

Cystitis and Anuria particularly are both amenable 
to treatment with the Violet Ray but only when 
handled by the qualified physician. 

DISEASES OF THE GENITO-U RINARY ORGANS 
GONORRHOEA IN MACE 

Gonorrhoea in the male may be treated with the 
White Ray Surface Applicator No. 0 from 10 to 12 
minutes daily. 

The Urethral Applicator No. t6 Is to be used thru 
the canal but only in the hands of an Electrothera¬ 
peutist or physician. The Urethral Applicator No. U 
is sold only to practitioners. 

ORCHITIS 

Treat with Surface Violet Ray Applicator No, 00 
over testicle and lower part of abdomen from 5 to 7 
minutes, scarcely touching the skin with the Appli¬ 
cator and using a fairly strong current, every other 
day, stopping treatment for a few days should the 
parts become too irritated. 

IMPOTENCV 

Use Prostatlc Apollcator No. 35 and apply a strong 
current over the cenltal parts, over the Inguen or 

R roin. over the bladder, and using spinal Applicator 
O. 5 over th? lower part of the spine. The Inguen 
Is the depression between the thigh and body, also 
called groin. * 

Treatment should last from 10 to 12 minutes, barely 
touching the skin with the Applicator, two or three 
times per week. 
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Alto apply a moderately strong current thru rectum 
with Applicator No. 23 Irom 3 to 5 minutes. 

VARICOCELE 

Treat with Intensifying Applicator No. 2, using 
strong currant and applying current to entire scrotal 
are a or between urinary and rectal channels, thru two 
to four thicknesses of white clean cloth. Treatment 
to last from J to 4 minutes once dally. 

PROSTATIS 

Treat with Prostatic Applicator No. 35 or with Sur¬ 
face Violet Hay Applicator No. 00 from 10 to 12 min¬ 
utes daily, using a mild current. 

NOTE:—In specific treatments of this character, 

, where the condition Is at all serious, it is best to con¬ 

sult a competent physician who con administer the 
Violet Ray. 

DISEASES OF THE HEART 
ANOINA PECTORIS 

• Treat with External Throat Applicator No, 3 from 

7 to 10 minutes at the throat and down over ahoulders. 
Also the intensifying Applicator No. 2 with a mild 
current from 4 to o minutes. Over Nos. I and 3. 
see charts on pages 26 and 27. Treatment should be 
entrusted to the physician. 

ARTERIOSCLEROSIS 

Should be treated with metal Saturator No. 13 by 
holding It in the hand, uaing fairly strong current. 

Treat from 12 to 15 minutes dally. 

DISEASES OF THE BLOOD 
CYANOSIS 

Treat with metal Saturator No. 13 from 10 to 12 
minutes daily. Also with Surface violet Hay Appli¬ 
cator No. 00 over entire body, using a fairly strong 
current, and barely touching the sKln with Applicator. 

ANEMIA 

Treat with Surface Violet Ray Applicator No. 00 
over Ups. chin and nose. 

Hold Applicator with one hand and Inhale oione 
generated tar 5 minutes. (See page 2$ about Oione 
Inhaler.) 

Also apply a medium strong current with spinal 
Applicator No- 6 over the whole ipmc. keeping Appli¬ 
cator moving slowly. 

MILK-LEG 

Apply strong current with Intensifying Applicator 
No. 2 to part aftected for 6 minutes daily. 

Also general electrification with metal Saturator 11 
Is recommended of Irom 10 to 12 minutes duration. 

DROPSY 

Before Dropsy can be intelligently treated the exact 
nature of the case must be known. 

DISEASES OF THE MUSCLES AND JOINTS 

ARTICULAR RHEUMATISM 

Treat with Intensifying Applicator No. 2 over the 
seat of pain, using a strong current. The patient 
should sit. bend or stand so as to bring pain while 
the treatment goes on. 

Make very slight contact with Applicator to skin 
and keep Applicator constantly moving but slowly. 

Treatment should last from 25 to 30 minutes daily. 
Should skin become sore postpone treatment two or 
three days. 

RHEUMATIC ARTHRITIS 

Same treatment as for Articular Rheumatism. 

GOUT 

On account of the peculiar nature of this ailment 
It is better left for the physician. 

, LUMBAGO 

The patient should sit or bend the body or make 
whatever movement that brings pain. Use the In¬ 
tensifying Applicator No. 2 over the part indicated by 
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the pain at being molt affected. Use a fairly strong 
current and just bately touch the skin with Appli¬ 
cator. Make the patient bend or rise and apply the 
High Frequency thru Applicator No. 2 while rising or 
bendino. This is rather painful but pain will disap¬ 
pear within 10 minutes In most cases. 

Repeat treatment once a day until pain ceases to 
return. 


WRITERS' CRAMP 


Treat with Intensiher Applicator No. 2. using a 
fairly strong current. Treat from finger tips, all ovsr 
hand, wrist, forearm, arm and shoulder, making but 
slight contact with Applicator and skin. 

Also apply current over neck and between the 
shoulder blades. 

Treatment should last from IS to 20 minutes every 
other day. or daily if skin stands without Irritating. 

Some persons can endure more current than others 
without discomfort, but In any case. If Irritation sets 
In suspend treatment for a few days 


RHEUMATISM 

Apply current to seat of pain with Applicator No. 2. 
using a fairly strong current and making but slight 
contact or barely touching the skin. Treat from 10 
to 12 minutes at a time. 


MUSCULAR SORENESS 

Cause ought to be found first—then treat sccord- 
Ingly. 

Treat from 13 to 20 minutes with Applicator No. 13 
and from 5 to S minutes with Applicator No. 00. using 
a medium current. 

CRAMPS 

Apply a medium Current to area affected thru Ap. 
pllcator No. 2 from 8 to 10 minutes. 

CONTRACTION OF MUSCLES 

Use metal Saturator from 25 to 30 minutes dally. 

HIP JOINT DISEASE 

For treatment see Articular Rheumatism. 

SYNOVITIS 

Treat with Violet Ray Applicator No. 00 from 10 to 
12 minutes, using a medium strength current and 
barely touching the skin with the Applicator, that is. 
touch the skin but without pressure. 

In chronic cases the White Ray Applicator No. 0 la 
better. Give a strong current from 10 to 15 minutes 
tin u 2 or 3 folds or layers of whits clean cloth, pacing 
the cloth between Applicator and the skin. 

OI8EASES OF THE BRAIN AND NERVES 
ST. VITUS DANCE 

Treat with metal Saturator No. 13 from 20 to 25 
minutes dally. Also treat the entire body with In- 
teniny. m, Applicator No. 2. using a strong current 
and moving Applicator slowly but with firm contact. 
Treat two times per vrtk firm 29 to 25 minutes each 
treatmen* 

GOITRE 

Treat over goitre and neck with Intensifying Appli¬ 
cator No. 2. using a very strong current, barely touch¬ 
ing the skin with the Applicator. Treatment to last 
from 6 to 8 minutss every other day. Should skin 
become sore after 4 or 5 treatments discontinue for 
one week, after which treatment may be continued 
again. 

HYSTERIA 

Treat with Spinal Applicator No. 6 over tne spine 
from 7 to 9 minutes, using a mild current and moving 
Applicator up and down the spine slowly. Also use 
metal Saturator No. 13 from 7 to 8 minutes. Strong 
application over abdomen, using Intensifying Apph. 
cator No. 2 and making but slight contact are recom¬ 
mended in some cases This Isst treatment should 
last between 5 and 7 minutes. 
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NEURASTHENIA 

Hold Violet Ray Applicator No. 00 between closed 
hands and inhale the oaone so generated ,rom 7 te * 
minutes dally. 

Treat back of head, neeh and over abdomen from 
• to 10 minutes, using a medium strength current and 
making good skin contact with Intensifying Appllca- 

A ’general tonic treatment with the metal Saturator 
No. 13 is also beneficial. 

PALSY 

For treatment see Paralysis. 


SCIATICA 

Treat with the Intensifying Applicator No. 2. using 
itrono current—about two-thirds the output of the 
sterling Generator—over the lower part of the spine, 
iver the whole thigh, leg and foot, also Over lower 
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Sterling Violet Rar 
Generator — Type "A” 
shown In carrying-case 
with the V. R. (Ian 
Surface Applicator, the 
Mrtal Tonic Saturator. 
Complrtr with Inatruc- 
tion Book. 


Sterling "Baby" Violet 
Kay Generator ahown 
in carrying-case with 
the V K. glace Surface 
Applicator, the Mrtal 
Tonic Saturator and In- 
atnrction Book 




Sterling Oaone I n • 
haler — the moat eani- 
taiy, efficient and talu* 
able product of till a 
atyle yet produced. 
Complete with bulb, va¬ 
por! cm g oil and Instruc- 
tiona. 


Sterling Heating Pad, 
with three-heat puah- 
button awitch — acien- 
title ally correct—nlway a 
reliable—even tempera¬ 
ture—no better pad can 
he built at any price. 



i 


■annaaanan 


part of the abdomen. Treatment ahould laat from IS 
to 20 mmutea. The Applicator ahould be in conatant 
movement all over the aenaitive part* or aeat of pain. 
Oo not preaa the Applicator against the akin but juat 
slide It along. 

It Applicator click* to skin, apply talcum powder 
over the part to be treated. 

Treat dally for three or four day*. After that one* 
ovary other day will auffice. 

INSOMNIA 

Inhale ozone generated by holdlna Intensifying Ap¬ 
plicator No. 2 between closed hands. Also treat with 
White Ray Applicator No. 0 about lips, nose and 
throat from 10 to 12 minutes dally. Better still use 
Ozone Inhaler (gee page 78). 


t 


LOCOMOTOR ATAXIA 

This ailment ahould not be treated by the layman 
or novice. Consult your physician. 
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Slrrlini Farodlc Violet 
Ray Generator showing 
■mill extra Elntrodn. 
Price include* Hand 
Electrode* and Cord*, 
V. R. glass Surface Ap¬ 
plicator, Metal Tonic 
Saturator, Carrying-Case 
and ln»truction Book 



Sterling Type “ A ” 
Generator — alone — 
weight three and one- 
hall pound*—dial regu¬ 
lation—Longoria deelgn 
—in synthetic compound 
die moulded shell—mon¬ 
arch o( all It* hind. 


"Improved” C Outfit. 
Include* Glass and 
Metal Applicator* and 
Instruction Book. All 
complete in handsomely 
marked and polished 
Selected Hardwood Case 
with Polished Face 
Plate. 





Sterling immersion 
Water Heater — has a 
hundred practical uses 
and never fail*. Con¬ 
venient, efficient — dur¬ 
able—complete. 



raaaaaeaaaaaeng 


PARALYSIS 

Treat ovgr paralyted muscle*, using the Intensifying 
Applicator No. 2 with a heavy strong current, barely 
touching the skin with the Applicator. Keep Appli¬ 
cator constantly moving and treat from 8 to 12 min¬ 
utes dally. 

NEURALGIA 

Treat over the seat of pain with Intensifying Appli¬ 
cator No. 2 from S to 8 minute*, using a strong cur 
rent and barely touching the shin with Applicator. 
Treatment with Saturator No. 13 la alao recommended 
from 12 to 15 minute* daily. 

NEURITIS 

Thia it another ailment which should be handled 
by the practitioner. 

EPILEPSY 

Thia disease may be treated to advantage with the 
White Ray Applicator No. 0 but the proper treatment 
■a the X-Ray tube or X-Ray Applicator No. 1, 
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CATALEPSY 

Use Spinal Applicator No. A over the whole spine 
from 5 to 7 minutes, using a mild current. 

Treat with Intensifying Applicator No. 2 over abdo¬ 
men, thighs and back, using a fairly strong current 
and making perfect contact between Applicator and 
skm 

General electrification with metal Saturator No. 13 
hat alto proved beneficial in many cates. 

DISEASES OF WOMEN 
NERVOUSNESS 

Treat with metal Saturator No. 13 by holding same 
with one or both hands, from 20 to 25 minutes dally, 
using a medium strength current. 

DISEASES OP THE WOMO 

Certain Womb Ailments may be helped if net alto¬ 
gether cured by the use of High Frequency and the 
Violet Ray. 

Treat thru vagina w.th Vaginal Applicator No. II 
from 5 to 7 minutes, using a mild current. 

Also apply a strong current with Applicator No. 2 
over Nos. 7. 8. 11 and 12—etc charts on pages 26 and 
27—from 7 to 10 minutes duration, keeping Applicator 
constantly moving but slowly. 

AMENORRHEA 

Menstruation In Voung Girls When Irregular. Scanty 
or Delayed 

A painful menstruation is needless, do not wait until 
you p-ss the nineteenth or twentieth year ol your 
birth, the longer you wait the harder it Is to cure 
Better stop taking whiskey, gin. coal tar products and 
ter your physician. If he is an up-to-date one. he 
will use the High Frequency Vioet Ray. It may be 
that you do not like the idea of goiriQ to anyone and 
telling them your personal trouble. If your case Is 
not an o*d one you may treat It yourself right in your 
heme with the Sterling Violet Ray Generator. 

Treatment:—Regulate the Generator to give a fairly 
strong current—about three-quarters the output—sit 
in a wooden or eprmgless chair, or lay In a bed with 
s rather thick mattrees- Then take hold of the Gen¬ 
erator’s handle with your left hand and with your 
right hand insert the metal Saturator No. 13 into the 
handle as far as it will go. Now the High Frequency 
current is all thru your body acting as a tonic and as 
a blood purifier. 

Never take your hands off the metal Saturator, or 
turn on or off the current wtn'e holding same. 

After the tfcatment is over or the current >t to be 
turned off for tome reason or other, remove the Ap¬ 
plicator from the handle first, then set handle aside 
and turn off the current at the socket. 

This treatment should last between 15 and 20 min¬ 
utes. 

Directly following this, uce the Violet Ray Appli¬ 
cator No 00 lor 8 or 10 minutes over the area covered 
by No. 6—(see chart on page 26)—once dally or every 
other day. In certain cases where greater penetration 
and heat are desired use Applicator No. 2 which gives 
s stronger and more penetrating current than Appli¬ 
cator No OC producing greater neat. Treatments of 
from 10 to 12 minutes are usually sufficient. 

Do not expose yourself to draughts or bad weather 
mthin an hour and better not at all. 

AMENORRHEA IN WOVEN 
Irregularity or Suppression of the Menstruation 

Use Intulated Applicator No. 18 thru the Vagina, 
treatment to last from 5 to 6 minutes by the clock 
and not auesied at. Take treatment every other day. 
or a daily treatment of 3 to 4 minutes each. Then 
- POly with Applicator No. 00 over the lowe- part of i 

the spine, using a fairly strong current. Between the 
spire and Applicator place frem 2 to 3 folds Of some 
clean thin cloth. 

Treatment should last 4 minutes, keeping the Appll- 
--tor movirg constantly. The tr-atme-t Ju-t d'ser bed . 

is rather unpleasant as the task j v!« to the High 
Frequency current is to attract certain amount of 
blood to the area treated. The area treated will be- 
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com* of a pigmented color—pinkish or reddish color— 
and will feel rather watm tor an hour or ao after¬ 
ward*. 

dysmenorrhea 

Same treatment aa Amenorrhea In Women. 
LEUCORRHEA 

Us* Insulated Glass Applicator No. 1$ and proceed 
as follows: 

The patient should lay on her back over a thick 
mattress or wooden table and Insert the Vaginal Ap¬ 
plicator as directed for Menstruation—see Amenorrhea 
in Women. 

Then apply with the Spinal Applicator No. 6 a strong 
current over the spinal region from lower part of neck 
down to end of spine, keeping Applicator moving con¬ 
stantly up and down the spine. 

Treatment to last from S to 6 minute* dally from 
S to 8 days, afterward* every other day. 

M ENAPAUSE—(CHANCE IN LIFE) 

Treat with White Ray Applicator No. 0 over spine, 
back of head and neck. Also over abdomen. 

Place three fold* or layers of whit* clean cloth be¬ 
tween Applicator and skm. using a medium strong 
current, applying current thru cloth. 

Treat from 20 to 25 minutes every other day. 

OVARITIS 

For treating certain ovary affections such as neu¬ 
ralgic pains, irritations, tenderness, and the like, the 
High Frequency and Violet Ray has been very suc¬ 
cessful from the start and is gaining ground dally. 
Treatment causes no discomfort or pain whatever and 
is not the least complex. 

The patient should lay on her back, with knees bent, 
and body relaxed. 

Then apply a strong current over Nos. 8 and 12—see 
charts on Pages 26 and 27—using Surface Applicator 
No. 00 and pressing firmly but not so hard as to break 
Olass Applicator. Th* Applicator should be moved 
slowly and treatment to last 6 to • minutes each side, 
dally or every other day. 

GONORRHEA IN WOMEN 

Treat with plain Vaginal Applicator No. 17 thru the 
Vagina from 4 to f minutes every morning and with 
Insulated Vaginal Applicator No. 18 from 4 to 5 min¬ 
utes hy th* clock every evening before retiring. 

For chronic cases the White Ray Vaginal Applicator 
No. 18-W Is recommended. 

NOTE:—In specific treatments of this character, 
where the condition is at all serious, it Is best to con¬ 
sult a competent physician who can administer the 
Violet Ray. 

OISEASES OF CHILDREN 
DIPHTHERIA 

Treat Inside of throat with Insulated Applicator 
No. 12. uslno weak current from 2 to 3 minutes, and 
outs de of throat, using Appticator No. 3 for about 6 
mlnu*es morning and evening. 

MEASLES 

This la a contagious disease of children Known to 
science as Rubeola. 

The best marked character sties of Its affects are 
the eruption of the child's skin. A physician should 
be consulted at once, but to prevent th* disease from 
gaining rapidly treat the child with a mild current, 
using White Ray Surface Applicator No. 0 all over th* 
entire body. 

Treatment should Isst from IS to 20 minutes, never 
keeping Applicator stationary but move slowly and 
constantly. Repeat twice daily. 

GERMAN MEASLES 

Treat same as Rubeola or Measles. 
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MUMPS 

Apply White Pay with Applicator No. 0 to swollen 
part and surroundings. Treat one* dally from to to 
12 minutes. Use a mild currant and make good con¬ 
tact between tha part affected and Applicator. 

WHOOPING COUGH 

Known alao aa Pertuaia and it la a contagloua 

dlataaa. 

Treat put ent with the Intanaifymg Applicator No. 2 
over the ahouidera. acroaa from ahoulder to ahoulder 
back and front, using a fairly atrong currant for about 
10 mlnutea. then with External Throat Applicator No. 

3 treat all around the throat from 5 to 8 mlnutea. 
uamg the came Intenaity of current aa before. About 
30 or 33 minutce afterwards hold Applicator No. 00 in 
the palm of the hand with hand claaplng Applicator 
and inhale the otone then generated for 20 mlnutea. 
The Oione Inhaler le very valuable in thla ailment. 
(See page 28.) 

CROUP 

Uae Tongue Applicator No. 14 to give a mild flow. 
Place Applicator flat on top of tongue and cloae the 
mouth, 

Treat from 3 to 6 mlnutea. taking deep breathe 
thru the mouth and exhaling by the noae. 

Alao uae Naaal Applicator No. 10 about face and noae. 
and Surfaco Applicator No. 00 about face, noae and 
throat externally from 7 to 10 mlnutea. Immediate 
reaort to the Ozone Inhaler deacribed on page 23 will 
aave much anxiety. 

INFANTILE PARALYSIS—POLIOMYELITIS 

In auch a eerioua cate aa thia the treatment ahould 
be adminiatered by a phynclaa or Electrotherapeutlat 
and not attempted by the novice. 

Place five or a>x layera of thin clean white cloth be 
tween the parte to be treated and the Applicator. 

Apply atrong aparka with Applicator No. 2 to the 
aplne and parta paralyzed for 7 mlnutea. 

Aa aom« peraona are more aeneitive than others. the 
phyaician or operator ahould judge how often the 
treatment ahould be given. An hour or ao hefore the 
above treatment begins give, with the metal Saturator 
No. 13, a general body electrification from 10 to 12 
mlnutea. General electrification ahould be given twice 
dally. 

CHICKEN POX 

Thia chlld'a dtaeaaa la alao known aa Varicella. It la 
Infectious and eruptlva. 

Treat antire body with Applicator No. 0. making 
good contact and keeping Applicator moving con¬ 
stantly 20 minutes once daily. 

INSTRUCTIONS FOR USING STERLING 
FARAOIC TREATMENT SYSTEM 

From the group Illustration on page 21 you will ob¬ 
serve all there ia to ate of the Sterling V. R. Faradlc 
Generator Type "A." The entire apparatus it self- 
contained in the Generator. May alao be had In Type 
••C. M 

Near the machine you will notice the two cylinder 
Hand Electrodes and Corda. the Foot Plate, the Me¬ 
tallic Comb, the Brush, the Simplex Roller, two Wrlat 
Platea and two Hand Sponge Electrodes. They all 
have their distinct uses aa will be described later. 

Either on the face or the aide of the Generator are 
four hole*, each numbered; the following arrange¬ 
ments are In the order of their strength; 

1 and 2—Low Strength. 

1 and 3—Medium Strength. 

1 and 4—High Strength. 

The combination 2 and 3 la about the same strength 
as I and 2. while 3 and 4 has about equal strength 
with 1 and 3. 

The current is all of one kind, there Is no positive 
or negative. The voltage may be graduated from 3 to 
23 volts. In the one machine are both a Low and a 
High Frequency Current. 
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To use Faraaic Cylinder Hand Electrode* attach the 
connecting corda if not already in place and Insert the 
metal tipi on the other end into the desired holes on 
the Oenerator. 

If other Electrodes are to be used, connect them 
with the cord and Oenerator in the same way. 

Because of the simplicity of the Sterling Faradic 
V. R. Oenerator and on account of the entire absence 
of acids or liquids, it gives much satisfaction to those 
not familiar with handling the old style apparatus. 

BABY VIOLET FARADIC OENERATOR 

Here la something entirely new and exceedingly 
interesting as well as useful. 

This Is a device SEPARATE ENTIRELY from 
the B. V. Oenerator Itself. It can be applied to 
any B. V. 

It consists of an Induction winding encased In a 
ring of black fibre of a s ze that will barely slip 
over the Baby Violet. On It are mounted two 
terminals for making the usual Faradic connec¬ 
tions to the handles or other electrode*. 

To operate slide this ring along tne B. V. toward 
the knob end and as It proceeds the Faradic or low 
frequency current will increase In strength OR the 
Faradic Ring may be located at any given spot 
and the power controlled by the regular V. Ray ad¬ 
justment Knob and we will let you surmise how 
this mysterious action is accomplished. 

This attachment it unprecedented—nothing like It 
has even been offered with a V. R. Oenerator before. 
Remember, the B. V. Faradic Oenerator has abso¬ 
lutely no connection whatever with the B. V. by 
wires or otherwise. 

For purposes of entertainment scientific interest 
and medical value this entirely new departure Is 
most amaxlng. 

GENERAL TREATING INSTRUCTIONS 

No mfiexlb'e rule can be t ven for the treatment of 
disease, but theio are a few t tnerat suggestions that 
it it well to know. 

t- The Faradic current la ret a substitute for the 
Violet Ray and their action is wholly different. Ex¬ 
perience v.Ill acquaint you with their relative values 
lor different purposes. The Vlo'ct Hay la a far su¬ 
perior form of treatment, much broader and offer# 
greater advantage*, but the Farad c current will prove 
a faithful and valuable assistant. Rest, proper living, 
diet and fresh air are others. 

2. In treating, avoid tuddtn shocks- These are 
never of service and If the patient is of a nervous 
temperament, they may be harmful. Degin by hold¬ 
ing the Electrodes loosely when first turning on the 
current. By tightening the hands you may regulate 
the strength of the current as desired. 

3. It is important to adopt some definite form of 
treatment and to follow It persistently. The tonic 
effect of the treatment may be slow to notice, but the 
treatment should not be hastily abandoned for that 
reason as it takes time to effect results in some cases. 

i. The different ranges of current provided by the 
Sterling Faradic Oenerator and its gradual regulation 
cnab'e you to determine Just what strength Is best 
suited to your case. In most instances It is better to 
begin with a mild current and Increase to suit the 
requirements. 

5. Short treatments are ample. In ordinary treat¬ 
ments from two to eight minutes or at the most fifteen 
minutes Is quite sufficients the nature and condition 
of the ailments usually serve as a r tilde. The excep- 

‘ tions to this are m thr treatment of some chronic ail¬ 

ment as chronic articular rheumat sm and In general 
tonic electrisations where a little longer time can he 
allowed. 

6. No absolute rule can be made regarding how 

* often to treat. This depends upon the nature of the 

aliment, the sex. age, and habltf. Some acute cates 
require dally treatments, teidom more than that. In 
chronic cases from two to four times a week may be 
enough. (Continued on page 28.1 
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FRONT VIEW 


No. 1—Brain 

No. 8—Lung (right) 

No. 3—Heart 
No. 4—Stomach 
No. 8—Liver 

No. 6—Inteatlne* or Abdo- 


No. 7 —Bladder 
No. 8—Ovary (right) 
No. 9 —Lung (left) 
No. 10—Spleen 
No. It—Uterua 
No. 12—Ovary (left) 



* 
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CACK VIEW 


No. 1—Brain 

No. 2— Lung (right) 

No. 3—Heart 
No. 4—Stomach 
No. 5—Liver 

No. 6— Intoatinea or Abdo¬ 
men 


No. 7— Bladde- 
No. 8—Ovary (right) 
No. *—Lung (left) 
No. 1C—Spleen 
No It—tJterua 
No. 12—Ovary (left) 
No. 13—Kidney* 
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7. The continuance of treatment cannot be prede¬ 
termined. Chronic cates naturally require the longest 
courses. Obstinate cases may require from two to 
ala months with occasional rest periods and perhaps 
the variation value of the Violet Ray and other nat¬ 
ural remedies. 

8. When using the Sponge Electrodes, they should 
be well moistened, preferably with water which con¬ 
tains a little salt, and pressed steadily upon the part 
to be treated. The steadier the pressure of the Elec¬ 
trodes the more agreeable will be the sensation and 
the better the effect. 

9. Use whichever Electrode appears most conveni¬ 
ent for the appllcstion. 

10. The Electrode not used in the direct local 
treatment of the ailment should either be held In the 
hand, placed at an extremity of the body, the back of 
the neck or at the base of the spine. 

If OO NOT USE THE FARADIC CURRENT AT 
THE SAME TIME AS THE VIOLET R^B^AUSE 
CONTACT IN SUCH A CASE WILL GIVE AN UN¬ 
PLEASANT SHOCK. 

Three distinct ranges of current can be used, the 
Low or Weak Strength which Is the connection 1 and 

2. the Medium Strength whi . is the connection 1 and 

3. and the High or Strong Strength, which is the con¬ 
nection 1 and 4. 

The range 1 and 2 may be called the Primary and 
the range 1 and 4 the Secondary, while 1 and 3 is 
from Primary to Secondary and this is the one most 
used. It may be termed Medium. 

The Primary current is used particularly in the 
treatment ol scrofula, ulcers, growths, enlarged ton¬ 
sils. enlarged Joints, granulated eyelids, enlarged 
glands, strictures and other conditions of this char¬ 
acter. 

The Secondary current It applied in the treatment 
of nervous and Inflammatory ailments and acts as a 
tonic upon the system. It Is of greater tension. 

There are two main ways of applying the Sterling 
Faradic current. 

ONE—By Local Electrisation. 

TWO—By General Electrization. 

By the first method special nerves, muscles or or¬ 
gans are influenced and the action of the current is 
limited to these parts. 

By the serond system the current Is passed thru 
the entire body or a substantial part of It. 

For a refreshing effect to relieve fatigue or avoid 
paralysis, the muscles can be exercised thru the use 
of the Violet Ray and General Faradle Electrification 
used alternately. For business and professional men 
and others of sedentary habits this form of treatment 
will be found very welcome as It Imparts new life and 
vigor. It soothes, strengthens and exhilarates. It 
brings sleep and tranquility to the most nervous or¬ 
ganism—tired nature's sweet restorer. 

The location of an ailing part or organ may be 
partly determined by its sensibility to the treatment 

This sensibility serves as somewhat of a guide in 
administering the treatment. 

Examination of internal organs Is made with the 
Handle Sponge Electrode. Both the sponge and the 
body where the application is to be made should be 
moistened. Adapt the remedy to the condition. Some 
people require a general electrisation of the entire 
system which is accomplished as follows: 

Sit with the feet preferably bare, on the Foot Plate 
or else place this plate at the base of the spine. Then 
use the Handle Sponge Electrode and treat every part 
of the body. Begin with the forehead, neck, shoulders, 
arms, body to legs. The chest and legs will stand 
much more current than other places. Do not use 
enough current to tire as this would be an overdose. 

This treatment is well adapted for insomnia and 
states Of debility. The use Of the Faradic current for 
nervous Dyspepsia often gives great relief. 




(C) Jeff Behary 2020 




SOME STERLING SPECIALTIES 

"No Life Complete Without Them” 



OZONE INHALER 

The Sterling Ozone Inhaler is the first satisfactory 
and fully efficient article of its hind ever produced for 
use with a small High Frequency Generator. 

It Is used In the same manner as any of the Appli¬ 
cators. 

It is valuable In the local treatment of Throat. Nasal 
Bronchial and Lung affections such as Coughs. Colds, 
Catarrh, LaGrlppe. Bronchitis, Laryngitis. Pharyn- 
gltls. Asthma, Hay Fever, Croup, and for Its general 
beneficial influence upon the blood and system In Ner¬ 
vous Ailments. Neurasthenia. Anemia. Insomnia and 
others of a like character. It Is a Sterling relief. 

With this Sterling Inhaler the most potent, disease- 
destroying. health-giving element of nature may be 
applied locally and d.rectly to the affected area with 
an assurance of prompt relief. 

TWO PIECES ONLY 
Patents Pending 

The Sterling Electric Ozone Inhaler is made entirely 
of a special quality glass and eacn Is blown separately 
by hand. It is twelve Inches long and Is very tight In 
weight. Nascent Ozone Is very active and quickly 
combines with most all substances but this Sterling 
Applicator being alt glass provides full efficiency with¬ 
out waste. 

It consists of the stem part for inserting Into the 
handle of Generator, the vacuum tube, the converting 
or mixing chamber where the oxygen Is made Into 
ozone by the action of the Sterling High Frequency 
current, and where the oil and ozone amalgamation 
takes place and a rubber bulb attachment for dis¬ 
charging the mlxino chamber 

It Is made In only two sections which is another 
Sterling innovation. The delivery end has a ground 
glass bottom which perfectly f<ts the ground glass 
neck at the top end of the body. This feature elimi¬ 
nates the necessity for corks which are insecure and 
unsanitary. 

The parts are both standard and if either ever be¬ 
comes broken the other may be obtained separately. 

The apertures sre large and readily permit cleaning. 












The washing chimetr i« loosely packed with a soft 
fibrous material which may be soaked in the oil, there¬ 
after offering an effective cleanser to passage of the 
fumes and impurities. 

As the High Frequency discharge passes thru the 
exhausted vacuum chamber a liberal supply of oxone 
is steadily produced. 

This Is purified by the oil bath thru which it passes 
in the washing chamber above. This oil bath also 
absorbs the nitric fumes present in some degree with 
the separated oxone. 

The delivery of both the vaporized oil and the oxene 
is forced to the patient by pressure on the rubber bulb. 

The Sterling oil used with the Inhaler Is neutral and 
a perfectly harmless scientific blend of pure essential 
oils each having distinctive and time proven erf'eacy. 
The combination has a soothing influence upon the 
membranes and affected parts, besides being cooling. 
Its healing characteristics are distinctive and most 
marked. In the administration the oils become super 
saturated with Oxone which Is thus conveyed to every 
section of the throat, nose and lung passages where 
the oxone Is discharged. 

Its well known antiseptic and bactericidal properties 
are In this way thoroughly distributed and thoroughly 
manifested. 



PINOZOR—AIR PURIFIER AND DISINFECTANT 

This Inexpensive Sterling attschment does the work 
of many cf the large and costly apparatus designed 
for dcdorlxlng. disinfecting and purifying the atmos¬ 
phere and contents of rooms, 

It generates a stream of oxone which destroys the 
organic and injurious matter found In the air and 
washes It clean just as a bath does the body, soon 
removing the musty, mouldy, sickly smell. 

It may be used while the patient lies comfortably 
in bed. in fact It is beneficial to them and not at all 
injurious to plants and furnishings. 

Many more uses for It will be apparent. 

ELECTRIC HEATING PAD 

Like all Sterling products this Heating Pad is made 
with a conscience and with the comfort, convenience. 
• nfety and aatlafactlon of the user always in mind. 

Imagine the relief brought to the distressed by thla 
thin, light, flexible, soft, xoothlng creation, which 
readily conforms to any part of the body. 

It gives a gentle, healing heat, continually and 
evenly distributed. 

It Is a weicomt auccesaor to that disagreeable nuis¬ 
ance the old. heavy, clumsy, hot water bag which 
needs constant refilling, may burn or discharge scald¬ 
ing water and which "cools off" Just as comfort comes. 

The Sterling pad wins quick friends by its good 
work In all ailing conditions benehtsd by the con¬ 
tinuous application of heat such as sprains, toothache, 
chills, cramps, grippe, pneumonia, insomnia. Inflam¬ 
mation. backache, neuralgia, rheumatism, poor circu¬ 
lation and muscular afflictions from foot to head and 
from babyhood to old age. 

It may be used anywhere at any time in the home, 
hotel or hospital. 
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Each pad la equipped with an economical, guaran¬ 
teed. three-heat controlling push-button twitch of the 
National Electric Code Standard. 

This is located within easy reach o> the user and 
temperatures of 100 F.—1*0 F. and ISO F. may be 
gradually obtained and easily maintained as long as 
desired. Indicators guide Its manipulation even In 
the dark. 

This switch Is made entirely ol metal and will not 
bind or lock In any climate and Is not subject to tem¬ 
perature changes. 

It Is made of highly polished nickeled brass and Is 
a most artistic, high-class, reliable featu-e. 

This Sterling pad is safe, cannot overheat and is 
made doubly danger-proof by two most clever auto¬ 
matic thermostats independent of the heating control. 

While it is a rugged pad for wear it is so pliable 
that It may be crumpled Into a ball without harm¬ 
ing It, 

It may be had In a Puffy eiderdown cover or a 
Power figured cretonne for the same price. The eider¬ 
down holds the heat better, the cretonne Is the hand¬ 
somer. 

The standard pad operates at voltages of 100 to 129, 
but pads can be furnished for other voltages. 

The Sterling Heating Pad measures IV - k 14 inches, 
weighs 28 ounces and has 10 feet of cord with two- 
piece lamp socket plug. 

You can pay more but you cannot buy more in a 
Heating Pad. 

It comes complete all ready to attach, turn on cur¬ 
rent and use. 

Rubberised Waterproof Bags, each, $1.29. Cloth. 29 
cents. 

ELECTRIC IMMERSION WATER HEATER 

This delightful Sterling utility Is valuable for emer¬ 
gency purposes and has many practical uses at the 
table and elsewhere. 

It assures a good supply of warm or boiling water 
in a moment at any time. 

It will cook bouillon, soup or eggs. In a few minutes 
and prepare tea, coffee or cocoa promptly. 

It will warm baby's milk or furnish water for shav¬ 
ing In a hurry. 

Many special purposes have been found for it such 
as heating oil. wax. glue, pitch, tar. paraffine and 
keeping such solid substances liquid where desired. 

In homes, hotels, hospitals, stores, cafes, trains.* 
boats, factories and everywhere the Sterling Immer¬ 
sion Heater Is appreciated. 

It lies flat and so may be used In shallow dishes 
and for sterilising instruments as It provides the space 
and does not Interfere. 

It is a greatly preferred convenience for physicians, 
dentists, demonstrators, travellers, and others- 

il has all the advantages of an electric heater. 
There is no danger like from an open flame nor the 
unhealthy attendant condition. 

It is so simple to operate and safe that a child may 
use it. 

it will stand long, hard usage and cannot burn out 
If operated ONLY while immersed, even when run 
continuously. 

It is scientifically constructed to give the greatest 
efficiency at the least cost. All of the heat goes di¬ 
rectly into the material In which It la immersed, quick 
and economical heating being the result. 

The heating unit is permanently imbedded in cement 
under tremendous pressure and the use of mica Is 
entirely avoided. 

It Is neat, has a round three-inch foot, weighs with 
plug and cord but 11 ounces, and the 6V« Inch handle 
is always cool. At 110 volts It draws 900 watts. 

it Is fully guaranteed and a handsome heater deluxe 
that anyone may be proud and glad to own. 

Standard s<*e* 110 and 220 volts which allow a S< 
variation either way but heaters can be made for 
other voltages. 

Complete with six foot detachable cord and two- 
piece plug. 
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APPLICATORS ANO THEIR USE 


NOTE:—In sach case follow the direction* for use 


given under the ipcclhe ailment and not here. See 


plate* at end of book for illustration. 

Price in 

U. 8. A. Elsewhere 


No. 

00 

SURFACE APPLICATOR FOR 
VIOLET RAY is used for most 
general surface afflictions .. $0.75 

• • 

4 

d. 

0 

0 

SURFACE APPLICATOR FOR 
BLUE WHITE RAY Is used In 
chronic and skin ailments 

.75 

4 

0 

1 

SURFACE APPLICATOR WITH 
X-RAY LIGHT is sold only to 
physicians for special purposes 

1.00 

< 

0 

2 

INTENSIFYING APPLICATOR is 
tor deep seated ailment* and 
whenever quantities of oione 
and heat are required 

3j00 

10 

3 

3 

EXTERNAL throat appli- 
CATOR Is for ailments of the 
throat, arms and legs and is 
designed to fit such parts of 
the body 

1.00 

• 

0 

4 

STRAIGHT COMB APPLICATOR 
IS adapted for the treatment of 
the hair and scalp .... 

2.00 

10 

0 

5 

RAKE COMB APPLICATOR is 
preferred by some but the ac¬ 
tion of each is alike 

2.00 

10 

0 

■0 

SPINAL APPLICATOR >s mostly 
applied to diseases of the blood 
and arteries . .. .. 

1.50 

c 

3 

7 

EYE APPLICATOR Is intended 
for eye ailments and some other 
special purposes . . 

.75 

4 

0 

a 

EYE APPLICATOR—DOUBLE is 
also for eye ailments with the 
purpose of treating both eyes 
at th# same time . 

1.00 

0 

0 

• 

FULGURATION ELECTRODE is 
intended for physicians and 
dermatologists in the removal 
of certain skin blemishes 

1.SO 

a 

3 

10 

NASAL APPLICATOR—Insulated, 
is for affections of the nose and 
throat, also catarrhal afflictions 

1.75 

10 

0 

11 

EAR APPLICATOR—Insulatsd, is 
designed for the treatment of 
ear trouble* . 

1.75 

10 

e 

12 

INTERNAL THROAT APPLICA¬ 
TOR—Insulated, is for all In¬ 
ternal throat afflictions., 

1.75 

10 

a 


13 SATURATOR i* valuable wherever 
a restorative or tonic effect Is 
Indicated and is used in com¬ 
bination with another person 
for massaging. It is a builder. 
It yields a different current than 
the glass Applicators which 
comes straight from the trans¬ 
former In the handle without 
the alterative effect of the 


vacuum Applicator. It gives a 
general saturation and electrl 
rication of the entire body im- 
mediately. . ... .75 

14 TONGUE APPLICATOR—Insulat¬ 

ed. Is used In fever cases . 1.75 

15 PLAIN URETHRAL APPLICA¬ 

TOR is for diseases of the urin¬ 
ary channel and bladder and la 
only sold to physicians .75 

15 URETHRAL APPLICATOR—In- 
sulated. Is for local diseases of 
the bladder and urinary chan¬ 
nel and is also sold to physi¬ 
cians only. 1./5 


4 0 

10 0 


4 0 


10 0 
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No- Price 


17 PLAIN VAGINAL APPLICATOR 

is adapted for special diseases 

of woman 1.00 

18 VAGINAL APPLICATOR—Insu¬ 

lated, is also for special dis¬ 
eases of woman... . 2.00 

18-W PLAIN VAGINAL APPLICA¬ 
TOR giving White Ray is rec¬ 
ommended for Chronic Gonor¬ 
rheal cases In women. t.SO 

19 PERFORATED VAGINAL AP¬ 

PLICATOR Is for use by phy¬ 
sicians only 2.50 

20 PLAIN RECTAL APPLICATOR— 

58" diameter . 75 

21 PLAIN RECTAL APPLICATOR¬ 

'S" diameter 85 

22 PLAIN RECTAL APPLICATOR— 

1" diameter .. . 1.00 

These three Applicators are 
adapted for afflictions of the 
intestines and rectum. Per set 2.50 


23 RECTAL APPLICATOR—Insulat. 

ed—i*” diameter, is especially 
adapted for local afflictions of 
the rectum . 1.75 

24 HEMORRHOIDAL APPLICATOR 

—diameter .75 

25 HEMORRHOIDAL APPLICATOR 

—*«' tfl Mllt Sf .85 

26 HEMORRHOIDAL APPLICATOR 

—1" diameter .... LOG 

These three Applicators, as the 
name Indicates, are for the 
treatment of Hemorrhoids and 
Piles. Per set. 2.50 


DENTAL APPLICATORS 

27 CATAPHORETIC APPLICATOR 

—Insulated—Type "A" for front 
teeth Is purposely designed to 
facilitate the application of 
chemical solutions used In the 
Dental profession Into the tissue 2.00 

28 CATAPHORETIC APPLICATOR 

—Insulated—Type “B” for bach 
teeth—Is for a like purpose ap¬ 
plicable to the back teeth. This 
Applicator may also be used on 


the front teeth. 2.00 

29 DENTALOCAL APPLICATOR— 
Insulated. Is particularly adapted 
to treat any local swelling or 
lesion of the gums.. . . ...... 2.00 


30 GUM MASSAGING APPLICA¬ 

TOR—Insulated. In addition to 
being valuable to the Dentist 
this Applicator is well adapted 
for home use. It strengthens, 
hardens and Invigorates soft 
and bleeding gums being high, 
ly germicidal and antiseptic... 2.00 

31 PYORRHEA APPLICATOR—In- 

sulated, the name of this Ap¬ 
plicator Indicates its use . . 2.00 

32 DENTISTS' CAVITY APPLICA- 

TOR—Insulated. Is properly de- 
signed for treating cavities and 
near fillings as tnis Applicator 
Is entirely Insulated except at 
the extreme point which pre¬ 
vents the current jumping from 
the stem to any metallic filling. 

This Applicator is also nicely 
adapted to treat small areas 
and cavities 2.00 


t. d. 


5 0 

12 3 

8 3 

14 0 

4 0 

5 0 

8 0 

12 3 

10 0 

4 0 

5 0 

6 0 

12 3 

12 3 

12 3 

12 3 

12 3 

12 3 


12 1 
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No 

Price 

ft- 

d. 

35 

PROSTATIC APPLICATOR—In- 
sulated, designed to facilitate 
the treatment of Prostatle Ail¬ 
ments ... ... ...... 

2.00 

12 

3 

36 

PLAIN RECTAL OILATOR 1,- 
diameter 

.75 

4 

0 

37 

PLAIN RECTAL OILATOR V 
diameter ... 

-85 

5 

0 

38 

PLAIN RECTAL OILATOR 1 
diameter . 

1.00 

6 

0 


These three Applicators have s 
particular value in the treat¬ 
ment ol Constipation. Per set 

2.50 

12 

3 

39 

RECTAL DILATOR — Insulated. 
S” diameter . 

1.50 

8 

3 

40 

RECTAL OILATOR — Insulated, 
't diameter 

t.75 

10 


41 

RECTAL OILATOR — Insulated. 
1* diameter 

2.00 

12 

a 


Under certain circumstances the 
Insulated type It preferable. 
Per set . 

4.00 

24 

e 


STERLING FAHAUIC ELECTRODES 
All part* and Cord* arc Interchangeable. 

50 Comb Electrode . $1.25 

51 Hair Brush Electrode ... . 3.50 

62 Wrist Electrode . '.25 

53 Large Handle Sponge Electrode.. '.25 

54 Single Cylinder Massage Elec¬ 

trode . 1.20 

55 Oouble Cylinder Massage Elec¬ 

trode . . . 5.00 

This roller Electrode is particularly designed lor 
localKIng the application. The current passes from 
one roller to the other instead of thru the body and 
so it affects only the place* that come Into direct con¬ 
tact with the body. The rollers are attached to an 
Insulated bridge which Is connected to the handle by 
a swivel joint It ha* two binding posts for attaching 
the cords. 

No. 

M Foot Plate Electrode... 10.75 

57 Hand Sponge Electrode .1.25 

59 Cords with Tip*, per pair .75 

60 Cylinder Hand Electrodes, per 

pair. 75 

6t Carbon Cylinder Electrode ... 1.25 

This Electrode was designed by a dermatologist for 
bleaching the face, but may be used In any treatment 
where a non-corrosive electrode of this shape is suit¬ 
able. Sue 5 k*»\ 

NOTE: — Oesides the above we make many Appli¬ 
cators of Special design and are prepared to furnish 
them for anyone on short notlce. 

PRICES OF PARTS 

Dr. Noble M. Eberhart's Manual on 
High Frequency—Explanation. Op¬ 
eration and Treatments for 200 Dis¬ 
eases, 324 pages. 60 Illustration* *2 50 


Violet Ray Instruction Booh.. 1.00 

Extension Cord, sections • feet long, 
equipped with plug and socket for 
attaching to lamp socket ... . t.CO 


Extra lengths of cord. 10c for each 
additional foot. 

Regular Equipment Case with pro¬ 
visions and clamp* for the Gen¬ 
erator and Applicators 3 50 

Professional Equipment Cate with 
provisions and clamps for the Gen¬ 
erator and extra Applicators... 5.00 
Battery case of metal, hermetically 
sealed, containing 30 dry cell bat¬ 
teries ...... 15.00 

Always buy from your nearest Dealer where possible. 
If you can't locate, write us and we will see that you 
are promptly and satisfactorily served. 
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Copyright U>20 
Western Coil & Electrical Co. 


Also Owners of Copyright on 
"High Frequency Currents in Medicine 
nnd Dentistry" 

By S. H. Moxeu., M. D. 


FOREWORD 

£> 

I X offering this epitomized edition of Moncll’s 
"High Fro<money Currents” to the thinking 
public wc believe a word in explanation may 
not be amiss. The American X-Ray Journal in 
speaking of the author has said “Dr. MonrII is 
regarded as one of the foremost thinkers of the 
medical world, and in electro-therapeutics has 
<l°nc more for static electricity than any other 
living man. His voluminous writings have made 
for him a living history. His hooks on the uses 
of electric currents ... in electro-thera¬ 
peutics have had an enormous sale. As author, 
teacher, scholar, he is at the top,” 

As manufacturers of High Frequency Outfits 
for both the home and practicing physicians it 
is our desire to spread abroad the real truth about 
High Frequency. It has l>een so long misunder¬ 
stood or so little understood that wc believe it 
high time that the public be better informed of 
its real mission and value. 

We know of no better way to accomplish this 
aim than by putting this volume of excerpts from 
Monell into your hands. You will find it at once 
scientific, informative and intensely interesting. 

We have not taken up the application of High 
Frequency to specific diseases in this book. But 
to those who are interested we shall be glad to 
send our treatise on the subject upon application. 

When you have rend this volume we should be 
glad to have you pass it along to some interested 
friend. Or, if you will send us the names of friends 
whom you know are interested we shall be glad 
to send them copies of "The Truth About High 
Frequency” without cost. 

Western Coil & Electrical Co. 

Manufacturers of the World Renowned “Vi-R.ti-O'* 
High Frequency Outfit* for the Home and Practicing 
Ph yum mi*. 
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A FABLE 

Dedicated to Ilia Colleagues 
by the Author 

A GREAT Musician, wandering in the Forest 
with his $10,000.00 Violin, fell Fast Asleep 
beneath a Tree, and the Animals gathered 
in discussion. One said. “What is the Box the 
Man has?” “It is a Mystery,” said Another. 
“No one Knows What it is; It is Very Myste¬ 
rious!” said they all. 

“It is a New Discovery,” remarked the Ostrich. 
“•I was the First to See it,” said the Lynx-Eyed 
Lynx. “I was the First to Describe it!" cried the 
Giraffe. “1 Mentioned it First.”—"1 Improved 
it”—“I Modified it”—I Invented the Wood of 
Which it is Made”—"I Devised the Hole in the 
Handle"—Shouted the Quartette of Clairoers 
with one Voice. 

"The Method of Making it Go Originated 
with Me!" Clamored the Camel. “Not So.” said 
the Learned Fox; "I had been Using it a Ilalf- 
nour before you came,” “It is in its Infancy.” 
said the Cautious Turtle, “and Should be Thor¬ 
oughly Investigated.” “1 long ago Abandoned 
It." said the Sacred Ox. “And I,” repeated the 
Roebuck; “And I,” echoed the Bull'alo: “And 
I,” Chimed the Chorus of Independent Scientists 
in the Back Seats. 

“It is a Music Box,” spoke the Conservative 
Owl who was I'p a Tree. “What will it Play?” 
asked the Lion. “A Whole Lot,” answered the 
Owl. who had Traveled and heard Paganini and 
Ole Bull. 

“I Do Not Believe It,” said the Animal from 
Alice’s Wonderland. "It is entirely Empty, it 
Cannot Make a Sound,” said One who stepped 
Close and Looked into It; while another gave 
the Box a Knock and Confirmed his Colleague’s 
report. 

“Let us Try it,” said the Kangaroo, whose wits 
had been Remarkably Sharpened. ‘A cs! Let 
Ls Try It,” said they All; but on Reflection the 
Conservative said, “We do not Accept it as a 
Universal Orchestra: it Has not l>ecn Scientifi¬ 
cally Demonstrated as Yet." 

At length Several Extremists, noted for 
Pursuit of the New, exclaimed with Enthusiasm, 
“We have No prejudice Against Scientific Music; 
J.ct Us Try It!" 


So the Moo-Cow rubbed the Strings of the 
Violin with her Nose, and they Moaned; the 
Elephant drew his Trunk across the Strings and 
they Groaned; the Hippopotamus Gently Stroked 
them with Her Tail, and they Wailed; and at the 
Scratch of the Leopard's Claws they gave a 
Sharp little High-Pitched Cry. 

The Koodoo Afrieanus swept a Triumphant 
Glance around: “I Told You So! this is Not a 
Universal Piano Player, it will Not play Every - 
thing!" 

“It Evidently has its Limitations! it is Not 
an Orchestrion.” declared the Close Observer 
who had Watched the Proceedings with Profes¬ 
sional Distrust of the Exaggerated Claims Being 
Made on Every Hand. Taking this Cue, “It is 
Obviously a Quack Thing!” called the Owl from 
the Top of the Tree. 

“I do not Regard it as a Giaslicutus,” uttered 
the Deprecatory Voice of a Critic, and All Agreed 
that its Value was Greatly Overestimated by 
Enthusiasts. “As it will not play Every Tunc wc 
Cannot Unqualifiedly Endorse it ns an Unfailing 
Ilarmonicum,” was the Sage Verdict of the Wise 
in the Convention. 

"I would Not Advise its Use,” spoke the Emu 
looking on at the Conclave. “Nor I,” said 
Another; “Nor I,” vouchsafed a Third. 

Thus it was Demonstrated by the Most 
Scientific Tests (and was the Consensus of 
.Scientific Opinion among the Leading Animals, 
especially Among the Older and Superior Heads) 
that “the Alleged Orchestra (or So-called Uni¬ 
versal Music Machine) while Admit tedlvSugges- 
tive, and Possibly Able to Render Certain Tunes 
Through the Agency of Suggestion, is not yet 
Thoroughly Understood and its Employment is 
not Recommended. The Few Sounds it can make 
are such only with Respect, to a few Notes, and 
these of No Great Consequence or Significance.” 

This Preliminary Report was therefore Sub¬ 
mitted to the Convention by the Committee of 
Investigation and Approved and Carried. 

Whereupon the G. M. awoke, much refreshed, 
took his Stradivarius under his arm and that 
evening at the opera house entranced an immense 
audience by his interpretations of Beethoven, 
Mendelssohn and Liszt. 
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The Truth About High Frequency 


PREFACE 


N a plain and conservative wuy this book 
will aim to show what high frequency cur¬ 


rents of electricity can do. 

Their value in many ucutc and chronic condi¬ 
tions which are common in medical practice 
has become so marked that mere acquaintance 
with the results obtained by others should 
prompt a desire to employ them by all who 
read of their work. 



* * * * * 


If the equivalent of this great pain reliever, 
antiseptic, and promoter of metabolism, had 
been a new serum, or antitoxin, or some psychic 
fad half pseudo-science and half quack religion, 
the fame of it would have swept around the 
world in three months, lint this remedy—more 
far-reaching for good than exploited catarrh and 
cough cures, and vaunted “vegetable com¬ 
pounds”, and all the combined “best sellers” of 
patent medicine factories, in which the Ameri¬ 
can Public invests some hundred million dollars 
and twenty per cent of its health per year— 
happens to be only one phase of an electric 
current, modest, reticent and conservative, the 
study of skilled men, the subject of a decade of 
scientific investigation; and so it has patiently 
crept into quiet recognition during the past 
ten years, tested by progressive physicians here 
and there, and more in Europe than here, yet 
never losing ground once made, ever gaining in¬ 
creased confidence, and now slowly coming into 
its own. 


CHAPTER I 


High Frequency Current—-What IL Is— 
Tesla’s Startling Demonstration 

When street lighting hy electricity was in¬ 
troduced a generation ago, t he currents employed 
and the only commercial currents known, shot 
through their circuits like streaks of searing 
flame, so “heavy" in quantity that a live wire 
would destroy life almost as quickly as a stroke 
of lightning. They were “dangerous” currents, 
and workmen touched them carefully, or were 
careless at their imminent risk 
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On a memorable night in May, 1891, Nikola 
Tesla, the Slav, young and enthusiastic, with a 
oet’s mind and the aspirations of genius, stood 
efore the American Institute of Electrical En¬ 
gineers and lighted lamps with currents passing 
harmlessly through his own body and heated 
wires to incandescence by the touch of his 
conducting hand. 

With smiling countenance and without phy¬ 
sical sensation he pla ced-htmseu in circuits that 
by all the - laws of alternating or continuous 
currents should have brought the lecture to a 
close by the death of the daring lecturer. Yet 
he went sweeping on, astonishing his audience 
by demonstration after demonstration of un¬ 
familiar discharges, new-born into electrical 
science and christened with the name “High 
Frequency.” That lecture sent the fame of 
Tesla around the world. 

It was the beginning of the wireless wonders 
of telegraphy and telephony, and the flight of 
harnessed motor power through the air; and 
it created a new weapon for the healing art. 

Now, what was it that Tesla had done to 
the ordinary “heavy” current that robbed it of 
danger and produced its extraordinary charac¬ 
teristics? In the simplest words, he had prac¬ 
tically nebulized it with a transforming atomi¬ 
zer, diffused the heavy stream of current into a 
discharge of mist, transformed the thick flow of 
low-voltage current into a myriad of minute 
particles of tremendously high voltage, imparted 
to the primary low-pressure volume of the street 
mains the penetrating velocities of hails of 
miniature bullets. These alterations in the 
character of the commercial current made pos¬ 
sible its new actions. 

In transforming the primary current into 
high-frequency discharges Tesla took from it 
some of its former properties. For instance, it 
lost its electrolytic energy, it would no longer 
exert the same power through the same motor, 
it ceased to scar and burn in its track, and con¬ 
tact with it no longer struck the muscles with a 
paralysing and deadly shock. 

High Frequency “Pulverizes” Current 

To comprehend the change is to grasp the 
explanation of the effects. We can fancy a man 
beneath a falling cliff, crushed by the mass and 
stunned to instant death. But if. by an in¬ 
genious device, the mass in falling becomes 
finely pulverized and drifts down upon the man 
in a cloud of dust, we can imagine that he will 
still stand erect and can move in and out of the 
cloud harmlessly. 

In effect, and according to the different 
nature of electricity, Tesla made a somewhat 
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analogous transformation in the relations of 
the elementary component phenomena of the 
current he employed. With its greatly multi¬ 
plied pressure raised from 110 volts to hundreds 
of thousands, it easily broke the bonds of ordi¬ 
nary insulators, moved on open circuit and dis¬ 
charged from a single pole. 

With particles now infinitely smaller than our 
blood-corpuscles or the pores of the skin, it 
passed through the body as sunbeams pour 
through a keyhole, not stopping anywhere long 
enough to set up ordinary sensation or stimu¬ 
late any muscle-fihre to contract. 

But the gentlest dew feeds plants with 
moisture and grass grows rank in fogs as well 
as in the rain. A mist will saturate the leaves 
of flowers and furnish drink to thirsty soil; 
and this nebulous, nil penetrating, tremendously 
energetic but marvelously gentle high fre¬ 
quency current will saturate the human tissues 
from head to foot and feed them with potential 
vitality from which a new increase of physiolo¬ 
gical nourishment is derived. 

The mechanical devices which regulate am¬ 
perage, voltage, interruption, and resistance, 
in medical currents of electricity, have now 
added to these common and fundamental factors 
of dosage tlie fifth and revolutionary factor of 
“frequency.” And it is this new factor acting 
with certain others which lends to this new 
phase of electricity the properties which enable 
the average person to use it in ways that 
obtain certain therapeutic results which were 
previously unknown. 

This word “frequency” is a distinctly modern 
term. The galvanic current does not alternate 
between positive and negative poles, and 
hence has no “frequency". The term is not 
applied to faradic currents at all. They are 
“interrupted” currents which are relatively 
low in the scale of volume, voltage, and number 
of breaks per second. The alternating street 
current for light and power is usually a 110 
volt, 00 cycle current, oscillating only 120 
times per second, and this low rate does not 
call for distinctive consideration. 

But when alterations rise above 10,000 
per second and voltage mounts beyond the 
hundreds of thousands, these twin features 
put such currents into a class by themselves 
and they are called “currents of high frequency 
and high potential.” 

They can be made to attain a voltage above 
a million and a frequency above fifty billions 
per second, but with these extremes their 
medical actions diminish and in practical use 
a range of from 5,000 to 500,000 and frequencies 
between 200,000 and ten million is employed. 
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The greater part of medical treatment is pro- 
hably done at this time with medium fre¬ 
quencies under two million. 

An Electrical Spray 

Treatment with this agent presents one novel 
feature not formerly employed with any other 
medical current; namely, the administration 
through a Cicissler vacuum tube electrode. The 
glass and the vacuum act as a “resistance" 
which, inserted at the end of metallic conduc¬ 
tion, acts upon the current something as the 
resistance of the small outlet against which 
a vigorous pressure drives the fluid from the 
bottle of an atomizer—it atomizes it. It turns 
the denser current into a spray discharge. 

It has long been the plaint of the scornful 
that “we do not know what electricity is”, 
and there has been a demand from such that 
we should have a definition in set words—as, 
a cane is a stick; or a quart is two pints—before 
their confidence could be asked by this agent. 

Wc shall present the modern accepted defini¬ 
tion of electricity in a moment, but first take 
heat—common, familiar heat. The Century 
Dictionary defines heat as “the energy of 
molecular motion.” It seems plain, but let a 
stranger from the north pole who has never 
felt heat enough to know it, take this definition 
home with him—what help would he get out of 
it? Could he search, anywhere around him and 
identify the “energy of molecular motion" 
close enough to tell his wife what to use it for? 
What help is the definition of heat to the cook? 
or to the blacksmith? or to us? 

The fact is, that in doing the world’s work we 
use the tools at hand first, and scholars sit down 
and define them afterwards. It may be doubted 
today if one in a thousand of the highly educated 
surgeons who daily use a steel knife know what 
iron ore is, or can define it. We have lately 
read that no one knows. If that is true, the 
incomputable millions of tools made out of 
iron ore and used without a definition make 
the alleged need of a definition of electricity 
ridiculous. The main thing is the use. 

Electrons The Foundation of 
Matter and Force 

Nevertheless, here follows the scientific in¬ 
formation that you have been asking for, and 
the perusal of it should leave no further objec¬ 
tion to the employment of electric currents. 

It is now, since the enunciation of the electron 
theory some years ago, the conception of science 
that electricity consists of electrons, the electron 
corpuscle being the structural unit of all the 
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phenomena of matter nnd energy, the smallest 
entity in existence, complete in itself. 

The corpuscle electrons repel each other, 
but form alliances, and when they unite in 
groups of from 800 electrons up to 200,000 
these groups constitute the atoms of the various 
chemical elements, seventy-odd in all. which 
make up the known forms of matter. The 
number of electrons in a given group (the SOI) 
group is the hydrogen atom) determines its 
physical and chemical properties and its atomic 
weight, through all the solids, fluids and gases 
of the material world. 

These units (each one being a corpuscle of 
negative electricity) are held in the harmonious 
relations of their atomic grouping by the at¬ 
tracting force of positive electricity; for, just 
as every magnet and each part of a magnet 
down to the smallest, has a north and south 
pole and every stick two ends, so every electrical 
charge has two signs—positive and negative. 
The attractions and repulsions of the positive 
and negative signs are the essence of electronic 
phenomena in all their manifestations. 

This double property of electrons makes them 
sources of matter and sources of force as well, 
the dissociation of stable forms of matter fur- 
nishiug the intrapatomic energy of the unstable 
forms of matter which wc call heat, light, 
electricity, etc. 

Science now deems that manifestations of 
what we call energy arc vibrating waves dis¬ 
charged from electrons acting individually or in 
collected units. These waves propagate with 
different lengths, swiftness, frequency, etc., 
ranging all the way from the infinitely limited 
motion of the electrons composing the densest 
of solid metals up to the nearly 2-quadrillion 
vibrations per second of the highest ascertained 
ray of light. It is the constant dance of sub¬ 
stance, for inert matter docs not exist. 

Therefore, according to the most advanced 
thinkers of present-day science, the primitive 
world-forming unit is the electron, and electri¬ 
city itself (in particular) is the specific form of 
the agitation of electrons which manifests itself 
in decomposition, magnetism, heat, light, etc,— 
and measured by the total kinetic energy of such 
agitation. 

Electricity Man's Best Servant 

A number of persons whose scientific attain¬ 
ments'' enable them to read a newspaper and 
absorb wisdom of Sunday Edition Symposiums 
on wonderful tilings are wont to stigmatize 
electricity as “mysterious”, and as a claim to 
credit and proof of their own superiority, they 
assert that “they do not believe in it.” “They” 
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thus besmirch its character and place it in the 
list of those who arc no better than they should 
be. This is keeping electricity back. But in 
the light of nature’s physical laws it possesses 
the same mystery ns fire, water, wind, acid, 
alkali, friction, cold, grass, atmospheric pres¬ 
sure, or a beefsteak; hut no more. 

It is the expectation of men who have lived 
through the development of instruments of re¬ 
finement which commenced with the first gal¬ 
vanometer of the late great genius, Lord Kelvin, 
that still further advance in delicacy of research 
and yet undiscovered apparatus will, in due 
time, determine the exact electrical conditions 
of physiologic activity in man, and will enable 
us to command and apply to the diseased 
organism the precise administration of electrical 
energy required by nature to restore to normal 
the physiologic balance of the cellular functions, 
the particular unbalancing of which is mani¬ 
festing itself as a disease. 

The past forty years have taken us far in 
this direction—much farther than the non- 
posted reader suspects—and we need not neglect 
the potent resources of the present while wait¬ 
ing for the revelations of the coming twenty 
years. 

Electricity will some day stand revealed to 
patients and physicians alike, ns the most 
variously helpful and faithful servant ever 
heaven-sent to earth to be the hand-maiden 
of the healing art. 

CHAPTER II 

Life Phenomena and Electricity 

The word “physical" means “pertaining to 
nature or to the body.” The word “physiolo¬ 
gic” signifies, “pertaining to the normal (nat¬ 
ural) functions of the body and organs.” The 
applications of the one to the other—going on 
all the time in the human organism—is nature's 
way of keeping us alive and well. Mechanical 
instruments for intensifying and directing dosage 
and action permit us to copy nature’s own 
means to an important and growing extent. 

To enable us to follow in her footsteps with 
what skill we can, some knowledge of nature’s 
internal processes is necessary, and ns a key 
to unlock part of the problem before us, we 
shall now point out how nature shows the way. 

Internal electrical stimuli of various wave 
lengths arc known to excite not only the func¬ 
tions of motor nerves and to induce the con¬ 
traction of muscle-fibres, but they also operate 
the speeial senses, the work of glands, and the 
processes of nutrition. In short, according to 
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some authorities of the present day, the whole 
machinery of life’s movements is electrically 
driven. It was once ridiculed, but now it is so 
plain that it is obvious that no other means of 
inducing motion could by any possibility be 
applied to the internal human mechanism. 
Steam or compressed air certainly could not. 
nor could n clock spring be wound up to ad¬ 
vantage within the* intricate organism of the 
body. Yet, something must act ns a motive 
power to maintain the ceaseless motion of living 
cells or they would no longer be living cells— 
they would be stilled in death. 

“Vital Force” Electrical 

The electron theory of vibrations more and 
more throws light upon the once dark places of 
physiology. It is held that different nerve 
centers and different cells arc tuned to impress¬ 
ions of different wave lengths, as in wireless 
telegraphy a tuned receiver will respond only 
to a similarly tuned impulse. Many years ago 
inductive reasoners argued that electricity and 
what they called “vital force" were identical, 
but for lack of modern instruments of demon¬ 
stration the early physiologists rejected the 
idea that electricity and life had much in 
common. Now it is accepted that the workers 
of the body, the tireless energies of living matter, 
every cell and nerve in the breathing engine 
called man, sustain their marvellous toil under 
an electric drive. 

The old aphorism that “labor is life” is ex¬ 
panded to disclose that electricity is the laborer 
which distributes the released energy of our 
foods, the combustion of which in the system 
by union which oxygen supplies the initial fuel 
and the heat for conversion into force—phe¬ 
nomena very closely analogous to the conver¬ 
sion of heat into force by the combustion of fuel 
in the steam engine and the generation of 
electricity by the engine-driven dynamo. 

The elementary tissues of which the body 
and its organs are built up consist, of four 
structural groups—epithelial, connective, mus¬ 
cular, and nervous. The supreme importance 
of the cell, the fact that colls are the living units 
of t he organism, the growth of the body from 
cells, the dictum of Virchow, "every cell from 
a cell,” intensifies our interest in the fact that 
cells respond to electrical stimuli. 

The power that certain tissues possess of re¬ 
sponding by some change to the action of an 
external agent—taking up the external energy 
and transforming it into their own energy—is 
called "irritability” or “excitability”, and this 
power is especially manifested in which blood- 
corpuseles, ciliated epithelium, muscle-fibres, 
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nerves, ami ihe secreting glands. The agent 
which thus acts is called a stimulus. Such 
physical stimuli may he mechanical, chemical, 
thermic, or electrical, and they are regarded as 
“liberators of energy.” As the disturbance of 
irritable structures by a stimulus is some form 
of movement, cither visible or molecular, a 
stimulus is considered as added motion. 

Living material is in a continual state of un¬ 
stable chemical equilibrium, building itself up 
on the one hand, breaking down on the oilier, 
and the term used to express the sum total of 
these intra-moleculnr rc-arrnngements is metal- 
holism. 

Electricity Stimulates Cells 

The body is composed of cells. A cell pos¬ 
sesses the power of breathing, that is, taking in 
oxygen; OI nutrition, of building itself up from 
food materials; of excretion, or the getting rid 
of waste material; hut the most obvious char¬ 
acteristic of most cells is their power of move¬ 
ment. 

The physical energy of these powers of cells 
enn be acted upon by the directed energies or 
physical agents; and beneficially so when 
applied in accordance with the physical laws 
of life. The protoplasm is therefore sensitive 
or irritable to stimuli, and shows its irritability 
by contraction or movement of its mass. 

Moderate heat acts as stimulant. Weak 
electrical currents stimulate the movement of 
cells, while during the passage of a strong cur¬ 
rent the cells assume a spherical form and be¬ 
come motionless. When a gentle current i> 
passed through water in which a number of 
tadpoles are swimming about they are seen 
to all fall in line and head in the direction of 
the current-flow. The relation of cells to 
various forms of physical and chemical stimuli, 
especially electricity and light-rays, has been 
recently very extensively studied. Cells move 
either from or toward the stimuli, according as 
they are electro-positive or electro-negative 
to it. 

Cells must eat to live, and we know that 
electricity can promote appetite. They are 
nourished in the following way: When the 
blood is circulating through the thin-walled 
smallest blood-vessels certain of its fluid con¬ 
stituents escape by osmosis, or filtration, 
through the minute orifices which exist for this 
purpose, otherwise our digested foods could 
not reach the cells. The fluid part of the blood 
which thus leaves it to be eaten by the cells is 
called “lymph”. It penetrates to all parts of 
the cellular elements of tissues and nourishes 
them. Electricity promotes the osmotic energy 
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of electrolytic fluids such ns the blood, by iin- 
purting “added motion’’ to the cells stimulated 
by it. 

A Word About the Blood 

During life the blood is in constant movement 
—circulating; leaving the heart by large arteries 
which divide into diminishing branches and 
reach their smallest size in thin-walled micro¬ 
scopic capillary hairs of vessels which leak out 
the lymph nutriment to the tissue-elements 
and remove from them the waste products of 
their activity, namely, the ashes left from the 
combustion of food-fuels burned up in the body 
in work. 

The ashes are carried to the various excretory 
organs to be eliminated, and the excess of lymph, 
minus its deposited food materials, is collected 
again by lymphatic vessels which converge to 
the main thoracic duct which opens into the 
large veins near the heart. The lymphatic 
portion of the blood and the main blood stream 
returned from the arterial capillaries by the 
veins, now join in the heart and with fresh 
cargoes of oxygen and nutriment begin the 
same wonderful round all over again. 

The blood is saline, faintly alkaline, a perfect 
electrolyte in itself, and is one of the best con¬ 
ductors of electric currents, after metals. By 
means of rightly directed electricity wc can 
cause it to increase its intake and output of 
oxygen, accelerate osmosis (a most important 
factor in nutritional exchanges in all parts of 
the body), can also increase or decrease the 
amount and rate of blood-flow through a given 
part, and in some degree regulate the blood- 
pressure when it is either abnormally low or 
high. These responses to electrical stimuli arc 
exceedingly useful. 

Nervousness Controllable 

Almost every woman is aware that she has 
“nerves” and some of the teachings of physio¬ 
logy about them will assist us to understand and 
relieve a good many "nervous” conditions. 

The central stations of our two-fold nervous 
system nre the nerve tells iii the nerve centers 
of the brain and spinal eord, and the ganglia of 
the sympathetic^. Our voluntary activities are 
dominated by the cerebro-spinal centers, and 
the “sympa the tics” preside over the processes 
of functions which are beyond direct control of 
our will. When we speak of centers we mean 
central cells; when we speak of nerves wc mean 
simply the nerve-fibres which are the conduct¬ 
ing portion of the nervous system. There arc 
two directions that impulses must be carried— 
in and out—hence we have two main sets of 
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nerves. Afferent (sensory nerves and nerves 
of the special senses) conduct impressions 
from the surface to central cells. The afferent 
nerves (those which conduct impulses from 
centers to other parts of the body) are classified 
according to function, as follows: 

1. Motor nerves, which supply muscles and 
muscle-tissues in the walls of arteries and 
intestines. 

2. Accelerator nerves, which control in¬ 
creases in the rate of rhythmical action, 
an example being the accelerators of the 
heart. 

.‘1. Inhibitory nerves, which influence slow¬ 
ing of the Tate of rhythmical action, or 
its complete arrest. The inhibitory nerves 
of the heart are a typical example, but 
many of the involuntary muscles have 
them also. 

1. Secretory nerves, which supply secreting 
glands, such as the salivary, gastric, and 
sweat glands. A stimulus to one of these 
nerves causes secretion in the gland it 
supplies. 

5. Trophic nerves, which preside over the 
nutrition of the parts they supply. 

When a nerve is stimulated the propagation 
of some change is evident from the resulting 
effects—movement, secretion, sensation, etc— 
but the only alteration in a nerve which can 
be readily detected as evidence of molecular 
change is the electrical one. All tissues which 
can be excited to their characteristic action by 
a stimulus, have internally generated ■'action- 
currents” of electricity, those of nerves, mus¬ 
cles, secreting glands, ciliated epithelium, having 
been especially studied and demonstrated by 
Waller and numbers of his followers. 

Electricity the Best Counter Irritant 

Du Bois Rcymond demonstrated that the 
spinal cord, like the nerves, exhibits an electric 
current. Gotch and Horsley investigated the 
currents of the cord very thoroughly. KIcrt.ro- 
raotive changes also occur during activity in 
the cortex of the brain. In fact, throughout 
nature it is almost impossible to have action 
without electricity. Atmospheric electrical dis¬ 
charges occur on an enormous scale, as every 
one knows but every one does not remember 
that even the cleavage of atoms is an action 
that results in an electrical discharge. Friction 
produces electrical phenomena, and in every 
direction we see the processes of nature identified 
with electrical manifestations. 
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Waller regards the current of action of any 
excitable tissue as an index of the magnitude 
of notion, and while we can see a muscle con¬ 
tract and witness the results of secretion, yet 
in a nerve the only available index we can dem¬ 
onstrate is the electrical sign of activity. 

In speaking of action currents Howell ob¬ 
serves: “This phenomenon of a negative elec¬ 
trical condition traveling over the nerve or 
muscle and giving us an active current when 
led oil' through a galvanometer is of the greatest 
physiological importance, particularly in the 
study of nerves. It is an invariable sign of the 
passage of an excitation, or nerve impulse. A 
nerve cannot enter into activity without show¬ 
ing an electrical current, that is, a moving 
electrical charge.” 

The actions of tissues may be in response to 
a direct nerve stimulus or to a reflected nerve 
impulse. Tbe latter action is called “reflex.” 
It starts from a stimulus applied to the terminal 
filaments of sensory nerves on the surface of 
the body (or a nerve of special sense), travels 
inward to its central station and there propa¬ 
gates an outward impulse which sets up its 
action in the tissues that the “outward" con¬ 
necting nerves supply. Thus deep organs as 
well as superficial tissues can he influenced by 
reflex action. 

In medicine the theme of the reflexes is won¬ 
derfully fruitful of inspiration to the student of 
both medical and physical therapy. It is a 
great field for the application of the teachings of 
physical. The skin is full of starting points of 
reflex action and the entire skin is accessible 
to our reach. Modern scientific hydro-therapy 
is wholly the utilization of reflexes. Every good 
treatise on materia medica and therapeutics 
contains a section devoted to treatment by 
counter-irritation.” Electric currents can be 
easily dosed and directed in their discharges so 
as to become the swiftest, best and most effec¬ 
tive or counter-irritant agents in the whole of 
medicine. And that is only one phase of their 
comprehensive usefulness. 

Electricity Commands Universal 
Admiration 

Professftr Elihu Thomson says: “I am quite 
convinced that ether is the electrical medium, 
light and radiant heat electrical, and the chem¬ 
ical and mechanical properties of matter in all 
probability electrical in essence; that matter 
itself is an electrical phenomenon.” 

Physiology stales that the elements found in 
the body are carbon, nitrogen, hydrogen, sul¬ 
phur, phosphorus, fluorine, chlorine, iodine, 
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silicon. sodium, potassium, -calcium, lithium, 
iron, manganese, copper and leud. From this 
supply Nature has ample choice from which to 
equip her infinitely miniature “chemical cells.” 
A battery cell the size of a thimble can generate 
enough current to cable an impulse across the 
Atlantic and Nature does not require a horse¬ 
power dynamo for the processes of her meta¬ 
bolism. Myriads of her nerve fibres are too 
small to be seen with the most powerful micro¬ 
scope. 

It is therefore no longer difficult to compre¬ 
hend the sources of internal self-generated, or 
self-liberated, electric currents of small magni¬ 
tude to act as stimuli for the protoplasm and 
as conductors of impulses from nerve centers 
to all parts of the body. 

Physiology has long stated that the human 
body is a great “electrolyte” (which means, 
"any substance decomposable by electricity”) 
and from this knowledge to its logical sequence 
that having the requisite conditions for the 
liberation and action of electric currents we 
therefore have the natural result, must be the 
unavoidable conclusion of science. 

There is no doubt that Nature has the cur¬ 
rents for use in the living body. The question 
is, “What does she do with them?” 

Skepticism and prejudice against high fre¬ 
quency electricity can mostly be resolved down 
to a case of “I didn’t know” on the part of 
the lion-posted majority. Admiration for this 
very exquisite ally of medicine increases with 
one's knowledge about it, and the authoritative 
facts cannot fail to impress even the most un¬ 
informed with the magnitude and dignity of 
this physiologic agent. 

CHAPTER ITT 

Life Phenomena and Electricity 
Continued 

From nerves to muscles is a natural step. 
Muscle, the flesh of the body, makes up 4*2 
per cent of our weight. Its great physiological 
function is contraction, with the disuse of which 
all other functions stop. With the normal 
exercise of muscle-function all functions flourish 
and strength grows. 

Muscle undergoes many changes when it 
contracts. The chemical changes are more 
energetic than at rest and more heat is pro¬ 
duced and its temperature rises. It also under¬ 
goes a change in its normal electrical condi¬ 
tion. It first becomes electro-positive and then 
falls back to electro-negative, and in a succes¬ 
sion of contractions (in all our work and move- 
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ments) this electrical activity is going on in the 
muscles all the time. Hermann, in particular, 
has demonstrated and explained the action- 
currents of muscle tissues. 

In the living animal, muscles are always in a 
state of “tonus,” ready to contract when cnlled 
on without losing time or energy in taking up 
slack. This important tonus is under the 
control of the nervous system, and it can be 
“toned up” (when weakened) by an electric 
current externally re-inforcing its own. We 
may demonstrate the immediate action of this 
by having a patient hold out bis arm with a 
weight in band until it is ready to drop. With 
the added tonus of an electric current be can 
continue to bold it out much longer without 
fatigue. In the treatment of debility no other 
means of energizing muscles and nerves, and 
thereby invigorating all other functions, can 
be compared with high-frequency electricity. 

The Cause of Tired Muscles 

The chemical changes in a contracting muscle 
consist in an increased consumption of oxygen, 
and an increased production of heat, by oxida¬ 
tion, together with an increased output of waste 
materials. By electrical exercise of muscles we 
favorably afreet the activity and amount of 
these chemical changes. The extraordinary 
physiologic beauties of the skilled exercise of 
muscles by this tonie stimulus and promoter of 
all functions, remain for the most part to the 
medical profession and the public, as the Garden 
of the Hcsperides to a host of blind men. Yet 
in health or disease wc may benefit by it. 

To every person who has ever been “tired” 
the subject of fatigue, or the way to get rid of 
it, possesses intrinsic interest. We are apt to 
say that our muscles or our nerves are tired, 
but that is not so, as we shall now see. 

The sense of fatigue in a muscle as the result 
of prolonged work is due to the combustion 
(burning up) of the substances available for tlie 
supply of energy in the muscle—but more 
acutely due in particular to the accumulation* 
of waste products of contractions, which collect 
faster than they are carried out of the tissues. 

By the method of "graphic tracings” the 
"curve” of a normal muscle is ascertained. 
Then it is studied under continued contractions. 
Fatigue gradually reduces the curve, prolongs 
the latent period of relaxation, and it carried 
to the end, makes further efforts at contraction 
impossible. Jf the arm muscles have been thus 
taxed the arm drops as if paralyzed and can 
no more be forced to further work in chronic 
fatigue than we can push on a string. This.is 
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the heart-breaking and wugc-dcstroying con¬ 
dition that overtakes the telegraph operator 
when lie has “writers' cramp.” There art- 
fifty thousand cases of it in this country. 

Fatigue Really Muscle Suffocation 

The question of absorbing interest is, where 
is the sent of fatigue? The present writer 
puzzled over this question for many years, 
during which he personally treated more victims 
of writers’ cramp than perhaps any other phy¬ 
sician in this country. Is the fatigue in the 
nerve, the muscle, or the end-plates? 

By tests and processes of exclusion physiolo¬ 
gists have determined (and our own practical 
experience confirms them) that: 

1. The muscle itself is not to any great 
extent the seat of exhaustion. 

g. The seat of exhaustion is not in the nerves. 
This cuts out two of the three local possi¬ 
bilities and there is only one left, there¬ 
fore: 

:t. The localized sent of fntigue is in the 
nerve end-plates but 

t. The fatigue toxins (the products of muscle 
metabolism during work) still more speed¬ 
ily jade the nerve centers and diminish 
their power to send out impulses. The 
central cells are far more sensitive to the 
toxins than are the working ends of the 
nerve-fibres, and hence they are first to 
express fatigue. 

It is Nature’s way of protecting us from over¬ 
doing. The chief waste products of muscle 
work arc carbonic acid and sarco-lactie acid. 
Carbonic acid will stupefy any tissues that 
breathe an excess of it. Carbonic acid poison¬ 
ing is asphyxia, and persons overcome by ga> 
suffocate. It is a matter of common experience 
that one’s mental state influences markedly the 
onset of fatigue and the amount of muscular 
work one can do. 

What we call fatigue of our muscles is in 
reality an expression of too much carbon dioxide 
or carbonic acid in the motor centers, making 
the cells didl with the heavy drowsiness of 
narcotic. The remedy is to drive out the toxins 
and refresh the cells with oxygen, and fortu¬ 
nately we can make electricity do this, and do 
it easily and quickly. 

The reason why the scat of fatigue is not in 
the nerves is still better. It is practically im¬ 
possible to fatigue nerves. Waller, the great 
investigator of the nervous system, showed that 
nerves arc not faliguuble, not because no 
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metabolic changes occur in transmitting im¬ 
pulses, but because the change is so slight 
and the possibilities of repair so great—the re¬ 
supply of energy so inexhaustible—that fatigue 
in the ordinary sense of the word cannot be 
demonstrated in nerves. It is demonstrable 
only in the nerve cells of nerve ceuters. One 
of the greatest physiologists remarks: “When 
one considers how many of the nerves are in 
constant action throughout life we should hardly 
expect nerves to be peculiarly susceptible to real 
fatigue”. This should be comforting to the 
thousands of people who have been told that 
they were suffering from “nervous prostra¬ 
tion.” It is something else. 

High Frequency Current Energize 
All Bodily Functions 

We now come to the great function of Res¬ 
piration, of which a philosopher has said: 
“You live as long as you breathe.” 

In the eontral nervous system there is a small 
district called the respiratory center which 
gives out impulses that travel down the cord 
to the spinal centers that innervate the muscles 
of respiration. For breathing is a muscular 
process and our lungs are enabled to breathe 
only by the muscular work of their environ¬ 
ment. 

The importance of this physiological fact in 
this study of nature’s methods arises from the 
readiness with which we can make high fre¬ 
quency electric currents stimulate, energize, 
and strengthen the contractions of every muscle 
concerned in the respiratory mechanism. 

The respiratory center also receives various 
afferent nerve fibres which exert reflex influences. 
In the vagus nerve are two sets of nerve fibres, 
one of which increases the activity of inspira¬ 
tion and the other of expiration. The vagus 
can be readily stimulated by an electric current 
and the function of respiration energizes, ll is 
one of the simplest things to do. 

We can therefore direct high frequency 
electricity so as to make it functionate the 
respiratory muscles, re-establish their energy 
in debilitated States, enhance a diminished 
breathing capacity to as near normal as the 
essential damage (if any) to the air cells will 
permit, and (when there is no organic damage) 
completely and rapidly restore the whole me¬ 
chanism—chest and lungs—to a sound state. 

Examples of this action may he witnessed in 
the treatment of all stages of ordinary bronchi¬ 
tis, in the swift restoration of the organs after 
pneumonia, and is also demonstrated with 
great beauty in the treatment of incipient 
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tuberculosis. In any case of tuberculosis not 
too far on the way to the third state, we may 
at least offer the help that a fresh horse gives a 
tired team on a hill, and this uplift alone is 
often the support and comfort of a few more 
years of life. In grave, though an incurable dis¬ 
ease, the help of high frequency electricity is 
never to be despised. In purely functional in¬ 
hibitions of part of the respiratory capacity we 
have over and over again in scores of cases 
made it release the center from its incubus and 
restore full breathing power, almost as the crack 
of a whip makes a small boy let go a hitch on 
the back of a wagon. 

High frequency currents can be made to 
stimulate the functions and secretions of the 
cells of glands, the impulses of nerves, and the 
contraction and movements of muscle fibres. 
The physical conditions affecting digestion and 
under which nature carries it on can therefore 
be influenced by high frequency electricity. 

Mechanical excitation of the stomach pro¬ 
duct's no secretion of gastric juice but electrical 
stimulation of the vagus nerve usually results 
in an abundant secretion of the gastric juices. 

Conclusion 

Of late years we have heard much about 
“Preventive Medicine.” To some it seems to 
be the supreme mission of medical science, for 
an ounce of prevention is held to be better than 
cure—unless one is sick. 

Put what is preventive medicine? It is not a 
remote idyllic dream, nor altogether an ab¬ 
struse problem in the higher mathematics of 
sanitation that nobody can understand but the 
Health Hoard. It is practical common sense. 
It begins right at home. Every breath of fresh 
air and every good square meal properly eaten 
is preventive medicine. So is a pair of dry 
stockings when the feet are wet. 

Obviously, this is an important subject from 
all standpoints. We think it possible to put 
the gist of it in a few words. Practice in¬ 
telligent discretion and common sense in the 
habits of daily life and always keep up to par. 
Hut if the system falls below par promptly 
restore its normal energies by the aid of high 
frequency currents. Lastly, if disease ap¬ 
proaches, threatens attack, or makes an assault 
whether fierce or feeble, seek treatment at once. 

The “refreshing” effect of a high frequency 
current on the tired body has spread its repute 
as u quick-rest tonic wherever it has been used. 
Said a gentleman recently—a gentleman of 
solid proportions and dignified age—"As the 
results of using it lately I feel like throwing 
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out my chest, expanding my lungs, and taking 
a deep breath. I feel buoyant, exhilarated, 
and like running and jumping.” And here we 
have the keynote to the tonic action of this 
agent and its power to neutralize fatigue. 

Sleep knits up the ravel’d sleeve of eare and 
is nature’s sweet restorer, but there are times 
when it is hard to get when most needed, and 
it can neither be forced nor condensed at will. 
As to drugs, we know of no medical prescription 
that antidotes fatigue. 

As a mere demonstration of the power of a 
high potential current to create the full sense of 
physiological rest we have taken a desk-worker 
at the limit of endurance, so fatigued and fidgety 
that he could no longer push upon his brain, 
applied a swift stimulus to the back of his 
head and upper spine, and in less than the 
lapse of three minutes he has been restored to 
condition for renewed and competent effort. 

Wc have taken men on the verge of acute 
break-down from days of strain and anxiety in 
business and in a single and short treatment 
with a high frequency current have enabled 
them to face the crisis and fight back their fears. 
We have seen electricity put buoyancy into the 
steps of men sinking under cares of sleepless 
anxiety' at home and high-pressure labor at 
their office. We have seen it take the drawn 
look from the face and the heaviness from the 
heart of women worn to the very r edge of ex¬ 
haustion. We have seen it release the tired 
teacher from the jaded mind of her routine, the 
tired scholar from the useless over-tax of ex¬ 
aminations, the lecturer from the results of 
combining an editor's toil with his tasks of 
speaking, men attempting to double their salary 
by ending the day with eight hours duty at 
night and all these and many others we have 
rescued and given new vigor for their work. 

There is a marked difference between the 
fatigue-effects of a brief period of over-work 
or strain and the effects of a slowly acquired 
worn-out state, and this difference must be taken 
into account in treatment. There is also a 
difference in the restorative needs of the person 
who is stiff and lame from extreme and unusual 
muscular exterion, and the needs of the brain 
cells that have been sleepless and irritable from 
excitement, worry, or mental tax. And we meet 
also a third class of fatigue resulting from mental 
and physical exhaustion combined. For all 
these states there may be other means of re¬ 
storation (though for some of them time is not 
a cure) but the one swift and decisive tonic 
and quick means of rest is an electric current. 

Taking high frequency' currents in their 
entirety' and their various modes of administra- 
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tion we have in them n powerful tonic to all 
nerve cells, nerve centers, nerve endings, and 
nerve functions, both of the sympathetic and 
cerebrospinal nervous systems and the nutri¬ 
tive energies of the trophic nerves; a potent 
tonic to the tonicity of muscle-fibres, the walls 
of blood-vessels, the force of the heart, the 
peripheral blood-pressure, the functions of 
vnsomotors, capillaries and veins, an ozonizing 
tonic to the blood, to the red cell pigment, to 
the number of red cells, to the production of 
oxyhaeinoglobin, to the activity of its absorp¬ 
tion in melalmlic exchanges, and the activity 
of phagocytosis; a tonic to the energies of 
respiration, the intake of oxygen, the activity 
of oxidation, the conversion of protein waste 
into urea and the destruction of uric acid; 
a tonic to the completion of combustion in the 
tissues, the production of heal energy and the 
maintenance of normal temperature; a tonic 
to the functional activity of the lymph vessels 
and absorbents and all the processes of absorp¬ 
tion; a tonic to the secretions of glands and 
the excretory functions of all the organs of the 
body from liver and kindeys to skin- a tonic 
to nature’s exercise and energy; a tonic to 
appetite and relish for food: a tonic to the elem¬ 
entary processes of metabolism, and physiologic 
stimulus to the living human machine. 
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Let Little Tommy Tucker Make You Some Profits 

This wonderful little Violet Ray Generator sells on 
sight—and does the same work as His larger Brothers. 


The 

Violet- 
Ray 

Machine for the 
Masses. 

to sell at 

$15.00 


LITTLE TOMMY TUCKER 


i Vr. e « 


Strong 
and 
Sturdy 

like his ancestor 
Old Dan Tucker. 

to sell at 

$15.00 


F.O.B. Cleveland, Ohio—Mahogany finished case— Hard 
rubber handle—surface electrode. 

We are receiving inquiries from your towns every day. 
Why not put these machines in stock and let us refer our 
inquiries back to you. We furnish window cards and cir¬ 
culars. The people wait t’iolrl Hay not;-. 


A better machine to sell at S20. Comes in mahogany, fin¬ 
ished case—silver pointed vibrator—hard rubber handle— 
Glass surface electrode—1 nickle saturator. Tucker’s Violet 
Ray Supreme, Comes in leatherette carrying case 3 elec¬ 
trodes—platinum vibrator points—hard rubber handles— 
complete $30. 


Tucker Mfg. Go., 118 Noble St., Cleveland, Ohio 
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This Chart o( Instructions as to the use of VtoRay Hiflh-Frcqucncy machines 
has been edited by a Harley Street Specialist, and If same is carefully followed 
satisfactory results can be in most cases relied upon. 


The detail* given arc those used in cutes where toe parliculai disease in question hut 
been quick to respond to such treatment. However, with continued use of the apparatus 
individual experience is quickly developed. 

It .1 sedative effect is desired keep electrode in contact. If stimulating ctfect is desired, 
hold oectrode j».i) from surface, the farther away the longer the spark. A uniform spark of 
any ength can be produced b> administering the current through layers of towelling or through 
the clothing. The length of the spark depends upon thickness of the layers 

The indirect treatment is given by placing an electrode <No. I. No. ‘2 or No. 131 in one hand 
of tue patient, while the operator draws the current to any local point with the fingers or 
electrode No. I. 

l)n not use high frequency for sculp treatments with tonic containing more than -10/, aiconol. 

Do not lie afraid to use VloRay apparatus. It is absolutely safe in every respect. 
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intlruin*nt lelnr* turning mi current I’m* Antheplir* 
to gum*, alto u*e fine Electrode to gum* 
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llwumitlim 

Khrumatitm retpond* qturkly. hut arterial rfcaumattMn 
require* longer treatment Treat the affected port* unti* 
pm ii i* ditprlled A change in the patient'- |M**ition will 
capote other port* requiring treatnmnt Treat •• often 
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form—therefore uu a* atrong a tpirk a* tolerable 
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Imallpei 

Beforv the duetto* hit* hr*ihca out. give a general treatment 
to nil part* of the body. If »»re« have appeared. treat 
iw Ii with N» II l'J"ctrmi< 1 and cuvet tlte a hole *urfar*' 
uith No i A abort, *tmng tpark it heat. Treat iiImhi! 
:h» nmiute*. (to nr three tinu- a day 
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Sprain* . 
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Joint* 
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High Frequency Violet Ray 
Outfit 

From L'tcdruai Merchandising. Sept. 

f The moat recent Uolet r.iy machlin 

• made by the Western Coil & Electrical 

i Company, Haclne. Wis., the “Reliance" 

i outfit, is designed. the maker aaya. not 

C only tn give u wide range of high fro 

quency but to tyork under continuous ua* 

• uithout breakdown or diminution In cur 

i r«nt It is Intended especially for the u*« 

r of physicians, osteopaths. chiropractor* 

, and barbers. 

The outfit ha* a kicking coil and reso¬ 
nator which are actually oversize for a 
l machine of this type, therefore Insuring 
according to tho maker, ample carrying 
capacity. The handle la the non-sparking 
i t> j«e. and the working parts are encased 

• In a mahogany box with ebony finished 
lop. The carrying case i* leatherette anil 
lit pluah lined. One surface applicator and 



lad I lc of specially prepared lubricant are 
ltided with the outfit. 

Fifty>flve different types of electrodes 
are made by this company, each of which 
will fit any of Its machines. 
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FOREWORD 


In publishing this booklet we have tried to he as dear •„„! 
concise as possible so that the novice will readily understand the 
treatment of ailments by the W hite Cross Violet Ray Generator. 

There is no doubt as to the curative value of High Frequence 
hut we do not claim it as a “curcall.” It will not cure any incurable 
disease, or any disease which requires other means of treatment. 
When in doubt about your condition consult a reliable physician. 


A WORD OF CAUTION 

.-Ml instruments when connected to the electric light current, 
commonly called commercial current, should not under any circum¬ 
stances Ik* used in the bathtub, or when any part of the body is in 
contact with a water, sewer or gas pipe, radiator or any other metal¬ 
lic fixtures, as this may cause a severe shock to the operator. 

1 he above condition can also be caused by standing on a 
• lamp floor which is in any way connected to the ground. 

Do not use instruments when connected to the commercial 
current during electrical storms. 

1 he above conditions are true of any electrical apparatus 
operated on the electric light current. 
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WHAT IS HIGH FREQUENCY CURRENT? 

High Frequency Current is an alternating (oscillating) current in which 
the frequency is beyond the point of producing muscular contraction. The 
pulsations or \ ibrations arc so rapid that they can not be conceived b\ the 
sen$oiy nerves. This makes treatment with the White Cros> Violet Ray 
pleasant to administer. Its great penetrating power enables deep seated, and 
ailments of long standing to be greatly benefited. 

WHAT VIOLET RAYS DO 

Through the glass electrode, by the use of powerful coils and condcns- 
ors. is created electric energy, heat, light, ozone and thousands of minute 
vibrations per second. It also has a wonderful power over infections and its 
germ destroying powers are marvelous. 

Violet Rays or High Frequency current is unipolar; that is. it docs not 
require a complete circuit. From the electrodes you can readily see the 
rays flowing into space. These rays are capable of traversing long distances 
as ether waves do in wireless telegraph} and telephony. 

In ordinary electricity glass is an insulator, but High Frequency cur¬ 
rents easily pass through glass. 

The High Frequency also generates enormous quantities of Ozone, which 
is so beneficial for many ailments. 

It not only permeates every cell in the body but emanates nom it. 

The High Frequency Current produces a deep-seated cellular massage. 
The contractile effect is expended upon the individual cells maK'ng ll P 
tissues, instead of an individual muscle. For this reason Hig 11 T *- 
Current produces such a marked effect on nutrition and genera ca 

/’«£<• rw 
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WHITE CROSS VIOLET RAY GENERATOR 


DIFFERENT METHODS OF TAKING TREATMENT 

Short, frequent treatments arc better than long applications. 

General Application Surface treatment- can be either taken in ilj r . , 
contact with the skin and also through the clothing, or through a handker 
chief or several layers of gauze. As an> of the latter arc resistances, treat- 
ment through them will cause small -parks to be transmitted from the elc* 
trode which penetrate deeply into the body. In many eases a spark is recom¬ 
mended. and all these treatments can be taken in this manner. The same 
results are obtained by holding the electrode a short distance from the -kit 

All objects of metal as corset steels, hair pins, chains, should be taken 
off if they can not be avoided in the treatment. 

Where no other treatment is advised, the electrode -hould be in direct 
contact with the skin. 

Electrode can be placed on the part to lie treated before the current i$ 
turned on. and the current turned off before the electrode is removed. This 
will eliminate the spark. 

Indirect Application This method of treatment requires two persons. 
The party to be treated holds the electrode in one hand. The other party 
either with the hand, linger tip- or another electrode, draws the High Fre¬ 
quency Current to the area to be treated. This method is agreeable when 
delicate treatment around the eyes, nose, etc., is desired. 

STIMULATION AND SEDATION 

Stimulation—By holding the electrode a short distance away from the 
skin over the area to he treated, small stimulating sparks arc produced. The 
stimulating actions are more beneficial than drugs. 

Stimulating treatments are best produced by application through the 
clothing or through a towel which has been placed over the part to he 
treated. I he length of the spark depends on the thickness of the material. 
An\thing from a handkerchief to a doubled Turkish towel can be used. 
Powdering the skin with talcum powder often suffices to create the desired 
resistance. 

Stimulation is invaluable in the treatment of Rheumatism, Lumbago, 
Neuritis, Skin Disease, or wherever circulation is needed. 

I'afr four 
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Sedation -This is produced by holding the electrode in u 
contact with any part of the bodv. This trn t, Mr ° ne han<1 or "> 

h.ghly beneficial. The quieting am. ^ 

for nervous ailments. k mdwjiensable 


INTERNAL TREATMENTS 

All critical electrodes, for taking internal treatments must be lubricated 
well before insertion. Internal treatments arc not painful, in fact there ¬ 
on other sensation than that of beneficial warmth during the application 

ireatments should not last longer than five minutes. It is advisable 
during the application to move the electrode slightlv, so as to avoid its 
sticking to the mucous membrane. It i> also advisable to have someone 
perform the treatment. Properly sterilize the electrodes after each treat¬ 
ment. Internal treatments should only be taken under a physician's advice. 

In taking these treatments always turn the current on after insertion of 
the electrode, and turn the current off before removing. 


FULGURATION 

In Pulguration or cauterization which is used to remove warts, moles, 
etc., electrode Xo. 25 should be used. Approach the point of the electrode 
to about one-thirtv second of an inch from the spot to be cauterized. From 
a few seconds to one minute usually produces the desired results. 

1 he application can be repeated after sufficient time has been allowed to 
determine the extent of the destruction of the tissue. This may be from two 
to several days. Several treatments usually give the desired results. 


CARE OF ELECTRODES 

W here there are several people using the instrument, care should be 
taken to thoroughly sterilize the glass or metal electrodes. This can he either 
done by boiling or placing them in a strong antiseptic solution, as crcthol or 
lysol. Always rinse the sterilized electrodes in warm water before using. 


Page Fire 
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WHITE CROSS VIOLET KAY GENERATOR 


EFFECTS OF VIOLET RAY TREATMENTS 


ars< 


According to Yoblc M. Lbcrhart. M.IL. l*!i. 1 >.. D.C.L. 


ACN] 


1. Incrca.sc blood-suppl} to a given area. 

2. Increase oxidation and local nutrition. 

3. Increase oxygenation of blood. 

4. Increase intake of oxygen. 

5. Increase output of carbon dioxide. 

6. Increase secretions. 

7. Increase elimination of waste products. 

8. Liberate ozone, with the resultant benefit of more or less of this ozone 
being inhaled by the patient, and also probably carried directly into the 
tissues. 

9. increase bodih heat, without a corresponding rise in temperature. 

10. Locally germicidal. 

11. Mild and medium >park> stimulate or soothe according to length and 
character of application. 

12. Strong sjxirks are caustic. 

13. Sparks to spine increase arterial tension. 

14. Promote absorption of plastic exudates or adhesions. 


AN El 






ALCl 


f'mtr Sh 
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-— i!T E CROSS violkt ray generator 

DIRECTIONS FOR TREATMENT 

ABSCESS—Use electrode No. 1. in contact with the affected . 

treatment. Duration of treatment, seven to ten minute \« M ', d 
repeated a few times daily. minutes. May he 

ACNE (Pimples)—Use elect rude No. 1. moving it slowlv over the affected 
area tor about six minutes. Powder the skin thoroughly Sth ^ d 
powder to allow electrode to move freely. V\ here pustule* r Y 
i"K, slightly give i short 

otids. If many pustules arc present, treat through a handk.Y-wY 
Treatments should be taken three to five times a week ' h 

ANEMIA—Commonly called ‘ Thin Blood.” Use electrode No. 1 treating 
over the back, spine, abdomen and chest. Special attention riven to 
treatment from the ninth dorsal down to the lumbar vertebra. (Sec 
Chart A.) It is well to use talcum powder over the parts to he treated 
Duration of treatment, four to six minutes, once dailv. 

Ozone inhalations arc also of great value. 

ALCOHOLISM and Drug Addictions—Spinal Electrode No. 6. used with a 
sharp spark from the fifth to ninth dorsal. Electrode No. 1 with a sharp 
spark over Liver and Solar Plexus. See Chart A. Duration of treat¬ 
ment. six to eight minutes, daily. 

Cocaine Habit—Electrode Xo. 1. Treat through a towel or clothing 
with mild current to the soles of the feet, and" to the arm- and legs. 
Duration of treatment, until marked reddening results. 

Morphine or Opium-—Treat same as Alcoholism. 

Do not apply High Frequency current through the shoes. 

ARTERIOSCLEROSIS (High Blood Pressure)- Use electrode Xo. I. o\er 
entire body. Medium strength. Duration of treatment, seven to eight 
minutes. 

ASTHMA—Electrode Xo. 1, applied over the chest, with as sharp a -.park 
a> can be tolerated. Also use Throat Electrode Xo. 4. on Throat 
Glands. Duration of treatment, six to eight minutes daily. 

BACKACHE General treatment over the sore muscle-, with electrode No. 
1. occasionally using a medium spark, for five minutes daily. 

BALDNESS (or Falling Hair)- IVe either electrode Xo. 1 or Xo. a but 
preferably the latter. Mild treatment at fir-a, gradually increasing the 
strength, occasionally lifting the electrode to produce short sparks. 
Duration of treatment, four minutes daily, or two treatments ot three 
minutes each, daily. 'The course of treatment must be an extended 
one. In connection with the treatment, a few minutes use ot an 
Electric Vibrator is strongly advised. 

BARBER ITCH—Use Electrode Xo. 1. Treatment through a handkerchief 
is advisable. Mild current. Duration of treatment, nve minutes daily. 
Long continued treatments are needed. 

BLACKHEADS -(Treat same as Vine.) 


I'ofr Srrrn 
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WHITE C R O SS VIOLET RAY GENERATOR 


BOILS —(Treat same ns Abscess.) 

BRAIN FAG —Use Electrode No. I with a medium spark to the forch • 

over the eyes and to the back of the head and neck. Duration f 
treatment, five minutes. Then apply a sharp spark up and down'tk 
entire spine for four or five minutes, then over the abdominal rce'r' 
for three minutes, finishing up with a short application over the ev." 
and back of the neck. (Two or three minutes* inhalation of a?' *** 
after the high frequency treatment is desirable.) 


Ce\<r-i 


Muscles of the Face and Neck 

BRONCHITIS— Use Electrode No 1. with a sharp spark, or treat through 
Ozone* Tone ‘ n,,rc c ^ cst and back, until redness is produced. 

Sr^rs 1 ;;. sho, " d bc ,or •»*»««- ... 

BUSI ^ L rfr 8, ^r-' ^'-rascs. 5 |„„. b ral i, ing . ,, 

the air without f »r ■ ‘iT l K>ss ' l> * c >nhaling and expeiling 

ttu air without force (slowly) three to ten times a dav Use electrode 

troitj 1 ann'nit*'t'* hg,U, - v . °'‘* r , rach from the neck downward, also 

SSS^bv^S! l! S ~°" K current applied over inflamed area, 
-nowcl b> a gentle spark. Treatment, six minutes dailv. 

BRU‘S^S—Trcat with EIcctr.^ic N° I. , hc i„j„ rcd arca and bt „ „, b 

SSt” pru B „*«* Duration of .rca.mco., two 

CALLOUSES—Ekrctfodc Xu. I c,„ b. „*,l bu, »c r,.con,m..„,l Kulguro- 

to two minutes k«n>at n,n ! V >ar £ S strong current from one 

L':^r r '•* «■.. ** 

Pag* F.ifht 
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white cross VIOLET RAY gene rate 

CATARRHAL CONDITIONS -Use ozone generator t« 

daily, for at least five minutes at a time \i l \? r l * iree times 
I". Insen in „„s,ril S . usingV,„!ld I™,™ '",*j T' FJ ™“"I« 

Insert electrode before turning on current. * ° f * hrcc minute $- 

CHILBLAINS I sc F.lcctrodc No. 1 over affected ,r,- 

current. Duration of treatment, six to eight minu'tes^ilv. TnCdium 

CONS 1 I PA I ION—Use Electrode No. I. over the aliilnmin i 

current from six to seven minutes. Repeat daily A1 , £ ,0n ' , mdd 
lower part of neck to hips, to stimulate doUal - nd lu‘l° ,rCat fr ° m 
the intestinal tract and other internal organs. (See CharfV)*™** l ° 

CORNS -Use Fulguration Electrode No. 25. Hold electrode •* inch from 
corn and allow spark to pass into the hard tissue only. Medium cu^ 
rent. Duration of treatment, fifteen to thirty seconds f t 
,eli.-f ns.. Electrode No. 1. apple,ng lor a fcS 3S££ f&F? 
guration. page 5.) ru,_ 

COLD IN HEAD Koryza)_Xo. 1 Electrode, over nose, above eves and 
the sides of face. Medium current from two to three minutes three 
times daily. Use Ozone Generator several minutes each dav. Mi|,| 
current with Nasal Electrode No. 10 is also advisable. 

COLD IN LUNGS- Treat the chest and back in the same manner as ex¬ 
plained under Asthma. 

DANDRUFF Same treatment as Baldness. 

DIABETES l >e Electrode No. 1. with a medium spark treating over the 
abdomen; also treat the spine from the first to the fourth cervical 
vertebrae, and from the filth to the eleventh dorsal. Duration of treat¬ 
ment, seven to eight minutes, twice daily. Follow proper diet given 
under physician’s care. 

DYSPEPSIA—Usc Electrode No. 1. treat over stomach and solar plexus and 
along spine from the fifth dorsal down to the hips. Duration of treat¬ 
ment. six minutes, daily with a very strong current. 

ECZEMA—Use Electrode No. 1 over affected areas. Spark about r 4 to 

inch in length, at short periods, but during greater part of treatment 
keep electrode in light contact with the surface, tan be taken through 
a layer of cloth if desired. Treat from three to six minutes daily, mild 
current at first, increasing as can be tolerated. 

FALLING HAIR—Same treatment as for Baldness. 

FELONS -Electrode No. 1. treat over affected area, mild to medium cur¬ 
rent, three to five minutes daily. 

FLABBY BREASTS Use Electrode No. 1. treating around and over breasts 
and on nipple. Medium current four to six minutes daily. 

FURUNCULOSIS ( Boils)—Same treatment as Abscess. 

Pajtr Nine 
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GOITRE Use throat Electrode No. 4. Keen deetrode in li^hr . • , 

the surface of the skin treating the sides of the neck i* uelV-! " Uh 
the go.trc itself, \ftcr a few minutes of this tr«?ment .i 7" 

trode and use short spark with as strong a current is e .n be 'ft 
for two or three minutes. Treatment once daily. tolerated 

GOUT -Use Electrode No. 1. over painful area -.noK ;,,,, 

and moving the electrode slowly al»*ut.' ’\ di-ht r"* CU - rrer l t ' 

may be present after the firs, few treatnuuftftl be ft 
after. No treatment should be token during an acute attack ^ f<? 
non of treatment, three to Hvc minutes, daily, or three' times a week" 




Muscles of the Leg. (External Aspect) 

GRAY HAIR Same treatment as Baldness. 

GRIPPE ( Influenza)—Use Electrode No 1 with i , i . 

solai i.lcvus- „,:i Ao - *• ">th .» short spark over spine and 

Also NaS v ,rC .o , ™ lln ? cm eyes and sides of imw. 

Duration of smil'd and* I ‘ . Ior s ^ ort duration with mild current, 
twice daily. ‘ So,ar P ,cxus treatment, five to eight minutes. 

alsp^dong dltTspirw ^DuririftfT currcnl ovcr and around the nose, 
electrode \„ 19 with mUH ° f lr “ ,tn,enl - four minutes. .Also nasal 
times daily. * 1 CUrrCnt ,n nostri ^< for one minute, several 

11 EAD rc,u“^St! 5 , T ? M t " ith tetrode No. I. Mild cur- 

relief is experienced. ** baik ° f ncck - Con,inuc treatment untif 

menHwtwccn ISi 1disordcrs / Electrode No. 1. mild treat- 

»Ko,. 4* Tr.u. umi! rrficVS. *>'“ »”«“*» «» » 
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WHITE CROSS VIOLKT »av „ 

_— 1 u h 1 RA v generat or 

hi0 H BLOOD PRESSURE (See Arteriosclerosis.) 

INFANTILE PARALYSIS l sc spinal Klcctn li* v, . , , 

from l /4 to y 2 inch from bodv. Treat from 1 r" >• holding electrode 
.<« Char. A. Also treaI over a««“d * ,h mX ' 

eight minulrs, daily. Vibration is strongly advised inconitcr' 
lion with this treatment. * * ' ,n con,,ec 

INFLUENZA -Same treatment as for Grippe. 

INSOMNIA—Same treatment as for Brain Fag. 

LUMBAGO Use Electrode No. 1. with the muscles ‘on the stretch." Apph 
a strong current o\er the painful areas, using a medium spark It is 
advisable to take this treatment through the clothes. Move electrode 
slowly about. Also treat over the lumbar muscles and lower dorsal 
and lumbar regions. Continue treatment until pain is dispelled. 

MUMPS—Use throat Electrode No. 4. with a medium current, for four min¬ 
utes. followed by short sparks for one minute once everv day. 

MOLES—Use figuration Electrode No. 25. mild to medium current, treat 
tng for a few seconds at a time. (See Figuration, page 5.) 

NERVOUSNESS -W ith Electrodes No. 1 or No. 0, treat the spine, back of 
head and neck, using a mild current, increasing the current as treatment 
continues. Duration of treatment, three to five minutes, twice daily. 

NEURALGIA—Use No. 1 Electrode, moving it slowly back and forth over 
the painful area, holding electrode in light contact with the skin. At 
times raise the electrode and apply a sharp counter-irritant spark 
which will quickly redden the surface. Duration of treatment, five 
to seven minutes, daily, gradually decreasing length of treatment. 

NEURITIS—Use Electrode No. I, at the seat of pain. First use a mild 
current and apply from three to six minutes, daily, for the (ir>t few 
treatments, then continue with medium spark, with increased current 
as treatment continues. The tir>t few treatments in most cases aggra¬ 
vate the pain, but continued treatments will bring about splendid 
results. 

OBESITY Apply Electrode No. 1 to the affected areas and treat consist- 
Cntly. Use strong current, treating from seven to ten minutes, twice 
daily. If there is no actual reduction in weight, there will be a re¬ 
distribution of the fat, which greatly increases bodily comfort. Strict 
attention to the diet, exercise and personal hygiene must he observed. 

PARALYSIS Apply Electrode No. 1 over the paralyzed muscles and along 
spine, using a strong current, holding the electrode away from body 
so as to produce a half or three quarter inch spark. Treatment 
through a heavy Turkish towel is advisable. Duration ot treatment, 
^ven minutes twice daily. The last minute, or SO, use the electrode 
in contact with the paralyzed muscles. 


f'ojtr I7.ii 
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WHITE CKOSS VIOLET RAY GENERATOR 


PAINS- -Use Electrode No. 1. at the seat of the pain, with a medium or 
strong current, until relief is felt. 

PLEURISY \pply Electrode No. 1. medium current Treat through a 
layer or two of clothing, and apply over both the chest and back 
keeping up the treatment until a marked reddening of the skin Oc¬ 
curs. Treat two or three times daily. Use only in connection with 
physician's ad\ice. 

PNEUMONIA—Same treatment as for I’lcurisv Ozone Generator should 
be used repeatedly. Consult reliable physician immediately for either 
Pleurisy or Pneumonia. 




Showing Nerve Centers of Spinal Columns 

or tiled i um *cu rrettt' foV a"*fcw^ ndnut sUl 1 j 1 *?! c cl «trode. »*'ng a weak 
High Preauencv ; i mnutes daily. Consult a dentist as 

•he gums. ami on account™ £? “ n<,i,io " <* 

RHEUMATISM-—lligh frequency current. arc of vain, in m „s- 

thv iminful area ueini a iliuiw'" . .. Vo. 1 

ment change positions frc«|iientlv uVkeeo^h 5 ^ 1 ^" . Dunn S the treat * 
It IS advisable to take treatment' ih. V l ^ C n l UsC ! cs on the stretch. 
Duration of treatment eight to t#. n . , t - UK ' S *' cra J thicknesses of cloth. 
In inflammatory rheumatfsm consult rj^idan!'™ 85 pa ' n reappcars - 

/krlii 1 
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SCIATIC A— -Apply EIcctrmK* No. I at the 4th and 5th Lumbar. ami at the 
1st, 2nd, 3rd. 4th Sacral \ ertebrae. also at the 12th D.,r,a! Sen A, , 
V Abo apply at lower part of the hip. and at the back of the te? 
Hol.l electrode at such distance to produce one half to i nch M 
Duration of treatment, eight to ten minutes, daily or every other day. 

SKIN DISEASES—IMace a piece of gauze over area to he treated W1 V 
Electrode No. 1 moving it rapidly over part to he treated, for *cver d 
minutes, tu.ee daily. Where itching is ver> marked, longer and slnrn 
sparks are best. 1 

SORE THROAT- Apple Throat Electrode Xo. 4 over affected areas Treat 
with a medium current. Duration of treatment, five or six minim's 
two or three times daily. 

SPRAINS Apply Electrode Xo. 1 over painful areas, keeping it in light 
contact with the skin, moving it slowlv back and forth over the sprain 
l -c medium current, and in cases of long standing treat with medium 
current through a towel. Duration of treatment, six to eight minutes 
until relief is felt. 

STIFF NECK AND JOINTS (Torticollis or Wry Xeek)—Apply Electrode 
Xo. 1. with a strong current, anti treat through several layers of cloth 
placed over the affected area, also over neck region and down to fifth 
dorsal. Duration of treatment, three to five minutes, several times 
daily. 

THIN BLOOD See Anemia. 

TONSILITIS—Same treatment as for Sore Throat. 

WARTS AND MOLES—Apply Fulguration Electrode Xo. 25, so that it 
rests directly on top of the wart or mole. Care must be taken so 
that sparks do not come in contact with the surrounding tissues. 
Use a weak current. A few seconds’ treatment is usually sufficient. 
Wait two or three days for results and repeat operation ii necessary. 

WHOOPING COUGH -Follow treatment for \sthma. but use also Ozone 
Generator, several minutes daily. 

Writer’s CRAMP—Apply Electrode Xo. 1. medium current, applying it 
from the finger tips, to and including the shoulder area and upper 
spinal center-. Duration of treatment, five minutes, daily. A .h 
s park is preferable providing it can be tolerated. 

W RINK LES \pp|y Electn.de No. 1. using AV r tnite*tWAll'i7ly V . 

,n a rotary movement. Duration of treatment, t 

Vat* Thiritm 
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HITE CROSS VIOLET RAY GENERATOR 


ELECTRODES FOR WHITE CROSS 
Violet Ray Generator 


20 




21 




22 


23 




2*1 


23 


foutlrrn 


1 Surface Electrode 

2 Condenser Electrode 

•i Comb Electrode 

4 Throat External Electrode 

5 Eye Electrode 

<> Spinal Electrode 

10 Nasal and Ear Electrode 

Insulated ^ 

10-A. Xasal Electrode Plain 

20 Internal Throat Electrode 

Insulated 

20-A. 1 hroat Interior Electrode 
Plain * 

21 I rethal Electrode Insulated 

21 A. I rethal Electrode Plain‘d 

22 Prostatic Electrode 

Insulated 

2*1 Rectal Electrode Plain 

'24 Vaginal Electrode 

Insulated 


24-A. Vaginal Electrode 


Perforated Insulated * 


24*R. ^ agiual Electrode Plain *1* 


2.3 Cautery Electrode 

i 

•to Ozone (Generator *1* 

I*<‘U 

^ Not Illustrated. 

W I 
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WHITE CROSS VIOLET RAY GENERATOR 




No. 53 White Cross Violet Ray 

Universal Current. Wide Current Regulation. Highly Polished Handle, 
Heavy Insulated, Good Carrying Case. Treatment Book, Fully Guaranteed. 
Complete with Surface Electrode. 

Size—3#x7xl0’4"—Gross weight. 4 ll»s.; net weight 3J4 lbs. 

Packed one in a carton. 


No. 54 White Cross Violet Ray Outfit 

l he Xo. 54 illustrated is a portable High Frequency^ Outfit IV Luxe. 
-xtrv_tjady compact, efficient, powerful, safe and economical. 

•He coils are mounted in a leatherette carrying ease and weighs 
M *uncls. 1 rcatim-nt book and instructions for operating are turmshed tree. 
•Vzc 6j4x6>4x9 inches. Gross weight, 4>4 lbs. Net weight. 3^4 pounds. 

w HEN ORDERING BE SURE TO SPECIFY VOLTAGE 

Fate Fifteen 
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We manufacture a complete line 
of 

White oCross 

ELECTRICAL 

Househ old Appliances 

Percolators 
Stoves 
Violet Ray 
Grills 
Lamps 
Pancake Grids 
Ranges 
Heaters 
Toasters 
Curling Irons 
Medical Batteries 
Vacuum Cleaners and 
Electrical Specialties 
■ ■ 

Write for illustrations and prices 


Fans 

Hair Dryers 
Irons 

Waffle Irons 
Soldering Irons 
Motors 

Double Boilers 
Water Heaters 
Heating Pads 
Vibrators 











HEART 


LUNGS 


STOMACH 
V LIVER 


PLEXUS 


'BOWELS 

KIDNEYS 


BLADDE 


LOWER 


SEXUAL ORGAN: 
RECTUM ) 


ENDof SPINE 


CHART A 


CHART 


Showing Vertebrae nnd Nerve* from Spinal Center* 


CENTER of 2 

-- 


NECK 


OIDDLE of/' 

cu/iiii n lro / l 


MIDDLE 


BACK 


of 


SOLAR 


SMALL 


the 


HIPS 
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CHART 

Showing Vertebrae and Nerves from 
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